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The dark lines that appear on 
“SCOTCH” Brand Autoclave Tape 
show unmistakably that these 
containers and bundles have been 
properly autoclaved. The lines appear 
only after exposure to correct levels 
of heat and moisture in an autoclave. 
Any other heat and/or moisture 
exposure cannot activate the tape. 
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holds fast before, during and after autoclaving ™@ easily applied, sticks at a ) 


touch to paper, cloth, glass, metal Mm leaves no residue as with ordinary adhesive 


tapes Mm faster to use for binding than pins, string, cotton plugs lm marks easily | 


—with pen, pencil, typewriter mi (note: nothing on the outside of an autoclaved 


item, of course, can guarantee sterility of the contents.) 


“SCOTCH: BRAND HOSPITAL AUTOCLAVE TAPE NO. 222 


“Scotch” is a registered trademark of 3M Co. 
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SAFE FOR TODAY 5 MEDICATIONS... AND TOMORROW 9 


NO CAUTION LABEL NEEDED — Use it with any injectable medication...there is no danger 
of solvent action on the barrel. SAFE—B-D Control guarantees sterility, nontoxicity, non- 
pyrogenicity. ECONOMICAL —Disposability eliminates time-consuming, pre-use prepa- 
ration. PRECISE— Exclusive tip design reduces medication loss. 
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vention is worth a 
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tions you have to 
be sure. 


Use Diack Controls 


in every pack! 


Get back to first principles 
of cleanliness and sterility 
and you will control the 
staph problem. 


SMITH & UNDERWOOD, Royal 
Oak, Michigan .... Sole manu- 
facturers of Diack Controls and 


Inform Controls 
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C.H.A. Program for Hospital Administrators (CE), Statler Hotel, 

WII eco. ke basuuichad ene ha ee caecre ke eeweteeeme 27-Mar. 3 

C.H.A. Cost Finding Workshop, St. Louis ...............--: 28-Mar. 2 
bck ke me a a ee a ee ee 
St. John of God, Patron of Catholic Hospitals and the Sick, of 

ee, ea a a re eae eae 8 
C.H.A. Institute on Nursing Service Supervision, St. Vincent 

I oes oy dy waa aa's op SERS 14-16 
C.H.A. Cost Finding Workshop, Good Samaritan Hospital, Cin- 

ee SERN ae ETE ON SED Ee Pen SEN et were 14-16 
Wisconsin Hospital Association, Schroeder Hotel, Milwaukee .... 16 
St. Joseph, Patron of Procurators and Business Office Workers .. . 19 
C.H.A. Medical Education Programs in Hospitals (CE), Chi- 

DN cae ween oes pak RE A i ee oO EEE 20-21 
New England Hospital Assembly, Statler-Hilton Hotel, Boston, 

NE eS ah oo cuhh Aa Be se eee Rca Rae ah 9 ace aA Fe 20-22 
Kentucky Hospital Association, Lexington ................... 21-23 
Georgia Hospital Association, Biltmore Hotel, Atlanta ......... 23-24 

«© «© «© © © elle ell PR 
Ohio Hospital Association, Veterans Memorial Bldg., Columbus. . 3-6 
C.H.A. Institute on Medico-Moral Problems, Wichita ........ 4-6 
C.H.A. Program for X-ray Supervisors & Technicians (CE), 

ODER BEE AC RR OD he en ee ren 4.7 
C.H.A. Medical Education Programs in Hospitals (CE), St. 

RRR Pe een) ers Me NON a eto AN a Tk ae ar Pn 13-14 
Carolinas-Virginia Hospital Conference, Roanoke ............ 13-14 
Association of Western Hospitals, Civic Auditorium, San Francisco 14-17 
St. Gemma Galgani, Patroness of Hospital Pharmacists ......... 16 
C.H.A. Workshop in Basic Blood Banking (CE), St. Louis .... 17-21 
C.H.A. Program for Graduate Dietitians (CE), Dallas ........ 17-21 
C.H.A. Program for Hospital Engineers (CE), St. Louis ....... 17-21 
Southeastern Hospital Conference, Memphis ................. 19.21 
C.H.A. Institute: Supervision—Key to Improved Personnel 

Management, Leamington Hotel, Minneapolis ............ 26-28 
Mid-West Hospital Association, Municipal Auditorium, Kansas 

ES foi Ratad cheeks ebe ious aarsrs x ecor eben 26-28 
American Association of Pathologists, Chicago ............... 26-28 
St. Catherine of Siena, Patroness of Nurses and Nursing Service . . 30 


e o 7 . . e e e e e MAY 
C.H.A. Cost Finding Workshop, St. Anthony's Hospital, Denver 2-4 


Massachusetts Hospital Association, Statler Hilton, Boston ..... 11 
Texas Hospital Association, Memorial Auditorium, Dallas ....... 15-17 
C.H.A. Program for Hospital Laundry Managers (CE), St. Louis 15-19 
Tennessee Hospital Association, Gatlinburg ................. 25-26 


e ° e e e e e e e . JUNE 
Catholic Hospital Association, Cobo Hall, Detroit ............ 
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Eleven Lederle antigens . .. produced to definitive quality 
specifications. For use in either (1) rapid quantitative 
slide test screening or (2) confirmatory tube-test identi- 
fication. 


Brucella Abortus Antigen 

Proteus OX19 Antigen 

Salmonella Group A Antigen (Somatic I, II, XII) 
Salmonella Group B Antigen (Somatic I, IV, V, XII) 


Salmonella Group C Antigen (C,, C,) (Somatic VI, VII, 
VIII) 

SalmonellaGroup D Antigen (Somatic IX, X11) (Typhoid O) 
Salmonella Group E Antigen (E,, Es, Es) (Somatic III, 
X, XV) 

Paratyphoid A Antigen (Flagellar a) 

Paratyphoid B Antigen (Flagellar b) 

Paratyphoid C Antigen (Flagellar c, 1, 5) 

Typhoid H Antigen (Flagellar d) 


LEDERLE —A WIDE RANGE OF DIAGNOSTIC ANTI- 
GENS...MEDIA... SERUMS... EXTRACTS... FOR 
LABORATORY AND CLINIC 






For further information, contact the Lederle Representa- 
tive through your hospital pharmacy or write: 


LEDERLE LABORATORIES, a Division of AMERICAN CYANAMID COMPANY, Pearl River, New York C Leaterie ) 


For additional information, use postcard facing back cover. 1] 











N.L.N. Accreditations Reported 


Nearly 75 per cent of the 318 Cath- 
olic schools of nursing in the United 
States are included in the current list 
of diploma and basic degree programs 
approved by the National League for 
Nursing which appears in the Febru- 
ary, 1961 issue of Nursing Outlook. 
In addition to the basic professional 
approvals, 12 Catholic institutions are 
identified as offering approved bac- 
calaureate degree programs for gradu- 
ate nurses and two Catholic institutions 
offer approved master’s degree pro- 
grams in nursing. 

The 236 accredited schools, 74.2 per 
cent of the total, report 83 per cent of 
the students enrolled in Catholic 
schools of nursing. Of the 42 Catholic 
schools of nursing offering basic degree 
programs, 27 or 64.8 per cent are fully 
accredited including 22 accredited as 
preparing for beginning positions in 
public health nursing. Of the 276 di- 
ploma schools (including one associ- 
ate degree program), 209 or 75.7 per 
cent are fully accredited. 

In the past year, 18 diploma schools 
and two basic degree programs have 
received full accreditation from the 
National League for Nursing. The Au- 
gust issue of HOSPITAL PROGRESS 
identified schools approved at the 
Spring meeting of the boards of re- 
view. The following schools were ap- 
proved at the December, 1960 board 
of review meetings: 


Full Accreditation 


Diploma Schools 

Sacred Heart School of Nursing, 
Pensacola, Fla., Daughters of Charity 
of St. Vincent de Paul. 

St. Francis School of Nursing, Pe- 
oria, Ill., Sisters of the Third Order 
of St. Francis. 

St. Vincent’s School of Nursing, 
Sioux City, Ia., Sisters of St. Bene- 
dict. 

Sacred Heart School of Nursing, 
Eugene, Ore., Sisters of St. Joseph 
of Newark. 
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Providence School of Nursing, 
Beaver Falls, Pa., Sisters of Charity 
(Greensburg). 

New Castle School of Nursing, New 
Castle, Pa. Sisters of the Third 
Order of St. Francis (Millvale). 

St. Mary’s Memorial School of 
Nursing, Knoxville, Tenn., Sisters 
of Mercy of the Union. 

Basic Degree Programs (includes ap- 

proval as preparing for beginning posi- 

tions, public health nursing). 

Seton Hall University School of 
Nursing, Newark, N.J., Archdiocese 
of Newark. 

Salve Regina College Division of 
Nursing, Newport, R.I., Sisters of 
Mercy of the Union. 


» Sister M. Kuni- 
gunde,S.F.P,, 
R.N., MS., has 
been appointed 
director of St. 
__ Michael’s Hos- 
; pital School of 
. Nursing, New- 
ark, NJ. Sis- 
ter Kunigunde 
succeeds Mrs. Mary A. Bobeck, who 
has resigned to accept the position of 
director of Nursing Education at All 
Souls Hospital, Morristown, N.]. 





Sister Kunigunde is well known at 
St. Michael’s, having served as director 
of Nursing Service from January to 
September, 1959 when she left to ac- 
cept a government traineeship. She 
was awarded her master’s degree in 
Nursing Education in August, 1960 
and since that time has been associate 
director of the School of Nursing. Sis- 
ter Kunigunde previously had served 
at St. Michael’s from 1943 to 1949 as 
supervisor of a Medical Unit. 


* * * 


@ The United States Public Health 
Service has awarded a $10,543 grant 
to the Catholic University of America, 
School of Nursing, Washington, D.C., 
for developing training in epidemiol- 








ogy, particularly in such areas as acci- 
dents, alcoholism and mental retarda- 
tion, and especially for candidates for 
the master of science degree with a 
major in public health nursing. A 
$14,040 grant has also been awarded 
to Loyola University, School of Nurs- 
ing, Chicago, Ill., for expanding and 
improving field instruction for public 
health nursing students. 

* * * 


@ Public health nurses are better edu- 
cated today than they were a decade 
ago, according to the 1960 census of 
public health nursing recently pub- 
lished by the Division of Nursing Pub- 
lic Health Service. In 1960, 34 per 
cent of the full-time qualified public 
health nurses in the United States held 
baccalaureate degrees, whereas only 20 
per cent were degree educated in 1950. 
More than three-fourths of the 31,850 
nurses employed today in public health 
have either a baccalaureate degree or 
some credits beyond those earned in 
a diploma or associate degree program; 
71 per cent of public health nurses in 
administrative, consultative, or super- 
visory positions have college degrees, 
as also have 29 per cent of staff nurses. 

Educational advances, however, have 
not been equaled by proportionate in- 
creases in the numbers of nurses em- 
ployed in state and local health agen- 
cies. Since 1950, there has been an 
increase of only 1,071 full-time public 
health nurses serving the population as 
a whole. The number of nurses em- 
ployed to serve the school-age child, 
however, has increased 89 per cent 
(5,208 nurses) in the same decade. 

Also included in the 1960 data are, 
for the first time, figures on the 1,467 
public health nurses employed part- 
time, and on registered and practical 
nurses who supplement the work of 
public health nurses in the home. 

* * * 


@ Two leaders in public health nurs- 
ing, Edna J. Brandt, RN. MS., 
and Margaret B. Dolan, R.N., MS., 
have been appointed to serve three- 
year terms on the 12-member Expert 
Advisory Committee for the Profes- 
sional Nurse Traineeship Program 
of the Public Health Service. The 
Committee was set up in August, 
1956 to advise the Surgeon General on 
policies and standards for the trainee- 
ship program, which provides funds to 
enable graduate nurses to obtain the 
advanced training needed for positions 
in nursing administration, supervision 
and teaching. 
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by GEORGE E. REED, LL.M., K.S.G., Associate Director « Legal Department, N.C.W.C. e Washington, D.C. 


ls A DRAMATIC PRELUDE to the leg- 
islative consideration of the prob- 
lem of medical care for the aged, dele- 
gates from all over the United States 
debated the question at the recently 
concluded White House Conference 
on Aging. Originally, advocates of the 
Social Security method of financing 
medical care for the aged were of the 
opinion that ultimate conclusions of 
the White House Conference would 
be strongly influenced by the A.M.A. 
position, which is diametrically op- 
posed to the use of the Social Security 
System as a financing vehicle. Midway 
in the Conference Mr. Marion B. Fol- 
som, former secretary of Health, Edu- 
cation, and Welfare under the Eisen- 
hower Administration, and Mr. Arthur 
Larson, former undersecretary of La- 
bor and USIA Director in the previous 
administration, advocated the Social 
Security approach. Mr. Folsom said 
that the Social Security financing of 
medical care is the “logical plan” and 
there is no basis for describing it as 
“socialized medicine.” Mr. Larson’s 
position was substantially the same. 
The statements by these highly re- 
garded men had a profound influence 
on the delegates. The Conference sur- 
prisingly approved a recommendation 
favoring the Social Security approach; 
thus, the Administration’s position has 
been substantially improved. 

During the time that the delegates 
were debating the medical care plan, 
one of Mr. Kennedy's task forces, 
headed by Wilbur J. Cohen, professor 
of Administration at the University of 
Michigan, and former Social Security 
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Research Director under the Truman 
Administration, issued its report on 
care for the aged and upon other 
phases of general medical care. The 
report recommended that health care 
for the aged be financed through the 
Social Security System. Under the 
Cohen task force report only those 
who are covered by Social Security 
would be eligible claimants. The re- 
port said that the states should be able 
to provide medical assistance for the 
small group who are not under Social 
Security or on public welfare, or who 
do not receive some other Govern- 
ment help with their medical costs. 

One of the particularly interesting 
aspects of this report is the one which 
deals with the general health needs of 
the Nation. It was recommended that 
Federal grants of $60 to $70 million 
be made for the first year in a legisla- 
tive program designed to help expand 
or establish and operate medical, den- 
tal, nursing, public health and social 
work schools. Alsc, it was recom- 
mended that 10 to 20 million dollars 
be appropriated the first year for grants 
to schools for scholarships to get 
highly-qualified needy students into 
the health field. It was estimated that 
the Federal cost would level off at 
about $270 million during the fourth 
year. 

The second recommendation of this 
section of the report urged that legis- 
lation be adopted providing long-term, 
low-interest loans of $100 million a 
year to help build hospitals and nurs- 
ing homes, and $5 million to erect 
medical group facilities. These loans 





would be used primarily in urban areas 
and would not be in lieu of Hill-Bur- 
ton funds. As a matter of fact, it was 
recommended that Hili-Burton grants 
for nursing home construction be in- 
creased by 10 million dollars a year. 

Other recommendations included 
the establishment of a national acad- 
emy of health to honor achievement 
in the health field, and the establish- 
ment of an institute of child health 
within the National Institutes of 
Health. 

A large number of bills have already 
been introduced relating to most of 
the aspects of the report of the Social 
Security and Health task force; how- 
ever, it is too early to comment ex- 
tensively on any particular bill. One is 
very definitely worthy of note, how- 
ever, and that is the bill introduced by 
Congressman Fogarty, who is chair- 
man of the House Appropriations Sub- 
committee for Health, Education, and 
Welfare. This authorizes a 10-year 
program of grants for the construction 
of medical, dental and public health 
education facilities. The legislation 
was pending in the last Congress but 
did not receive the approval of the 
Eisenhower Administration. It would 
provide substantial funds for the con- 
struction of health educational facili- 
ties for public and nonprofit medical 
and public health schools to insure pro- 
tection of an adequate number of prop- 
erly qualified physicians, dentists, 


teachers and research scientists. The 

proposed legislation calls for an an- 

nual appropriation of $50 million for 
(Concluded on page 40) 
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RESIDENT EISENHOWER recorded 
| 5 sr “last” January 9th when 
he appeared (one hour early) to greet 
some 2,500 persons in Washington's 
Constitution Hall. As the Marine band 
blared “Hail to the Chief” Mr. Eisen- 
hower, tired looking but tanned (from 
his /ast round of golf as a Chief Execu- 
tive at Burning Tree Course), strode 
to the podium. “This is the last time,” 
he said, “that I shall have the privilege 
of bidding welcome to a group of citi- 
zens assembled here in the Capitol 
City to confer on problems of interest 
to them and to the nation.” He criti- 
cized the view that the purpose of the 
White House Conference on Aging 
was defeated before it started, because 
of already divergent opinions on the 
Conference purposes and function. “I 
always thought,” the President said, 
“that the purpose of a conference was 
the discussion of views. I hope every 
conceivable opinion, no matter how it 
may be opposed to another opinion, 
may be fully aired.” 


An All-out Attack 


If Mr. Eisenhower’s speech was the 
kick-off, the keynote was probably 
sounded by Sen. Pat McNamara of 
Michigan. He reviewed the progress 
of legislative and other efforts to as- 
sist the aging population and then de- 
clared boldly that the American Med- 
ical Association had vowed to use its 
vast resources to hamstring the Con- 
ference. His white shock of hair shak- 
ing with the emphasis of his gestures, 





Il Was Not Placid on the Potomac 


A Report on the White House Conference on Aging 


the Senator belted out a series of ac- 
cusations at the A.M.A. “I am con- 
cerned that the A.M.A. has publicly 
stated that it will devote all its re- 
sources to block any attempt by this 
Conference to endorse medical insur- 
ance for the aged tied to social secu- 
rity,’ he said. “From what we have 
seen of past A.M.A. propaganda cam- 
paigns these resources are . . . virtually 
inexhaustable . . . it is unfortunate 
that the A.M.A., continues to devote 
such massive effort to promotion of 
its 19th century philosophy rather than 
concentration on the needs of today 
and tomorrow. Even the timid, token 
welfare medical care proposals it now 
advances would certainly have re- 
mained buried had it not been for a 
dramatic national awakening to the 
need for a genuine, workable pro- 
gram.” 


A Defense of the Conference 


Senator McNamara accused the 
A.M.A. of “the placement of A.M.A. 
oriented delegates in sufficient strength 
in certain work groups [of the White 
House Conference| to give the Nation 
the impression that the Conference 
does not favor [Social Security] med- 
ical insurance.” His remarks alone were 
enough to draw the battle lines for 
the brush war that spread to other 
meeting rooms and throughout the 
Capital city during the next three days. 

But the A.M.A. was not the only one 
accused of stacking the Conference. 
Some persons. insisted that a look at 





by H. RICHARD BRYDEN 


the affiliations of the delegates would 
tend to show an impressive majority 
of educators and social workers in at- 
tendance. However, Rep. John E. 
Fogarty (Dem., R.I.), who introduced 
the enabling legislation for the White 
House Conference on Aging, took the 
podium and defended the Conference. 
“In my opinion, charges that the Con- 
ference is stacked are insulting to dele- 
gates facing up to the problems that 
will confront everyone of us some day,” 
he stated. 


A Statement of Purpose 


In reviewing pre-conference criti- 
cism that the meeting was doomed to 
failure and had “wasted time and 
money . . . discovered nothing and 

. confirmed only what was already 
known,” Congressman Fogarty said 
that even if that statement were ac- 
curate it overlooked one of the main 
purposes of the grant features of the 
Act. The money was made available, 
he said, “not to accumulate more sta- 
tistics or identify more problems, but 
to arouse interest at every level and to 
develop a sense of personal awareness 
and responsibility.” 

Rep. Fogarty announced his inten- 
tion to introduce a bill establishing a 
federal commission on aging. He said 
that the bill would give the commis- 
sion independent status, reporting only 
to the President and the Congress. 
(This bill did and will continue to 
meet opposition from those who favor 
rather a bureau within the Department 
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“It's all right nurse—I’m an ambulatory 
convalescent.” 











of Health, Education & Welfare simi- 
lar to the Childrens Bureau.) Mr. Fog- 
arty said that the first job of the com- 
mission would be to implement the 
recommendations of the Conference. 
He quoted some of these as elimination 
of age discrimination in employment, 
provision for adequate retirement in- 
come with protection against inflation, 
provision of health and medical care 
without offense to personal pride, pro- 
vision of suitable housing and living 
accommodations in a price range re- 
tired persons can afford, the conduct 
of research into the problems of aging, 
and the creation of opportunities for 
community service for elderly and re- 
tired persons. He stressed that the bill 
to be introduced would not create a 
commission that would compete with 
existing functioning programs but 
rather complement and further them. 


Expectations and Results 


The complex organization of the 
Conference was enough to shatter the 
aplomb of almost any reporter trying 
to cover the proceedings. There were 
10 major groups which were sub-di- 
vided into 20 sections and further sub- 
divided into some 133 work groups 
of from 20 to 30 persons each. After 
the opening plenary session, the various 
work groups retired to assigned spaces 
in Washington hotels, governmental 
and parish buildings and other ac- 
commodations. Valiant attempts to 
cover the majority of the more inter- 
esting sessions were further compli- 
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cated by the fact that in the capital 
the shortest distance between two 
points is around one of the many cir- 
cles that cut up the city. Particular 
attention was paid to: Group 1, Sec. 
2—Income Maintenance, comprising 
Work Groups 1 through 7; Group 6, 
Sec. 10—Role and Training of Pro- 
fessional Personnel, and Group 1, Sec. 
1—Population Trends: Social and 
Economic Implications. 

There was little evidence of planned 
and deliberate formal packing of the 
Conference. In view of its complexity, 
the shortness of time and the varied 
interests of its representatives, it was 
necessary that much of the preliminary 


work be done by work committees ° 


which met in advance. These commit- 
tees prepared suggested statements 
which were available while individual 
work groups struggled and floundered 
on their own. Many groups were happy 
to have some prepared materials to 
fall back upon. 

Apparently some people expected 
too much from the Conference, im- 
patient to achieve the comprehensive 
blue print for future action. Fortun- 
ately this did not fully materialize. 
But in his speech to the first plenary 
session, Rep. Fogarty defined the dif- 
ference between activity and action. 
He said that there had been much ac- 
tivity in the year and half preceding 
the Conference, and that action must 
follow the Conference. 

Actually there were some tangible 
and intangible results manifest at the 
Conference itself. The preliminary state 
meetings had served obviously to 
arouse the grass roots, and the Con- 
ference itself placed before the nation 
in a very dramatic way the problems 
of the aging population. Great concern 
was evidenced that all ages of people 
become conscious of and sympathetic 
to the problems of aging people. There 
was a unanimous desire that aged peo- 
ple refrain from becoming a class-con- 
scious group and that aging itself be 
looked upon as a normal process of 
total life with, in so far as possible, no 
cut-off point at which a person be- 
comes “old.” 


Success by Majority Vote 


The Conference’s section on income 
maintenance met at the Shoreham 
Hotel. Under the rules of the Con- 
ference, it was the only group empow- 
ered to vote on the method of financ- 
ing health or medical care. Seven of 
the 14 work groups of this section met 














on Tuesday afternoon, Jan. 10, to re- 
port the votes in their work groups 
on the recommendations for financing 
health care. There had been a great 
deal of discussion. The debate in in- 
dividual work groups had been very 
heated and the afternoon session which 
brought all the work groups together 
proved to be one of the liveliest of 
the Conference. As discussion leaders 
of the various work groups reported 
to the section, the Social Security me- 
chanism emerged as the majority 
choice, but not without concerted op- 
position. The votes in the work groups 
were fairly close with one group failing 
to resolve its differences and another 
group rejecting Social Security. Every 
group mentioned the need for utiliza- 
tion of voluntary health insurance on 
a broader scale, the use of family re- 
sources and further assistance by state 
and national governments. 

Dean Charles I. Schottland of 
Brandeis University, who was also a 
former Social Security commissioner 
and chairman of the Income Mainte- 
nance Section of the White House 
Conference, prepared a report sum- 
marizing the recommendations of the 
work groups which was then voted 
upon at a session the following morn- 
ing. At a relatively calm session the 
entire section approved the Social Se- 
curity mechanism by a vote of 170 
to 90. The minority report was pre- 
sented by Dr. George Berkheimer of 
Pennsylvania, executive secretary of 
the Board of Pensions of the United 
Lutheran Church. 


Defeat by Robert's Rules 


Meanwhile in Group 2, Sec. 5— 
Health and Medical Care, more fire- 
works were in evidence. The Health 
and Medical Care Section in a decid- 
edly heated session, voiced by a vote of 
165 to 122 a recommendation to the 
effect that “health care under the So- 
cial Security System is unnecessary and 
undesirable.” Chairman of this section 
was Leonard W. Larson, M.D., presi- 
dent-elect of the American Medical 
Association. 

The Hon. Robert W. Kean, chair- 
man of the Conference’s National Ad- 
visory Committee presided at the 
plenary session at which Dr. Larson's 
section later attempted to present its 
report and recommendation. Under 
Conference rules established many 
months ago, Kean said that this section 
had “no right to pass any recommenda- 
(Continued on page 20) 
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CONFERENCE ON AGING 
(Begins on page 15) ° 


tion on financing such care.” He said 
that the job of the Health and Medical 
Care Section was to deal with ways 
and means to improve health care. The 
chairman pointed out that the respon- 
sibility to discuss methods of financing 
care was the responsibility of the In- 
come Maintenance Section. The lead- 
ers of the two sections—Mr. Schottland 
and Dr. Larson—met with Kean, and 
Dr. Larson agreed to delete the con- 
tested recommendation from his re- 
port. However, the Health and Medical 
Care Section did retain a reference to 
compulsory health care in their final 
report to the plenary session and be- 
cause of this, a minority spokesman, 
Dr. Loren E. Kerr, said that it was still 
unsatisfactory to the Section’s minority. 


Social Security: Pro & Con 


The final policy statement of the 
Conference on Medical Care Financ- 
ing will state that a majority of In- 
come Maintenance Section delegates 
believes that “the Social Security mech- 
anism should be the basic means of 
financing health care for the aged.” 

A surprise backer of the Social Se- 
curity mechanism was Marion B. Fol- 
som, former secretary of Health, Edu- 
cation and Welfare in the Eisenhower 
administration, now a director of the 
Kodak Company of Rochester, New 
York. Folsom said that he believes the 
Kerr-Mills bill passed in the last Con- 
gress “does not provide a sound solu- 
tion to the long-range problem.” He 
said he favored the Social Security ap- 
proach because it was fiscally sounder 
and “a contributory system of this 
type would fit more naturally into the 
philosophy of our whole system than 
would one based on a means tests.” 

The other surprise backer of the 
Social Security mechanism was Arthur 
Larson, former undersecretary of Labor 
and director of the United States In- 
formation Agency in the previous Ad- 
ministration. Larson, often called “The 
Apostle of the New Republicanism,” 
said he had personally “believed for 
years” in the soundness of the Social 
Security approach. 

In addition to the American Med- 
ical Association, opposition to the So- 
cial Security mechanism. was expressed 
by the National Association of Life 
Underwriters. Thomas R. Buchanan, 

(Concluded on page 24) 
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CONFERENCE ON AGING 


(Begins on page 15) 


chairman of the Association’s commit- 
tee on affairs of veterans and service 
men, said that the Social Security ap- 
proach would put the Federal Govern- 
ment into a necessary, unwarranted and 
unfair competition with the private 
life insurance companies and their 
agents. AFL-CIO Union President, 
George Meany made a strong state- 
ment in a concurrent session, charging 
that the A.M.A. had done little but 
oppose what he called realistic meas- 
ures directed toward health care of the 
aged. Dr. J. Lafeludwig, chairman of 
the A.M.A. council on medical service, 
retaliated immediately with the state- 
ment that “if this conference fails, the 
responsibility rests squarely upon the 
shoulders of George Meany.” He 
charged Meany with attempting to un- 
dermine the Conference on Aging by 
pushing solely the cause of Labor. 


New Roles for the Aged 


C.H.A. president-elect, Msgr. Cle- 
ment J. Schindler was recorder in Sec- 
tion 1 of the White House Conference 
on “Population Trends: Social and Eco- 
nomic Implications.” In its policy state- 
ment, this section reviewed the basic 
facts of population trends which have 
been established by research. Its mem- 
bers acknowledged the longer life ex- 
pectancy and the longer retirement 
periods elderly people are now entitled 
to enjoy. They also noted the mental 
and physical health hazards for people 
in the upper age brackets and the high 
cost of medical care for people over 65. 
This section said that some 50 per 
cent to 60 per cent of those over 65 
have incomes of less than $1,000 per 
year and about half have assets of less 
than $1,000. The section report em- 
phasized that as a person passes 
through his sixties, the mere preserva- 
tion of social roles is too limited a 
concept. The section stressed the need 
for broadening, expanding and even 
inventing new roles. Nevertheless, the 
section said, these new roles must arise 
from a fusion of the past and the fu- 
ture with a full realization of the dig- 
nity and significance of one’s past ex- 
perience. A strong position was taken 
on the need for a philosophy which 
recognizes that gainful employment is 
no longer the sole symbol or source of 
human worth and value, that construc- 
tive free time and activity can be a 
source of values also. An eight-page 
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statement setting out the rights and 
obligations of the senior citizen was 
presented by the section to the plenary 
session, 

C.H.A. executive director, Rev. 
John J. Flanagan, S.J., was a delegate 
to Group 6, Sec. 10—The Role and 
Training of Professional Personnel. 
There was agreement in the group 
that educational efforts be directed to 
people operating at a professional level 
and to those functioning as technicians 
and supporting personnel. The group 
recommended that formal preparation 
of professional personnel should, of 
necessity, come through existing disci- 
plines rather than through any major 
attempt to develop a special program 
of gerontology. It recommended that 
the existing disciplines should draw 
upon gerontology information and that 
special courses might be incorporated 
into the curricula of the existing dis- 
ciplines. Hope was expressed that 
inter-disciplinary approaches might 
also be developed. 

Recognizing that many people be- 
yond the reach of formal education 
are important to the care of the aged, 
the group recommended that edu- 
cational institutions offer supplemen- 
tary courses in gerontology and that 
help be given to program agencies 
(e.g., hospital associations). It was 
recommended that federal, state, pri- 
vate agencies and foundations increase 
financial help for increasing training 
facilities and programs. Included in 
this was the desire for more scholar- 
ships and fellowships. Recruitment of 
personnel als@ was stressed and action 
in this area urged. All of the delegates 
in this group felt that a campaign of 
information and stimulation should be 
carried on by all the agencies, educa- 
tional institutions and organizations. 
There was a recommendation that 
some kind of federal or state agencies 
be established to stimulate activity and 
to carry out the above-mentioned rec- 
ommendations. 

Monsignor Donald A. McGowan, 
director of the Bureau of Health and 
Hospitals, N.C.W.C., was chairman of 
a work-group in Group II, Sec. 5— 
Health and Medical Care. Rt. Rev. 
Msgr. A. W. Jess, C.H.A. president, 
was a delegate to Group X, Sec. 19— 
National Voluntary Services and Serv- 
ice Organizations. 

Mother M. Bernadette de Lourdes, 
director, St. Joseph’s Manor, Tremble, 
Conn., addressed the first meeting of 
the section on Religion, Sec. 13, 
Group 8. In her speech Mother Berna- 








dette said that religion plays a vital 
part in the lives of all citizens, es- 
pecially the elderly. In the institu- 
tional environment, she said, homes 
operated by church groups offer spe- 
cial interest and care made manifest 
through good living arrangements, 
meals in a cheerful atmosphere, com- 
panionship, security, physical, mental 
and spiritual care. She said residents 
are encouraged, never forced, to par- 
ticipate in public religious services, 
and that various other services, such 
as counseling, encouraging and ad- 
vising, are offered by the chaplain. 
“These older people have much to 
offer religion in their own lives. They 
can pray, offering their sufferings for 
the peace of the world, the increase of 
religion in the hearts of all men, the 
welfare of their country and govern- 
ment, and their many personal inten- 
tions. They can lead others to God 
through their patient acceptance of 
their present lot in life. If they con- 
tinue membership in the religious so- 
cieties and participate in social events, 
they are helping to promote an ex- 
cellent relationship between the parish 
and their institution. If they have 
means, they can continue to give alms 
for the support and growth of re- 
ligion and thus further its cause. If 
they are well enough, they can visit 
shut-ins and those more seriously 
handicapped than themselves, and de- 
rive a blessing that comes to the giver 
as well as to the receiver.” 


The Democratic Process 


In retrospect, it would appear that 
while the big guns were booming 
along the Potomac, many hundreds of 
people from the grass roots of Amer- 
ica were meeting in comparative quiet 
to thresh out in their own work groups 
what might be done at local, state and 
national levels to assist the aged to 
grow old gracefully and in security. 
Perhaps the main impact of the Con- 
ference will come from the fact that 
these people have already returned 
from Washington to their own com- 
munities, where they can pass on to 
their own social and political groups 
the experiences and the benefits of 
comparing ideas which the Conference 
presented. The Social Security mecha- 
nism “stole the show,” but we have the 
feeling that out of the various group 
discussions will come the leaven which 
will perhaps in our time integrate the 
elderly as a vital part of the American 


scene. x 
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EXCLUSIVE CONSTRUCTION tert: macro. 
photograph (20x) of ‘‘SCOTCH”’ Brand Surgical Tape 
shows totally microporous structure of both the non- 
woven backing and the thin, non-reactive, non-mobile 
adhesive which permit unprecedented ventilation. 


RIGHT: In contrast, thick ‘‘creeping’’ adhesive mass 
of conventional tape forms occlusive barrier, tends 
to plug widely spaced perforations, embeds and pulls 
hairs...contains irritating natural rubbers and resins. 


APPLICATION: Unlike conventional adhesive tapes, new 
“SCOTCH” Surgical Tape does not slip or ‘‘creep’’ and 
should ordinarily be laid on without tension. Where ten- 
sion is desired or anticipated, shear stress on the skin 
may be prevented by cross strips of ‘‘SCOTCH”’ Surgical 
Tape at the ends of primary application. AVAILABLE: 
through surgical supply dealers;:in usual widths, 1/2 to 
3 in., 10 yd. rolls. 
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Flu Vaccination Urged 
in Specific Instances 


Routine vaccination against influ- 
enza for persons with heart and blood 
vessel disease is being urged by the 
American Heart Association and the 
National Heart Institute of the US. 
Public Health Service. In a recent 
joint statement, A. Carlton Ernstene, 
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, six sizes, 


a thousand and one uses 


The wide range of sizes of ‘VASELINE’ STERILE PETROLATUM GAUZE 
U.S.P. gives it a thousand and one uses in the hospital and the office treatment 
room. As a pressure dressing in surgery... 
an emollient dressing on dry and nonacute skin lesions... 
here is a dressing convenient to use and of guaranteed, 


and ear procedures... 
sealed-in sterility. 


Provided in a Range of Sizes for Every Indicated Need 
in disposable plastic tubes « 1/2” x 72” selvage-edged packing 

in heat-sealed foil envelopes ¢ 1” x 36” strip... 
.6” x 36” strip 
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. x bod strip... 3” x 36” strip.. 
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‘Vaseline’ Sterile Petrolatum Gauze U.S.P. 


Professional Products Division ¢ Chesebrough-Pond’s Inc., New York 17, N. Y. 


Vaseline® is @ registered trademark of Chesebrough-Pond’s Inc. 


Heart Association president, and James 
Watt, M.D., director of the Institute, 
said, “Evidence of the past three years 
has abundantly confirmed that the dan- 
gers of influenza are much greater for 
patients with heart or lung disease than 
for others. The risk is particularly high 
for those with lung congestion due to 
heart disease. Also, it is clear that the 
threat of influenza is continually re- 





an occlusive dressing in burns... 
a packing in nose, eye, 


3” x 3” pad, opening to 3” x 9” strip... 
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curring. We recommend that heart 
patients seek the advice of their phy- 
sicians with regard to obtaining the 
protection offered by routine vaccina- 
tion.” 

The statement supports the program 
announced by the former P.H.S. Sur- 
geon General Leroy E. Burney, M.D., 
“to intensify efforts to encourage in- 
fluenza vaccination of selected popu- 
lation groups” where dangers from in- 
fluenza infections are especially great. 


Sisters Establish 
Foreign Mission 


The Franciscan Sisters of the Poor 
are making preparations to begin their 
first foreign mission in Pires do Rio, 
a city not far from Brasilia, the new 
capital of Brazil. 

The Sisters will supervise Our Lady 
of the Angels Children’s Home and 
Dispensary, and the Saint Anthony's 
Soup Kitchen, where soup is given 
twice each day to the very poor of the 
city. They will also do catechetical and 
social service work among the poor of 
the parish. 

The following Sisters comprise the 
pioneer group who will labor in 
Brazil: Sister M. Cunigund Hellmann, 
Sister M. Consuelo Salazar and Sister 
M. Clare Elise Quigley (St. Clare Prov- 
ince, Cincinnati, Ohio) , Sister M. Diet- 
frieda Moeckel and Sister Anthony 
Marie Ferri (St. Anthony Province, 
Warwick, N.Y.). 

The Franciscan Sisters of the Poor 
conduct hospitals in the states of Ohio, 
Kentucky, Indiana, Illinois, Kansas, 
New York, New Jersey and South Car- 
olina. The Generalate of the Commu- 
nity is in Frascati, Rome, Italy. 


Modern Home for 
Aged is Planned 


Construction of a $1,330,000 home 
for the aged is scheduled to begin in 
Davenport, Ia., this spring. The new 
home will have a 120-bed capacity and 
modern facilities for recreation and 
therapy. It will be open to persons 
of all religious faiths. The project also 
calls for renovation of the present 
Kahl Home for the Aged and the 
building of a chapel. 

The Kahl estate donated the prop- 
erty to the Davenport diocese in 1954. 
Under the direction of Bishop Ralph 
L. Hayes of Davenport, the property 
was renovated to serve as a nursing 
home and was turned over to the Car- 
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LATEX 
INFLATABLE 
BAG 
CATHETERS 





Top quality... purest latex. 
accurate size... symmetrical 

inflation... uniform flow rate 
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Available in gross lots one Size or as 

sorted sizes — in multiples of one dozen 
Two types: Standard self-retaining catheter, 
and catheter with self-sealing plug. Capacities 
5 and 30 cc. Size range: even sizes, from 14 to 


26 Fr. inclusive. 
These catheters are backed by the high reputation of 


American Cystoscope Makers, Inc. Only the price is low 


making disposable use a practical procedure.. 


FREDERICK J. WALLACE, President 


American (ysloscope NNakers, Inc. 


PELHAM MANOR (PELHAM), NEW YORK 





‘NEW, SLIM-LINE SETS, EH? LOOKS 
LIKE AN EXPENSIVE 
INSTALLATION.’ 


“DOESN'T COST A CENT, IN TIME OR MONEY. WELLS 
SUPPLIES THE WHOLE PACKAGE AND PROVIDES 
COMPLETE MAINTENANCE. BEST THING, 
THOUGH, IS THAT TV KEEPS PATIENTS 
OCCUPIED AND REDUCES 
NEEDLESS REQUESTS 
BY 30%." 























iTV really works for the hospital, when it's 
installed by WELLS, the oldest, largest, and most 
experienced in the leased communications field. 


Electronic communications, provided by WELLS, 
results in better patient care, saves labor and 
overhead, and increases hospital income. 


Equipment is especially designed for hospital use; 
every installation is engineered for individual 
requirements. 


TELEVISION and RADIO with Master Antenna System 
and Hi-Fidelity Remote Control. 
DOCTOR’S PAGING, lightest, smallest pocket receiver. 


NURSE CALL, instant patient-nurse talk-back. 


WELLS TELEVISION, Inc. 


- 966 Filth Avene, Now York 19 <JUdeon 20020 


For additional information, use postcard facing back cover. 





melite Sisters for the Aged and Infirm, 
who operate 26 homes in the United 
States. 


Research on New Dental 
Care Aid Announced 


Quincy College, Quincy, Ill., and the 
Adams County, Ill., health department 
are codperating in a research project 
that could lead to a major break- 
through in dental health. Four hun- 
dred student volunteers from the col- 
lege are participating in a mass test 
of a tooth powder containing a ma- 
terial that researchers hope will pre- 
vent development of tartar on teeth. 
Tartar is the chief cause of gum dis- 
eases, which are a major factor in the 
loss of teeth. 

For four months the students will 
use a tooth powder distributed by the 
county health department. Some will 
receive powder containing the tartar 
preventing material. Others will get 
ordinary powder. Before, during and 
after the testing period the students’ 
teeth will be checked to find out how 
effective the tartar preventive has been. 
Quincy College is conducted by Fran- 
ciscan Fathers. 


Community Advisory Committee 
Formed in Chicago 


Chicago Hospitals will actively seek 
community advice on such problems as 
increasing community interest in the 
support of health service facilities, 
through a lay advisory committee just 
named by the Board of the Chicago 
Hospital Council. 

.The committee will give advice to 
the Hospital Council from all elements 
of the community together in a bal- 
anced representation. The committee 
includes individuals from such diverse 
fields as public accounting, labor, phil- 
anthropic agencies, religious institu- 
tions, manufacturing, law, merchandis- 
ing and other areas. 

The continuing work of the com- 
mittee will include recommendations 
on such problems as: 1. Recommen- 
dations to deal with the chronic under- 
financing of voluntary hospitals; 2. 
Improvement of the welfare and work- 
ing conditions of hospital employes; 
3. Long-term financing of hospital 
physical plant facilities by moderniza- 
tion, renovation and expansion to meet 
public needs, and 4. Methods of in- 
creasing hospital funds through im- 
proved reimbursement procedures by 
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With handy control switch, patient can alae movement of bed to posi- 

tions pre-set by nurse with TOUCH-TOE selector—thus freeing staff for 

other duties. Master switch permits hospital personnel to immobilize en- 

tire unit. Bed is listed by Underwriters’ Laboratories, Inc., for use with 
oxygen administering equipment, 








Fully motorized — yet 
priced so low 
any hospital can afford it 


Now—Borg-Warner brings you @ fully motorized hospital 
bed without equal in simplicity, convenience and low cost. 

With exclusive TOUCH-TOE position selector, there's no 
bending, stooping or reaching—just a touch of the toe 
selects the desired position, and patient contro! switch 
adjusts the bed, automatically, smoothly and quickly. It's 
_as easy as that. 

Equally important, the Borg-Warner bed is a marvel of 
simplicity. The single, low-amperage motor operates the 
bed through all positions: Trendelenburg, Reverse Trendel- 
enburg, Stretcher Level, Knee and Back Rest, Fowler, High- 
Low, and Vascular. 

In low position, the Borg-Warner bed is only 16 inches 
from the floor—at stretcher level a full 34 inches, 4 to 
8 inches higher than any other motorized bed. 

Designed in consultation with recognized hospital author- 
ities, and thoroughly tested in leading hospitals, the Borg- 
Warner bed now puts the advantages of a simplified, de- 
pendable, fully motorized bed within reach of any hospital, 


el asi lelae 


PRODUCTS 


DIVISION OF sore.warne corp, 
1000 west 120TH STREET © ‘GWIEACO 43, Wh. 











SAVE STEPS FOR 
BUSY STAFFERS 
.. KEEP A STANDBY® 
NEARBY 


An extra Standby Baumanometer® 
on each patient floor can save much 
time and effort for busy nursing per- 
sonnel. These self-contained, easily 
portable units can be stationed right 
at bedside when frequent bloodpressure 
readings are required, as in the care 
of the post-op patient. This conven- 
lent arrangement eliminates hunting 
and retrieving borrowed instruments. 


The Standby Model is particularly 
well-suited to the demands of hospital 
service. It is durably constructed for 
long, hard use; it is easy to read from 
any position. ‘And it carries the most 
generous guarantee of any sphygmo- 
manometer available. 


Your local Baumanometer Dealer 
will be happy to show you the Standby 
Model...and the entire Baumanometer 
line designed for practical, economical 
standardization. Call him. 





W. A. BAUM CoO., INC. 
Copiague, Long Island, New York 


S.A. 1909 





city, county, state and federal govern- 
ments, 


A.C.H.A. Announces Three 
Congress Awards Winners 


The American College of Hospital 
Administrators announced the winners 
of the three major awards for editorial 
competence annually granted at the 
Congress on Administration. They are 
Melville Dalton, a faculty member at 
the University of California in Los 
Angeles, who won the James A. Ham- 
ilton Hospital Administrators’ Award 
for his book Men Who Manage; Ray 
E. Brown, immediate past president of 
the College, the Article Award for his 
paper, ‘The Nature of Administration” 
one of a series published in The Mod- 
ern Hospital; Warren G. Bennis, as- 
sociate professor in the School of In- 
dustrial Management at the Massa- 
chusetts Institute. of Technology, who 
won the Edgar C. Hayhow Award 
for his article “Problem Oriented Ad- 
ministration,” published in the winter 
issue 1960, of Hospital Administration. 
All three award winners were honored 
formally at a new Awards Luncheon 
held on February 3, during the Col- 
lege-sponsored fourth annual Congress 
on Administration. 


Priest Builds Medical 
Center in Korea 


Three years ago Father Peter Ryang 
started a 350-bed hospital in Seoul, 
South Korea, with a little money, a 
shovel and a prayer. Today, and 
$600,000 later, he has a shell of a 


t 
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building, no money, and a great faith 
in the future. There are 50 beds in the 
unfinished structure, but no doors, win- 
dows, laboratory equipment, drugs or 
heating. It will take another $75,000 
just to complete the building. But 
Father Ryang says resolutely, “We will 
open the hospital next spring.” 

A native of North Korea who left 
his pastorate when the communists 
took control of the area, Father Ryang 
plans to build a complete medical cen- 
ter around the unfinished hospital. One 
reason for his being in the US. for a 
time is to find hospitals that will accept 
graduates of his medical school as in- 
ternes and residents. All of his gradu- 
ates speak English. Father Ryang is 
pastor of Seoul’s cathedral, diocesan 
chancellor, and administrator of the 
hospital, medical school and school of 
nursing. 


Mental Illness Rises 
Among Aged 

“On any given day, about one out 
of every three beds in public mental 
hospitals is occupied by a person 65 
or older—a total of approximately 
165,000 (elderly) patients. The total 
may go up to 220,000 in ten years.” 
This finding of the Senate Subcommit- 
tee on Problems of the Aged and 
Aging was stated recently in a report 
made by Senator Pat McNamara, head 
of the Committee. 

The report indicated that the first 
admissions of aged and aging persons 
to mental hospitals had risen to almost 
two and one-half times those from the 

(Continued on page 34) 





THE COLORADO-WYOMING Chapter of the American Association of Hospital Accountants 
elected new officers and board members recently at a meeting in Denver. The new officers 
are: (front row, I. to r.) Harold Engle, Casper, Wyo., president-elect; Sr. Michael Marie, S.C.L., 
Denver, president, and William A. Michela, Boulder, Colo., secretary. The new board mem- 
bers are: (back row, |. to r.) Luke Birky, La Junta, Colo., Sr. Margaret, S.C.L., Cheyenne, 
Wyo., Robert Shelton, Chicago, and J. R. Peterson, Ft. Collins, Colo. 
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Hospital safe floor / 


STATIC-PROOF... reduces explosion hazards / 


Static-proof Amtico Conductive Vinyl 
Tile makes the safest hospital floor you 
can possibly specify. 


It dramatically slashes the tragic acci- 
dent potential of electro-static discharge 
in operating rooms, anaesthetizing areas, 
delivery rooms. It has the Underwriters 
Laboratories approval, fully meets the 
requirements of the National Board of 
Fire Underwriters and the National Fire 
Protection Association. 


Simple mopping and buffing keep Amtico 
Conductive Vinyl Tile clean and bright 
in all four terrazzo design color combina- 


tions. This flooring muffles noise and pro- 
vides resilient, cushioned comfort under- 
foot. It withstands years of toughest 
wear, and resists grease, acids and alkalis. 


When it comes to flooring other hospital 
areas, remember that leading consumer 
research organizations rate Amtico 
Permalife Vinyl first among all-vinyls. 
You can choose from more than 200 hand- 
some colors and designs. Also renowned 
for long-lasting beauty, comfort and 
quality are Amtico’s complete lines 
of Vinyl Asbestos, Asphalt and Rub- 
ber floorings. 


First with the Finest 


AMERICAN BILTRITE RUBBER COMPANY 
TRENTON 2, NEW JERSEY 


Showrooms: New York e Chicago e Los Angeles 
San Francisco e Dallas ¢ Toronto « London, England 
In Canada: American Biltrite Rubber Company Ltd., Sherbrooke, Que. 
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Ask your Amtico distributor or send cou- 
pon for FREE samples and information. 
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VINYL FLOORING 


Amtico, Dept. HP-21, Trenton 2, N. J. 


Rush me FREE samples and information on 
0 Amtico Conductive Vinyl Tile, [ All 
Amtico Floorings. 
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NEWS 
(Continued from page 30) 


24 to 44 age groups. “We need to in- 
sure that state and federal mental 
health programs provide early diag- 
nosis, treatment and care in a patient’s 
home community, rather than in a dis- 
tant institution. Expenditures for early 
and effective treatment today will mean 
savings to the taxpayer and the econ- 
omy tomorrow.” 


A Matter of 
Proper Identification 


e In the January issue of HOSPITAL 
PROGRESS, page 50, two picture ident- 
ifications were transposed. We apolo- 
gize to our symposium panelists and 
reprint the pictures and correct identi- 
fying captions below. 


a 


JOHN T. MORRISON, M.D., is Deputy Execu- 
tive Medical Officer of the United Mine 
Workers of America Welfare and Retirement 
Fund. 








C. WESLEY EISELE, M.D., is Associate Dean 
in charge of Postgraduate Medical Education 
at the University of Colorado Medical Center. 
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Fire Prevention in 
VA Hospitals 


As an additional protection against 
fire in Veterans Administration hos- 
pitals, many items used in bedside areas 
will be flameproofed. A new com- 
pound tested in the Baltimore, Md., 
vA hospital will be used for flame- 
proofing cotton pajamas, bathrobes, 
convalescent suits, bedspreads, sheets, 
pillow cases, cotton blankets, cubicle 
curtains, curtains for bedside screens, 
and similar articles in use for patients. 

The compound meets professional 
requirements for use on items that 
come into close contact with hospital 





patients. Texture and chemical content 
of these items must not irritate the 
skin. Since the compound is removed 
by washing, fabrics to be flameproofed 
are dipped in a solution after each 
laundering. 

The VA is continuing its search for 
inherently flameproof fabrics that will 
be satisfactory for hospital items that 
come into close contact with patients, 
or processes for satisfactory permanent 
flameproofing of such items. 

The Cincinnati, Ohio, VA hospital is 
testing a fire retardant synthetic woven 
fabric for possible use for protective 
spreads or garments to be worn over 
ordinary clothing. * 





SERVICE AWARDS TO C.H.A. EMPLOYES were presented at a recent employes’ party at 


the Central Office. Five and 10-year awards went to the group above (I. to r.) Back Row: 
Anna Marie Pikul, Tom Dugan, W. i. Christopher, Jane Aiken, Margaret Foley and Elise 
Kuehn. Middle Row: A. C. Janka, Elizabeth Jacobsmeyer, Angela Unger, Lorraine Orr, Betty 
Cromer and Mary Jo Jones. Front Row: Jean Read, Rheua Fisher, M. R. Kneifl (37 years), 
Father Flanagan, Catherine Steinkoetter (25 years) and Charles E. Berry. 





FATHER FLANAGAN gives two veteran employes awards at Central Office celebration. Cath- 
erine Steinkoetter has served the membership 25 years and M. R. Kneifl, K.S.G., celebrated 
his 37 years with C.H.A. 
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Pre-lubricated, anatomi- 
cally correct 2-inch rec- 
tal tube avoids injury 


Check valve regulates 
flow 


4¥% fl.oz. of precisely 
formulated solution pro- 
vides quick, thorough 
cleansing without pa- 
tient discomfort 


Compact squeeze bottle 
unit—no loose or mov- 
ing parts 


FEBRUARY, 1961 


EVERYONE 
IS HAPPIER 
WITH 

FLEET ENEMA 


because it’s as easy as 





‘D> FLEET ENEMA 


READY-TO-USE SQUEEZE BOTTLE 
C. B. FLEET CO., INC. Lynchburg, Va. 











1. Ready to use ...no prep- 
aration necessary... just 
remove protective cover 






2. Easy to administer . . . by 
nurse or patient... takes less 
than a minute... just squeeze 


bottle with one hand 
Ke i 








3. Disposable ...simply dis- 
card unit after use... 
eliminates cleanup and 
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NATIONAL NEWS 


(Begins on page 14) 

grants for the expansion and improve- 
ment of existing schools of medicine, 
dentistry and public health, One hun- 
dred million dollars would be author- 
ized for the construction of new 
schools in the above categories. This 
proposed legislation will undoubtedly 
be given a high priority. 

Among the new bills is one which 
would extend the excise tax exemption 
to nonprofit hospitals. 

The section of the President’s Mes- 








sage devoted to health and welfare was 
primarily a documentation of progress 
made during the last eight years. Em- 
phasis was placed upon the develop- 
ment of medical research facilities and 
also the construction of new medical 
facilities, including nursing homes, 
diagnostic and treatment centers and 
rehabilitation facilities. Strong em- 
phasis was also placed upon legisla- 
tion enacted last year which appropri- 
ates money to provide medical care 
for the needy aged. No recommenda- 
tion was made for the expansion of 
the program. 
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The trend away from immunity was 
further accelerated by a decision of the 
Supreme Court of Wisconsin which 
struck down the state’s 43-year-old doc- 
trine granting charitable institutions, 
including nonprofit hospitals, immu- 
nity from damage suits by paying pa- 
tients. The Court said that it did not 
feel required to: 

“perpetuate a doctrine that should 

no longer be applicable in view of 

the changes in present day charit- 
able hospitals. They are now 
larger in size, better endowed, 
and on a more sound economic 
basis.” 
The Court observed that insurance cov- 
ering their liability is available, and 
prudent management would dictate 
that such protection be purchased. Hos- 
pital authorities predicted that the Su- 
preme Court’s ruling would result in 
high insurance rates, an increase in 
the number of damage suits filed, and 
higher hospital charges to cover insur- 
ance costs. * 
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HOSPITAL PROGRESS 








we eventually determine “who will manage your hospital?” 

ate Reactionary hospital management, administration by crises rather than plan, reaction 

Os- to change rather than participation in its creation—all are descriptions of an outdated 

Su- pattern of hospital administration which is no longer in the best interest of patients or 

in hospitals themselves. 

x" There is a need to plan. Persons are in positions which give them the authority < 

nd Posen >t ; > 

“te and the responsibiilty to plan. The administrator with the board, the department heads 

x and supervisors, each has a portion of total planning to complete in this contribution y 
to over-all planning. But, these persons will be ineffective unless they are ready to plan. > 

ee Effective planning requires determined objectives—specific for each function, each @ 
department, even each job and each worker in the hospital. A review of current oper- 
ating results to determine the effectiveness of past planning is also necessary before < 
planning is to be resumed. Of significance, too, is the ability of the individual to con- 7 
tribute to the planning function. Conditions that influence the hospital and its work Z 
must be known, understood and appreciated by those ready to plan. = 

Exposure to these influences or merely awareness of them is not enough. Persons Tr 

must assimilate pertinent information. As individuals they need to read, attend meet- = 

o"\ ings and participate in professional, social, civic, educational, economic and business es 





READINESS TO PLAN 


fone IS CONCERN TODAY over the need for projected long-term planning, as well 
as realistic functional immediate or day-to-day planning. There are also problems 
to be resolved in this planning function. It is a serious function—one that may even 






















programs, projects, committees and activities. 


Planning must determine both the external and internal pressures, trends, move- 
ments, etc., that will affect the hospital. Externally, the philosophy of local, state, federal 
government and its elected officials can be vitally important. Patterns of legislation, 
social trends, medical progress and research activity, new patterns of education—all have 
their effect on the hospital. Economic questions of payment for indigent patients, the 
medically indigent, the senior citizen, reimbursement by Blue Cross and third party 
payers, both public and private, are principal topics.of hospital concern. Community 
planning, too, has moved into hospital and health areas and decisions are being made 
daily which affect hospitals individually and collectively. Readiness to plan infers that 
those responsible have not been sheltered from these developments outside the hospital. 


Internally, too, everything that is happening has its effect on future planning. 
Changes in patient needs and care, new equipment, supplies and procedures affect the 
results of the old plans and the determination of future plans. Employe morale, payroll 
problems, wage competition, daily patient census, medical staff attitudes, etc., all play 


a role. 
This, then, is a plea to plam. Plan for today, tomorrow and next week—but plan, 
A too, for next year, five years, 10 years and even 25 years ahead. And consider the need 


to be ready to plan. For this is the personal obligation of those charged with the planning 
responsibility. W.LC. * 
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F ALL THE ESSENTIAL hospital 

functions, planning is one of the 
most important. It governs the destiny 
of the hospital. But, unless that plan- 
ning is related to the environmental 
needs of the community, future govern- 
mental regulations could impose re- 
strictions that would seriously alter the 
hospital’s historic prerogatives. 

Planning has different meanings to 
different people. One commonly-held 
concept of planning, for instance, is 
that it may be divided by time periods 
into short-range, intermediate-range 
and long-range planning. This view- 
point, however, does not recognize the 
impact that any decision has on the 
modern hospital and its future. Quite 
simply, today’s decisions on facilities, 
financing, programs, staffing, services, 
organization, etc. shape tomorrow’s 
hospital. Therefore, it is essential that 
today’s actions be compatible with the 
hospital’s future goals and not commit 
the hospital to a course of action ad- 
verse to its long-range plans. 

In addition, good planning has key 
characteristics which must be met by 
each hospital management. Four are 
basic. First, planning is orderly. It 
moves in a reasonable fashion from ob- 
jectives to the programs required for 
attainment of the hospital’s goals. 
Second, planning is defimite. Future 
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The Hospital's Planning Function 


planning is not something misty, lack- 
ing form or specific intent. Actually, 
effective planning results in definite 
goals, programs, responsibilities and re- 
lationships. Its results are quite tangi- 
ble. Third, planning is dynamic, It 
takes into account changing conditions 
and new developments and makes cor- 
responding adjustments to accommo- 
date the changes. And finally, above 
all, planning*is action-oriented. It is 
not an end in itself but it is a means 
to an end. It leads to effective action 
and positive accomplishments. With- 
out action, there is no real meaning to 
planning. 

The need for planning is apparent to 
everyone coping with the daily prob- 
lems of hospital management. Each 
hospital is influenced by the chang- 
ing character of the demand for hos- 
pital services. This is reflected in the 
growing use of hospitalization insur- 
ance, changes taking place in the com- 
position of our population, the shifts 
in the incidence of diseases and in- 
creasing admissions. No one needs to 
be reminded of increasing costs in all 
areas and the many complex reasons 
for this steady trend. All these prob- 
lems underscore the urgent necessity 
for planning. 

Can effective planning take place 
without being related to broad com- 
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munity needs? Already two states have 
before them recommendations to legis- 
late some control over the development 
and use of hospitals. Integrating the 
individual hospital's plans with the 
total environment which it serves is 
receiving greater attention from many 
quarters. 

Attempts to encourage coérdinated 
planning by such means as the Hill- 
Burton Program, state planning agen- 
cies, regional and metropolitan hospital 
planning councils and others have ex- 
perienced limited success. The answer, 
therefore, to this problem of commun- 
ity-related planning would appear to 
lie with each individual hospital. In 
order to guide its own destiny, there 
is a clear need for each hospital to 
adopt this community-need approach. 
As several regional conferences have 
concluded: “No single element of the 
nation’s hospital system, or those who 
contribute to its development, can 
make effective plans on its own. We 
are not only dependent om one an- 
other; we also run a risk of doing real 
damage to each other and to the public, 
by developing isolated plans.” 

In order to effectively conduct any 
planning, a hospital must appraise 
community needs. First, however, it is 
necessary to define the hospital com- 
munity. This would appear a simple 
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task on the surface. Actually, it is far 
more complex. For, influencing any 
such definition are the type of hospital, 
its objectives, the quality and kind of 
its medical staff, facilities, support 
sources, location, transportation and 
other impinging factors. These must 
be balanced and assessed in order to de- 
termine the identity of the hospital 
community. It should be emphasized 
that this is not necessarily a geographi- 
cal delineation. Rather, it is the area 
which the hospital serves and, in the 
final analysis, the hospital's medical 
staff and its patients will be the pivotal 
point for defining the community. 

The next obvious assessment will 
focus on the trends and influences af- 
fecting the hospital community, in 
order to help determine the changes 
necessary in the character and amount 
of service. One approach here is to 
delineate the hospital’s primary and 
secondary service areas. In the primary 
area, the hospital accepts major re- 
sponsibilities for the admission of doc- 
tors to the staff and hence, their pa- 
tients. In the secondary area more 
limited responsibilities are assumed 
which include patients of courtesy 
staff, referrals for special cases and pa- 
tients who prefer the hospital rather 
than one closer to their residence. This 
identifies the population groups of 
major importance to the hospital. In 
both areas the exact responsibilities of 
the hospital must be carefully defined 
in relation to the current and projected 
needs of the community. 


Forecasting Trends 


It is also necessary to consider the 
probable role of hospitals existing both 
within and outside the immediate serv- 
ice area. The addition of new hospitals 
and medical centers within the primary 
or secondary areas are important to a 
hospital’s planning as well as the ex- 
pansion of existing hospitals in these 
areas. Such changes in medical facili- 
ties within the total community can 
seriously affect the hospital’s future 
role. 

Certainly the population trends 
within a community are important 
considerations in forecasting a hospi- 
tal’s needs. Such a forecast must be 
based on careful analysis of the chang- 
ing composition of the population and 
the social and economic trends affect- 
ing the community. These population 
indices must be based on the primary 
and secondary service areas of the in- 
dividual hospital in relation to the 
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community needs in order to keep the 
definition of the “community” up to 
date. It is also helpful to develop 
minimum and maximum ranges of 
these population projections so that the 
hospital can take into account the pos- 
sible variations which might occur in 
service needs and patient capacity. 


The Hospital’s Plans 


With a comprehensive population 
analysis in hand and an appraisal of 
existing and planned health resources, 
the individual hospital is able to eval- 
uate the hospital services of the com- 
munity. It can determine the com- 
munity requirements for each type of 
health and medical service, the present 
capacities for each type that are cur- 
rently available, and the level of these 
services. This evaluation provides the 
groundwork for planning — service 
changes and expansions. Such deter- 
mination takes into account the prog- 
ress of medical science, the changing 
incidence of disease, expected popula- 
tion growth and other technical con- 
siderations influencing the probable 
community requirements for hospital 
service. 

With this information, the hospital 
can appraise the requirements for its 
own services, staff, patients and total 
needs. The hospital should chart its 
past growth. Then, with this historical 
information as a basis to forecast its 
needs, it should utilize the total com- 
munity trend as a guide for such pro- 
jections. This means that each area 
and function of the hospital must be 
analyzed and forecast. For instance, 
planning of the medical staff must ac- 
count for each field of practice: gen- 
eral practice, medical staff, medical 
services, surgical services and other 
services. Similar plans should be made 
for each program and service using 
precise analysis and evaluation of the 
internal operations. 

Once the individual programs and 
services have been analyzed, the total 
personnel and facilities requirements 


can be summarized and planned for 
a stage-by-stage expansion. This de- 
velops a plan that is specific—one that 
indicates financing needs, organiza- 
tional needs, staff needs and all other 
requirements for a controlled and 
sound growth of the hospital. 

Such a planning approach has at its 
base an evaluation of total community 
needs and the requirements that com- 
munity needs place on the hospital 
today and tomorrow. Such thinking 
will lead to better daily controls and 
analysis of costs and services. It should 
stimulate community-wide participa- 
tion in study projects that will help 
guide the individual hospital in its 
planning actions. Codperation with 
planning agencies and other hospitals 
in studies will materially ease the in- 
dividual hospital’s planning load and 
enable it to better achieve its goals. 
Most importantly, it will permit or- 
derly development of programs pro- 
viding efficient and economical use of 
available hospital resources. 


Summary and Conclusion 


Planning is essential to the hospital’s 
survival and attainment of its objec- 
tives. Any type of plan affects the hos- 
pital’s future. Planning should be 
orderly, definite, dynamic and action- 
oriented. Future community popula- 
tion projections and an analysis of 
existing and planned health resources 
will help forecast tomorrow’s com- 
munity needs for hospital and health 
services. The individual hospital can 
then relate its past growth and future 
needs in terms of its share of responsi- 
bilities in the anticipated require- 
ments of the community. In this fash- 
ion the hospital will control its future 
and the service it wishes to provide in 
order to attain its own aspirations and 
objectives. * 


1. Principles for Planning the Future 
Hospital System, a report on proceed- 
ings of four regional conferences. USS. 
Department of Health, Education, and 
Welfare—Public Health Service, 1959. 
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new directions 


in planning 


floes INTENSITY and variety of plan- 
ning activities engaged in by 
major companies today is the topic 
of much discussion among industry 
leaders and is reflected in a fast grow- 
ing literature on the subject. The in- 
creasing complexity of business deci- 
sions has made planning more urgent; 
new analytical tools have made detailed 
planning more possible. The purpose 
here, then, is to review current think- 
ing on planning; to outline what ap- 
pear to be principal characteristics of 
the “new” planning among those in the 
forefront of change. Before exploring 
these more sophisticated concepts, 
however, it would be well first to dis- 
cuss briefly the rudimentary planning 
activity with which all should be fa- 
miliar by now. 

One of the rudiments of planning is 
the sales forecast. How many units, for 
example, will be sold in the next 12 
months? The answer to this question 
is not itself a plan, but it is the be- 
ginning of one. By answering the ques- 
tion, the sales manager provides the 
material for other questions and an- 
swers. Out of these a sales plan can 
emerge—a plan that takes into account 
distribution of sales by region and 
types of markets, sales methods, adver- 
tising requirements, deployment and 
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size of sales force, recruitment and 
compensation, training needs and a 
timetable for orderly accomplishment 
of the goal in a series of steps. This 
kind of planning is familiar and com- 
monplace, though it is not to be sup- 
posed that even such rudimentary plan- 
ning is universally practiced in all parts 
of industry. One well-known manufac- 
turer of a large consumer item, for 
example, up until five years ago did 
not have a budget for any department 
except sales. 

Rudimentary planning, therefore, de- 
fines the objective to be attained, spe- 
cifies the means to be used in reaching 
it, and places a definite timetable on 
each stage and a deadline for comple- 
tion of the plan in its entirety. The 
“new” planning activity in industry, 
however, extends beyond this process. 
Within this activity the concepts that 
currently appear to offer the most fun- 
damental contributions to good man- 
agement include: 1. the special char- 
acter of long-range planning; 2. the 
budget as a central planning tool; 3. 
the pervasiveness of planning activity 
throughout the organization; 4. the 
practicality of examining a number of 
alternate approaches before accepting 
a plan, and 5. built-in flexibility. None 
of these five ideas is completely new; 








some have been a part of the planning 
activities of progressive management 
for years. Taken together, however, 
they are characteristic of the sophisti- 
cated planning now taking place in 
industry. 

The rudimentary plan looks ahead 
a year or two. It tends for the most 
part to be a statement of what can be 
done and the way to do it asswming no 
fundamental changes in the organiza- 
tion or its environment. The long- 
range plan calls for a more penetrating 
study. Where is the industry heading 
over the next 10 or 15 years? What 
kind of a company does the manage- 
ment want to be operating then? Will 
the company be manufacturing the 
same type of products? If the market 
for present products is declining, how 
should the company meet the problem 
in the long run—by diversification, by 
intensified research and development, 
by merger with competitors? These 
are only a few of the many basic ques- 
tions posed by a long-range planning 
effort. 

The fundamental characteristic of 
long-range planning is this: It under- 
takes not only to project the future but 
to review the purposes and position of 
the company itself if that is what the 
future requires. Long-range planning 
is a painful and difficult process for 
most managers, not only because it is 
a strain on the eyesight to try to see 
so far ahead, but because the process 
requires the overturning of assump- 
tions, the questioning of traditional 
practices and a review of the very ob- 
jectives of the company itself. 

The necessity of this kind of hard 
work is apparent; for many companies 
it is the price of survival. Technologi- 
cal change makes products obsolete and 
companies too, unless they have delib- 
erately chosen to be another kind of 
company by the time obsolescence oc- 
curs. For example, how long can it be 
before the winter tire chain is obsolete, 
and will this make the chainmaker 
obsolete too? Or will the chainmaker 
be the one to introduce the long- 
awaited “new” product? 

Long-range planning does not apply 
only to new products. It has implica- 
tions for every major element of man- 
agement. Financial and executive re- 
placement planning are two further in- 
stances where the healthy growth of 
a business requires the long and careful 
forward look. 

Most managers seem to think of 
their budget as an element of the con- 
trol function. Certainly it is that—the 
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monitor of expenditures and the gauge 
of income. However, the great impor- 
tance of the budget—or more pre- 
cisely, the budget-making process—as 
a planning activity is a newer discovery 
for most managers. In the preparation 
of the budget, all those questions must 
or should be asked which reveal the 
assumptions on which the next year’s 


_ operations are to go forward. The plan, 


or lack of it, is thus revealed. 

If the sales manager or the personnel 
director is asked for a budget estimate, 
he can only make that estimate on the 
basis of certain assumptions he is mak- 
ing about sales volume or anticipated 
hiring activity. The budget, as the 
focus of the planning effort, reveals 
how interdependent all these estimates 
are. The necessity for codrdination of 
estimates and a review of discrepancies 
between departments becomes evident. 


Pervasiveness and Alternatives 


The sophisticated budget maker rec- 
ognizes that the preparation of the 
budget is the focus of the short-range 
planning process itself. Consequently, 
in the most effective organizations, 
planning is not done in isolation by a 
brainy recluse; it is participated in by 
all major divisions of the organization 
in the hard-headed, practical atmos- 
phere of budget preparation. Only 
then can an answer be given to the 
standard complaint of the division 
manager—namely, how can a person 
make an estimate for his division when 
he doesn’t know what the plans of the 
other divisions are and how top 
management feels about the pace and 
position of the company as a whole? 

Here the effects of the new analyti- 
cal tools are brought to bear on plan- 
ning. Planning has always carried with 
it the necessity of examining alterna- 
tives. But oftentimes the number of 
variables involved, and consequently 





the number of computations required, 
has made a full examination of alter- 
natives impractical. Operations Re- 
search is the name of the method 
applied currently to the full explora- 
tion of such alternatives. It involves 
the application of the mathematical 
concept of the limit (as developed in 
calculus) to the alternatives available 
in a business decision. A necessary 
condition of Operations Research is 
that the alternatives can be expressed 
quantitatively and that there are a suffi- 
cient number of variables to make it 
worthwhile to employ the method. The 
possible savings from the selection of 
one alternative over another must also 
be sufficiently great to warrant the in- 
vestment of time. 

A good problem for Operations Re- 
search might be: Given a large auto- 
mobile manufacturer, to what extent 
should he decentralize his manufactur- 
ing and assembly plants? At the one 
extreme, he can manufacture and as- 
semble all his automobiles in Detroit. 
At the other extreme, he can establish 
a given number of manufacturing 
plants and a given number of assembly 
points. In between there lies a best 
solution which properly takes into ac- 
count freight charges, labor costs, ship- 
ping schedules, subcontracting arrange- 
ments and all the other variables affect- 
ing the decision. Through Operations 
Research that best solution can be un- 
covered. 


Definition and Flexibility 


The necessary precondition of suc- 
cess in the application of this method, 
as is true of almost all new manage- 
ment methods now being developed, 
is precise definition. Without this pre- 
cision the equations cannot be formu- 
lated. 

The computer is often the hand- 
maiden of Operations Research. What 








@ Charles A. Nelson is the founder of Nelson 
Associates, management consultants, White Plains, 
N.Y., and is chairman of the Advisory Committee 
of the University of Pittsburgh Residential Sem- 
inars in World Affairs. A graduate of St. John’s 
College, Annapolis, Md., he is the former director 
of the World Politics Program and Liberal Arts 
Program at the University of Chicago. For 10 
years prior to entering the management consultant 
field, he was executive director of the American 





Foundation for Political Education. He is the co-author of The Uni- 
versity, The Citizen and World Affairs, co-editor of Toward the Liberally 
Educated Executive, and editor of Readings in World Politics and Read- 


ings in American Foreign Policy. 














FEBRUARY, 1961 


the computer does is to speed up al- 
most infinitely the process of com- 
putation involved in analyzing alter- 
natives. But, it should be understood 
that the use of a computer is not an 
absolutely necessary condition of the 
method of analysis. 

The curse of the planner has always 
been the accusation that he is estab- 
lishing a rigid formula which does 
not take into account unforeseeable 
changes. One of the characteristics of 
sophisticated planning today is its as- 
sumption that plans are only good if 
they are constantly reviewed and re- 
vised. In today’s society it would be 
foolish for anyone, even in a relatively 
stable industry, to claim that he can 
foresee precisely the pattern to be fol- 
lowed for the next 10 years. It is now 
customary in well managed organiza- 
tions to revise long-range plans every 
year or two. 


Force and Forethought 


Does this mean that long-range 
planning is fruitless? Not at all. The 
effect of long-range plans is to give di- 
rection and establish fundamental pol- 
icy. When they are reviewed they pro- 
vide the framework for fresh examina- 
tion of direction and policy so that the 
organization is never completely adrift. 
The conditions of employment in an 
office do not prevent a boss from 
granting an unexpected holiday or call- 
ing for unexpected overtime, while at 
the same time they provide a stable 
framework for daily operations. In 
the same way, long-range plans give 
stability and direction but need not 
prevent revision. 

If there is any one characteristic of 
planning that stands out in this review 
of current concepts, that characteristic 
is force—the applied force of intelli- 
gence and forethought. Whether one 
is engaged in long-range planning, 
budget construction, setting out prob- 
lems for Operations Research or revis- 
ing already established plans, the plan- 
ning activity forces definition and 
decision. It is a motive power in man- 
agement. Whenever an organization is 
tending to slipshod methods and ill- 
conceived goals, it is the planning ses- 
sion that forces out the issues: Why? 
Where? How many next year? How 
much money will it take? Can’t it be 
done better some other way? 

These questions are the challenges to 
which good managers respond. That 
is why good management and sophisti- 
cated planning go hand inhand. * 
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and 


third party payors 


by CHARLES E. BERRY, LL.B., M.H.A., Assistant to the Executive Director of C.H.A. 


ERTAIN PROFESSIONAL and spe- 
& cial membership groups today 
are erroneously assuming a vested in- 
terest in hospitals. They feel that the 
hospital exists solely for them and 
those they serve. They argue their 
right to intervene on the behalf of the 
community. They insist upon repre- 
sentation at the governing board level. 

The demands of these groups are in 
direct contradiction to all basic prin- 
ciples of management. They cannot 
help but lead to a conflict of interests 
and subsequent deterioration of the 
ideals motivating the hospital’s estab- 
lishment. 

Two of these groups are physicians 
and third party payors. To properly de- 
lineate the problem created for hos- 
pital administrators by these two 
groups, an understanding of the rea- 
sons behind their demands for repre- 
sentation is necessary. Equally impor- 
tant is the way in which these de- 
mands must be met and the steps to 
be taken to restore the basic principles 
of management to hospital administra- 
tion. 

To begin with, the physician of 
years past was regarded as a symbol 
of respectability and automatic accept- 
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ance by the top strata of society. To- 
day, unfortunately, this is no longer 
true. Members of the medical profes- 
sion are frequently lampooned. Their 
patients increasingly question charges 
for professional services as unreason- 
able, although, since reasonableness is 
a relative thing, it is perhaps not sur- 
prising that a physician’s valuation of 
his services is not appreciated by those 
he serves. Assembly line practices in 
busy offices and a failure to respond to 
house calls have contributed to this 
gradual but general loss of prestige. 
Then, too, other careers which com- 
mand respect, but with little chance of 
ridicule, have appeared on the scene; 
no longer do all of the best high school 
graduates aim for a medical career. 
For those who do, the cost of medical 
education itself may appear almost pro- 
hibitive. Indeed, for those of limited 
means, a 10 or 12 year period of train- 
ing can be one of frustration, self- 
sacrifice and even poverty. And the re- 
wards of such efforts are not always 
immediately tangible. 

Against such a background, then, it 
is not hard to understand why or how 
physicians have emerged as men by 
nature independent, by training self- 








sufficient and by instruction proud of 
their profession. Nor is it difficult to 
appreciate how this very individualism 
can be a natural source of administra- 
tive problems in the hospital. 

In an effort to develop a uniformity 
of thought, and perhaps action, physi- 
cians themselves have banded together 
into loosely-knit, voluntary city, county 
and/or state organizations, in addition 
to sponsoring an organization on the 
national level—the American Medical 
Association. The primary purpose of 
these organizations is to upgrade med- 
ical care and many activities of the 
A.M.A. are designed to promote the 
cause of good medicine. These activi- 
ties, however, are not nearly so well 
publicized as the A.M.A.’s lobbying 
practices—a fact which leads many to 
assume that the association exists to 
benefit self rather than civic interests. 
Indeed, in the eyes of the public, the 
A.M.A. and local medical societies ap- 
pear as merely convenient devices for 
promoting the economic and _ social 
welfare of member physicians. 

Nevertheless, for the hospital admin- 
istrator, these medical societies are defi- 
nite pressure groups who can and have 
impeded efforts to provide good medi- 
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cal care in the hospital. The magnitude 
of this problem can be appreciated all 
the more when one analyzes the un- 
usual relationship existing between the 
medical staff and the hospital. For, 
while a governing board is responsible 
for the quality of medicine practiced in 
the hospital, its members usually lack 
the qualifications necessary to evaluate 
those of the medical profession who 
are seeking permission to use the hos- 
pital’s facilities. As a result, this re- 
sponsibility of evaluation is delegated 
to other physicians, who then assist in 
selecting competent practitioners and 
evaluating their work. Invariably, to 
perform this specific task, it becomes 
necessary to develop a second organiza- 
tion within the framework itself of the 
corporate structure. 

This deviation from accepted man- 
agerial techniques presents a problem 
of pressure blocks unique in the field 
of management. To further complicate 
the organizational structure, it is not 
unusual for most hospitals to “subsi- 
dize” the local medical societies by 
insisting upon membership as a pre- 
requisite for staff privileges. 


Supply and Command 


The rise of specialization has created 
still another managerial problem for 
hospital administration in its relations 
with members of the medical staff. It 
would appear that good medicine can 
no longer be practiced without utiliz- 
ing the services of an ever-increasing 
group of consultants who have estab- 
lished their own criteria and requisites, 
but whose relationship with the patient 
is nebulous at best. When the demand 
for the services of these trained spe- 
cialists far exceeded the supply, hos- 
pital administrators frequently were 
forced to accept contracts not in the 
best interests of the community. Such 
contracts would provide for a far 
greater remuneration than could ever 
be justified when weighed against the 
contributions of other branches of 
medicine. Here is an administrative 
problem that 20 years ago was not 
even contemplated. Add to this the 
lack of any really effective means to 
control the competency of these pro- 
fessionals, and it will be seen that cur- 
rent hospital administrative problems 
indeed have no parallel. 

Obviously, there can be only one 
command in effective and efficient or- 
ganization. Since the administrator is 
the delegated responsible agent of the 
governing board, he must be the sole 
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authority in administrative matters. 
Quite simply, physicians have no 
vested interest in private hospitals. 

Is there any solution then to this 
problem of management and responsi- 
bility in the hospital’s relationship with 
its staff physicians? Some palliative 
measures would appear to be in order. 


Steps to Be Taken 


As a start, the burden of using due 
care should be shifted to the medical 
profession where it rightfully belongs. 
A program including sanctions and es- 
tablished criteria for evaluation of 
medical staff members should be in- 
stituted at the local medical society 
level. Emphasis on service to the pub- 
lic should be stressed in a positive 
manner. Every physician should be in- 
structed in his legal obligation to his 
patients, and the growth of partner- 
ships which suggest indifference or 
lack of personal interest should be dis- 
couraged. Licensing boards should re- 
quire periodic evaluation before re- 
newing a license. Specialists should 
send each patient a bill for services 
and should do their own collecting. No 
one man should have exclusive use of 
the facilities of any hospital depart- 
ment. Physicians who demand assist- 
ance in the form of house staff or paid 
full-time coverage should be required 
to subsidize such service since the pa- 
tient relationship is with the attending 
physician, not the hospital. And, fi- 
nally, hospital administrators them- 
selves should adhere to basic manage- 
ment concepts. 

Physicians, of course, are not the 
only ones demanding a voice in the 
operation of hospitals. A second group 
—third party payors—may have a 
smaller array of logic, but they control 
the big guns. Reasoning that he who 
pays the piper should call the tune, 
these third party payors are becoming 
more critical of hospital management 
with each new subscriber. Despite 
their contribution (and they make a 
substantial contribution), they have no 
vested right to the services of the hos- 
pital. Hospitals did, can and will, if 
necessary, operate without benefit of 
insurance plans of any category—for 
they provide a service that cannot be 
rejected by those in need of care. True, 
somebody must pay the cost, but an 
agency or “somebody” will. 

Then why have these third party 
payors started claiming a vested inter- 
est in hospital management. Are they 
sincerely interested in upgrading the 











quality of medical care? Or, are they 
more interested in fulfilling the terms 
of their contracts at the least possible 
cost? Their motives, understandably, 
have been questioned. 

For some, it might appear desirable, 
at first glance, to include these third 
party payors in the hospital manage- 
ment scheme at the board level. After 
all, they do, in many instances, assume 
the charges for 80 to 90 per cent of 
the patients in certain hospitals. It 
must be remembered in so rationaliz- 
ing that the prepayment agency's con- 
tract is with the patient and not with 
the hospital—certain Blue Cross Plans 
excepted. 

Many third party payors, to protect 
their own security, insist upon paying 
for services on a cost basis. On the 
surface, this would seem to be equita- 
ble, and, of course, it can be, if the 
cost formula is equitable. The ques- 
tion is: Should these cost formulas, if 
they are to be equitable, include such 
items as depreciation, subsidy for med- 
ical and nursing education, expansion, 
payment of interest on capital debt 
and all the other hidden operating 
costs? Of course they should. Indeed, 
they must, or else the very vehicle 
being used to provide the protection 
they are selling will cease to exist. 


To Restore Equilibrium 


This, then, is the problem. The hos- 
pital administrator is charged with the 
responsibility for maintaining quality 
of service from a group of invitees 
over whom he, in fact, has no control. 
Financially, the administrator is equally 
frustrated since this same group is de- 
manding perfection while holding the 
purse strings. 

The imbalance here, as in the hos- 
pital’s relationship with physicians, 
should be obvious. Only a return to 
basic principles of administration will 
restore the equilibrium. 

There can be but one command. 
Physicians and business interests must 
confine their activities to those whom 
they serve. Physicians must voluntarily 
adopt procedures to protect and inform 
the public, and those third party pay- 
ors, who assume by contract some 
responsibility for meeting hospital 
charges, must voluntarily accept the 
further responsibility for community 
service. In short, both groups must 
agree to support and work with the 
hospital in all its basic functions and 
under the one command of the ad- 
ministrator. * 
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LAW FORUM 


1. B. Diagnoses: 


three court decisions 


by WILLIAM A. REGAN, Attorney at Law e 


IAGNOSIS OF DISEASE is an element of patient care 
D that is not too often the subject of legal decisions. 
The diagnosis of tubercular lung lesions, however, has 
given rise to a number of lawsuits recently. Three of 
these decisions on this important medical problem are 


reported and discussed here. 


Battistella vs. Society of the N.Y. Hospital 
191 N.Y.S. 2d 626 
Supreme Court of N.Y., Appellate Division 


Hospital Employe A FORMER EMPLOYE of the 
Sues for Failure New York Hospital brought 
To Diagnose Tuberculosis this lawsuit in negligence al- 
leging that he sustained the 
continuance and aggrevation of untreated pulmonary tu- 
berculosis due to the failure of the hospital to discover 
and disclose his condition to him. The evidence in the 
case revealed that when Mr. Battistella applied for work 
at the hospital as a maintenance employe in the engineer- 
ing department, he was sent to the health clinic for a 
pre-employment physical examination. Small x-rays meas- 
uring about three to four inches were taken as a matter of 
routine. Two staff doctors examined the x-rays and found 
nothing unusual. After about six months of work in the 
engineering department, Mr. Battistella became ill and 
was unable to continue his employment. He was examined 
shortly thereafter by his own physican, and x-ray pictures 
disclosed positive evidence of tuberculosis. A re-examina- 
tion of the small x-ray film taken at the time that he ap- 
plied for work disclosed the same situs of the disease. It 
was apparent that the condition had become aggrevated 
during the six months that the employe had worked for 
the hospital. When the diagnosis of tuberculosis was estab- 
lished, Mr. Battistella was given complete treatment and 
hospitalization in the New York Hospital at the expense 
of the hospital. His tubercular condition was arrested, and 
his general health improved. 
After trial of this case, judgment was awarded to 
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Mr. Battistella by the Trial Court. Anu appeal was tak« 
by the New York Hospital, and the judgment of the Tri 
Court was reversed. The Supreme Court of New York 
Appellate Division, ruled in favor of the hospital. 
is apparent from the language used by the Supreme Cou: 
of New York in this decision that the case might hay 
gone otherwise if the presentation of the evidence by this 
plaintiff had been made in a more thorough and comple 
manner. 

Citing the legal duty of an employer with referenc: 
to the health and safety of employes, the Court had this 
to say: “One who voluntarily undertakes to act with r 
spect to another's health or safety and who thereby lead 
the other to refrain from protecting himself may, und: 
certain circumstances, be liable for negligence in pei 
formance of the undertaking.” 

The New York Supreme Court was critical of ¢! 
plaintiff Battistella in failing to show a substantial amou: 
of negligence on the part of the hospital and its employe 
The Court had this to say about the failure of the hos 
pital physicians to diagnose the tubercular lesion: “Whik 
the medical expert for the plaintiff testified that th 
tubercular lesion was ‘there to be seen’ on the small sur- 
vey x-ray, this expert did not testify that in his opinio 
a qualified radiologist acting competently would have di 
covered it.” The Court concluded that the record of th 
testimony in the case was lacking in proof that the orig 
inal survey x-rays would have been initially read 
positive by competent radiologists. 


Ucciardi vs. Brooklyn T.B.C. and Health Association 
187 N.Y.S. 2d 562 
Supreme Court of N.Y., Kings County 


Complaint Against THE PLAINTIFF, Ucciardi, wa 

Health Association given an x-ray examination at 

Is Dismissed the Brooklyn Tuberculosis 

Clinic and Health Association. 

After the x-rays were read, the patient was assured that 
(Concluded on page 100) 
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: an administrative challenge: 


NUCLEAR MEDICINE 


by John S. Hellman 








nuclear medicine 


Within the next 10 years, general hospitals will have to expend thousands 
of dollars and square footage to meet the growing demands of this newest of 


services —nuclear medicine. For hospital admmistrators, this prospect of ex- 


pansion raises once again the basic problems of understanding, orgamzation and plannin Pa 


HE GROWTH of nuclear medicine facilities in hospitals 

during the past 15 years is at once dramatic, impres- 
sive, disturbing and challenging. In 1948, the number of 
medical institutions using radioisotopes totaled little more 
than 50. Within four years, the number had soared to 
348. By January this year, the Isotopes Branch of the 
Atomic Energy Commission Division of Licensing and 
Regulation could report 1,307 hospitals possessing by- 
product material (radioisotope) licenses for programs 
ranging from simple diagnostic tests to advanced clinical 
and therapeutic procedures. 

The increase in the number of radioisotope depart- 
ments from 1952 to 1958 alone was 300 per cent, a 
growth unparalleled in recent times by any other major 
hospital service. Today, some 20 per cent of the hospitals 
in this country are maintaining radioisotope departments. 

As might be expected, teaching hospitals and those 
with bed capacities of 200 or more account for the ma- 
jority of these departments. The relative lag among 
smaller hospitals is readily understandable—the high cost 
of radiologic laboratory equipment, space limitations and 
the very real shortage of experienced and trained person- 
nel are primary factors. Earlier problems such as the lack 
of standardized radio-pharmaceuticals and the uncertainty 
as to what kind of equipment to purchase have more or 
less been eliminated by the pre-calibrated doseages sup- 
plied through commercial outlets and modern develop- 
ments in electronics.? 

The lag is disturbing. Authorities in the field already 
recognize that “radioisotopes are firmly established as 
valuable adjuncts to other pharmaceuticals in the diagnosis 
and treatment of diseases." The American Hospital As- 
sociation in its Manual on Use of Radioisotopes in Hos- 
pitals published in 1958 has emphasized “the rapidly 


*Mr. Hellman, a former newsman, free lance writer and 
educator, is assistant to the editor of HOSPITAL PROGRESS. 
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growing acceptance of the practical values of radioactive 
isotopes, both in diagnosis and as sources of therapeutic 
radiation” which has led to “justifiable demands by both 
the physician and the lay public for their use in the gen- 
eral hospital situation as well as in the research center.”* 

The past counsels and policies of some radiologists 
and administrators to “wait and see” may have been pru- 
dent once. They have little validity today. Dr. J. R. Max 
field, Jr., addressing a symposium on nuclear medicine 
sponsored in 1959 by the Southern Medical Association, 
stated that “over a million investigations and treatments 
of patients per year are being carried out by the use of 
radioactive isotope technics.”> And, in a recent interview 
with HOSPITAL PRroGREss, Dr. George E. Thoma, director 
of the St. Louis University Section of Nuclear Medicine 
and editor of The Journal of Nuclear Medicine, predicted 
that within the next 10 years radioisotope facilities in 
general hospitals will equal those of x-ray departments. 
“There are some 75 diagnostic x-ray procedures per hos- 
pital bed per year,” he estimated. “In 10 years, radioiso- 
topes will be doing fully this much.” 

This is just the beginning. Tremendous strides cur- 
rently are being made in electronics and nuclear energy 
techniques; their translation into the field of medicine is 
but a matter of time. There are large areas of radiotherapy 
still to be investigated, and new procedures are continually 
being introduced into the radioisotope laboratories. Then, 
too, radioisotopes are only one phase of the nuclear me- 
dium in medicine. Neutron bombardment from reactors 
to treat malignancies, for example, is one development 
that already lies ahead. Indeed, the extreme end of nuclear 
medicine programs is impossible to envision. One thing is 
certain—even within the next 10 years that end will not 
have been met. 

General hospitals are inextricably involved in this 
constantly expanding future of nuclear medicine for the 
simple, basic reason that they are the ideal institutions 
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for diagnoses and treatments in this field. Although more 
than 1,250 licenses have been issued to individual physi- 
cians for office and hospital use by the A.E.C., it is ex- 
tremely doubtful that private radioisotope practice outside 
hospital facilities will ever match that in other areas of 
service. There are three reasons for this: 1. Private 
licenses are rigidly controlled by the A.E.C.; 2. nec- 
essary electronic equipment is quite expensive, and 3. 
the A.E.C. has advised all physicans in private practice 
programs to hospitalize those patients with more than 30 
millicuries of radioisotopes internally administered and 
has strongly recommended hospitalization in all cases 
where more than 50 millicuries have been administered.® 
What general hospitals can expect, because of fewer 
private practice outlets, is a continuing increase in the 
number of outpatients. By the end of this decade, the 
percentage of radioisotope work with outpatients will be 
higher proportionately than those currently being treated 
in x-ray departments. 

A corollary of this over-all involvement of the gen- 
eral hospital in nuclear medicine is the responsible role 
which the administrator is being called upon to play. The 
AEC. licensing requirements for the use of radioisotopes 
can be summarized on one point rather bluntly—a desig- 
nated individual cannot have a license without the hospital 
and the hospital cannot have a license without the desig- 
nated individual. What this legal and operational inter- 
dependence between the radioisotope physician and the 
hospital entails is spelled out in an article prepared by 
the A.E.C—“Violations of A.E.C. byproduct material reg- 
ulations may result in cancellation of an institution’s 
license to possess and use such materials . . . Thus, al- 
though normally a hospital is not responsible for the 
eficiency of the treatment rendered by the physicians 
practicing on its staff, care should be exercised to assure 
that physicians use such materials in a manner consonant 
with generally accepted radiological health-safety practices 
and A.E.C. regulations.”? In short, the administrator must 
exercise concern here, lest infractions of A.E.C. regulations 
by individuals cause the hospital the loss of its license 
to possess and use radioisotopes. 

This responsibility of the administrator is further 
compounded due to the nature of nuclear medicine itself. 
The department cannot help but cut across the various 
avenues of hospital activities, thereby making it of direct 
concern to the codrdinator of those activities—the ad- 
ministrator. Inter-staff relations, records, nursing service, 
laundry, radiation protection, budgeting, architectural 
planning, research, therapy—all are affected at one point 
or another by the radioisotope department. 


Purpose Defined; History 
Of Radioisotopes Sketched 


The purpose here is not to outline a definitive role 
for the administrator. What is intended is a brief cata- 
logue of the basic problems, confusions and misunder- 
standings presently existing in hospital nuclear medicine 
programs and the confrontations that the future will 
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demand. The principal problem areas include background 
understanding, organization and planning. 

1. Background understanding. It is perhaps ironic 
that out of the destruction and fear which marked the 
atomic disintegration of Hiroshima and Nagasaki there 
should emerge a byproduct of hope—expanding techno- 
logical and scientific frontiers for industry, research, busi- 
ness, utilities and medicine. A new source of energy 
could be artificially produced, and the conversion of this 
energy into peacetime usage presaged great excitement. 
Quite simply, isotopes (whether naturally occurring or 
artificially produced) have an excess of energy; they are 
unstable forms of existing elements. In order to achieve 
stability, they must loose this excess of energy. This 
release or emission of energy in the form of waves or 
particles is what is known as radiation and, because of 
these emissions, isotopes can be easily detected by special 
monitoring devices. 

In medicine, this radioactive character of isotopes 
makes them valuable as an aid to diagnostic studies. When 
introduced into the human system, the paths and con- 
centrations of these isotopes can be measured or “traced,” 
as it were, in particular areas of the body by external 
electronic devices. Comparative studies then would indi- 
cate whether a particular area of the human system under 
investigation were functioning properly, above or below 
a norm. 

In addition, certain radioactive isotopes also have 
a therapeutic value, due to a secondary characteristic—the 
fact that radiation appears to affect and subsequently 
destroy tumor cells more than it does normal cells, thereby 
ridding the body of undesirable diseased tissue.* Research 
and advances in this therapeutic phase of nuclear medi- 
cine, however, in no way equal to date the work that 
has been done with radioactive isotopes in clinical 
diagnosis. 


Specific Techniques 
Provide Accuracy, Patient Comfort 


Obviously, this is a vastly oversimplified resume. The 
complex, protean nature of nuclear medicine prevents a 
more detailed discussion here. However, a few specific 
instances of radioisotope procedures may delineate some- 
what the worth and promise of these ancillary diagnostic 
tools. 

In estimating cardiac output, for example, the method 
used for years was to inject Evan’s Blue dye intravenously 
and then ascertain its pattern in the blood through arterial 
samplings. For seriously-ill or aged patients, the loss of 
blood occasioned by this procedure was an obviously pro- 
hibiting factor. Radioisotope techniques, however, have 
now made it possible to estimate cardiac output by in- 
jecting radioiodinated serum albumin and externally mea- 
suring its activity (gamma radiation) by means of a 
probe scintillation detector. The radiation is graphed, 
recorded and employed in a series of equations to calculate 
cardiac output. 

Radioiodinated serum albumin also is an effective 
replacement for the Evan’s Blue method in measuring 
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blood and plasma volume. Here, the advantage presented 
by the radioisotope technique is that measurements may 
be repeated as often as desired, whereas the former method 
prevents immediate repetition of the test because blood 
and tissue are stained by the dye. After the initial injec- 
tion of the radioisotopes, measurements are conducted by 
means of determining the radioactivity of a sample of 
blood plasma with electronic equipment and mathematical 
calculations. 

By far the most popularly known radioisotope pro- 
cedure is the estimation of thyroid function with radio- 
active iodine. Certain deficiencies of this method of 
diagnosis have been enumerated: “The test is not reliable 
in the group of patients with hyperthyroidism due to 
toxic nodular goiter; it is erratic in determining thyroid 
deficiency, and in cases of toxic diffuse goiter . . . it does 
not indicate the degree . . ."® These disadvantages, how- 
ever, should not lead to a wholesale dismissal of the 
method. Certainly, from the viewpoint of the patient, 
the digestibility of an “atomic cocktail” far outweighs 
the discomfort and unpleasantness usually associated with 
the standard B.M.R. procedure for testing thyroid func- 
tion. And, from the laboratory technician’s point of 
view, the ease of administering and calculating the thy- 
roidal uptake of radioiodine is much preferable to the 
high technical skill required by the P.B.I. method. 

Less well-known than the above is the measurement 
of fat digestion and absorption with radioiodine labelled 
triolein. Here, again, the techniques employed not only 
are simpler than those of former methods, but they also 
involve far less patient discomfort and unpleasantness 
than, for example, the balance method used in the past. 


Attitudes of Administrators, 
Physicians Can Hinder Program 


These several examples of applications of radioiso- 
tope techniques to a hospital’s diagnostic program are 
cited precisely so that the administrator can be somewhat 
aware of the value and promise of nuclear medicine.’ 
It is to be feared that all too freqently administrators, 
even in hospitals with well-established radioisotope de- 
partments, have washed their hands of the matter. The 
indifference is inexcusable. With the future expansion of 
radioisotope procedures and facilities, such an attitude on 
the part of an administrator can serve only to create ob- 
stacles in the path of improved patient care. 

Similar attitudes, it must be noted, also exist within 
the medical profession itself. There is a reluctance among 
some physicians to accept, investigate and take advantage 
of these new developments. As Dr. David Taxdal and 
Dr. John McAfee of the Division of Neurological Surgery 
and the Department of Radiology at The Johns Hopkins 
University have observed: “Despite the many glowing 
reports of radioisotopic localization of brain tumors, it has 
been our experience that neuro-surgeons in general have 
been reluctant to accept this ancillary method of diag- 
nosis.”' Sometimes this reluctance may take the form 
of direct or indirect antagonism. One biophysicist in the 
field of nuclear medicine has noted that, in the use of cer- 
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tain radioisotopes, “one still encounters confusion and 
even hostility.”?* 

Undoubtedly, the primary reason for such attitudes is 
a general lack of knowledge of nuclear medicine among 
physicians, particularly in smaller communities. Some, 
perhaps, resent the introduction of advanced physics, 
electronics and mathematics into medicine, as beyond their 
ken. Perhaps they feel that complicated scanning devices 
and computers are but further steps in some over-all 
process of automation designed ultimately to replace the 
flesh-and-blood physician. Whatever the reason, the hos- 
pital is centered in the “eye” of this misunderstanding 
and reluctance. It is the administrator’s responsibility, 
together with members of the radioisotope committee 
and department, to institute educational programs directed 
toward the community’s physicians if these false attitudes 
are to be dispersed and codperation and understanding to 
take their place. 

In terms of a hospital's operational costs, a program 
of information is essential. Unless physicians in the com- 
munity are aware of the various tests being offered by 
a radioisotope laboratory, they are not apt to take advan- 
tage of these new diagnostic facilities. And, without pa- 
tients and tests to be run, the radioisotope department 
will have difficulty sustaining itself financially. 

The responsibilities of the administrator here are 
quite clear. He must first educate himself to an appre- 
ciation of and a general familiarity with nuclear medicine. 
Then he must initiate programs to educate others. Let 
there be no further misunderstanding. Neither electronic 
computors or theoretical physics are taking over hospital 
services; they are merely aids, though vitally important 
ones. Radioisotopes are not the method; they are merely 
an adjunct to existing diagnostic methods, though they 
have proved extremely valuable. 

One final observation in this area of background 
understanding deserves special emphasis, and that is the 
peculiar characteristic of radioisotope techniques in terms 
of patient care. In no other area of hospital diagnostic 
and therapeutic services—with the possible exception of 
x-fay—can so much be done with so little discomfort to 
the patient. It is almost as if the electronic instruments 
for external measurements and the ease of administering 
radioisotopes were designed with the care and comfort 
of the patient in mind. 


Organizing the Isotopes Committee, 
Appointing a Safety Officer 


2. Organization. Under A.E.C. regulations for issu- 
ance of a byproduct material license to a hospital, one of 
the necessary prerequisites is the formation of a medical 
isotopes committee. The functions of this committee have 
been listed in A.E.C. publications, numerous hospital 
journal articles and several brochures published by com- 
mercial supply firms. Basically, it is intended as an 
internal control within the hospital; it evaluates and 
approves proposed radioisotope procedures, prescribes 
special conditions, reviews reports on radiation safety 
and maintains records. 
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The size of this committee varies from hospital to 
hospital. It should include representative physicians from 
internal medicine, pathology or hematology and radi- 
ology, as well as persons experienced and qualified in 
the handling of radioactive materials and insuring the 
protection of patients and personnel alike against harmful 
radiation. Some of these qualifications may be joined in 
a single person. And, although no specific number has 
been designated, it would appear best to limit member- 
ship on the committee to three or four, lest it become 
talent top-heavy and unwieldy. 

In smaller hospitals, the appointment to the commit- 
tee of a radiological safety officer to insure against harm- 
ful radiation may pose a difficulty. Ideally, a radiological 
physicist should be named to this post. Finding such a 
person, however, is not easy, and hiring one fulltime for 
this task might prove financially unreasonable. In such 
instances, the A.LH.A. Manual has suggested that several 
hospitals within a given area might share the services 
(and expense) of a radiological physicist, who then 
would work in a consultative position for each of the 
participating institutions. The suggestion is one that 
administrators faced with this problem would do well 
to heed, since such an arrangement offers in addition the 
advantage of an “outside evaluation” of radioisotope 
handling and safety precautions. 


Informal vs. Official Status 
Raises Human Relations Problem 


The major problem in this area, however, is one of 
committee-hospital relations. Although the formation of 
an isotopes committee is required for licensing, there is 
nothing that specifies the status of that committee in 
relation to the hospital. Both the A.E.C. and the AH.A— 
the latter quite strongly—have recommended that the 
isotopes committee be given official status with direct, 
formal responsibility to the administrator and hospital 
authorities. 

Despite such suggestions, there are hospitals today 
where isotopes committees are considered little more 
than informal underground cells. One administrator in 
a large city hospital actually admitted having never at- 
tended a meeting of the isotopes committee. Apparently 


——— 


ly 


ea [ns 











FEBRUARY, 1961 








a hospital progress bonus 


his feeling was that the members of the committee would 
resent the intrusion of a “layman” and interpret it as 
mere “nosing around.” At this same hospital, however, 
members of the committee frankly admitted that they 
would welcome the appearance of the hospital administra- 
tor at their meetings; they added that they had simply 
assumed that the administrator was not interested in the 
work of their department. 

If nothing else, it would seem that the very inter- 
dependence between hospital administrator and the radio- 
isotope department fostered by the A.E.C. licensing regu- 
lations would demand that official status be granted the 
isotopes committee in order that the best interests of the 
hospital over-all might be promoted. Such an arrange- 
ment, as the A.E.C. has noted, would serve two ways— 
not only would the administrator become aware of the 
committee’s and department’s duties and actions, but the 
committee and radiation protection officers themselves 
would be kept informed of all radioisotope procedures 
and problems within the hospital and thus be able to 
function more efficiently and effectively. 


Administrator's Participation 
Ensures Hospital’s Over-all Interests 


Whether or not the committee is given official status, 
the administrator has an obligation to participate as an 
ex officio member of that committee. The director of 
nursing service also should participate in the committee 
meetings, as the A.H.A. Manual has recommended. An- 
other suggestion of the Manual—that the committee be 
established as an administrative advisory group—also 
should be implemented. Reticent or lax administrators 
in this area of organization would do well to ponder the 
prudent advice of the A.E.C—‘It should not be assumed 
by an administrator that the mere existence of a medical 
isotopes committee per se assures that the interests of the 
hospital are adequately protected.” 

True, participation in the activities of the medical 
isotopes committee will produce a certain amount of 
strain for the administrator. For one thing, such meetings 
undoubtedly will have a technical orientation which the 
administrator probably will find both mentally taxing and 
tedious. Another more serious aspect will be the problem 
of human relations which he may encounter within the 
committee and department. Nuclear medicine is a new 
field, scarcely 15 years young. It is composed of patholo- 
gists, doctors of internal medicine and radiologists. These 
latter two groups already are sharply, though quietly, di- 
vided over the question of who should assume control 
of the hospital nuclear program. A.H.A. has reflected 
that the “best qualified individual” should be the choice 
for this position, but at the same time has indicated that 
“the radiologist, and particularly the radiation therapist, 
may be best qualified to be the physician in charge of the 
radioisotope program.” This is not going to elate intern- 
ists. There may be professional and personality disputes. 
This does not mean that the administrator should step in 
as the Great Arbitrator. What it does serve to point up, 
however, is the real necessity for the administrator to sé 
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im and be aware of what is going on in order to ensure 
that rivalries do not disturb hospital routine or disrupt the 
department's standards of patient care. 


Facilities and Equipment Costs 
To Increase ‘By a Factor of 10’ 


3. Planning. It is fairly certain now that currently 
existing hospital facilities for radioisotope departments 
will be obsolete within a matter of years. The reason for 
this is not so much the development of electronic devices 
that will function more efficiently than present equipment, 
but the very expansion from within the field itself as more 
and more laboratory procedures are introduced and medi- 
cal and public recognition of the value of these services 
mounts. Quite simply, if the radioisotope program is to 
grow, there must be money and space. 

How much money, how much space? Dr. Thoma, 
editor of The Journal of Nuclear Medicine, has estimated 
that within the next 10 years present amounts of money 
and space allotted radioisotope departments will increase 
by as much as a factor of 10. Personnel for these depart- 
ments over this same period of time will double or 
triple, and, in some instances, also may increase by a 
factor of 10. In short, a two-room isotope suite that 
finds itself “walled in” today may well have to be re- 
located tomorrow, if it is to keep abreast of the advances 
in nuclear medicine. The A.H.A. Manual already has 
listed as many as six rooms for “expanded programs” not 
of the future but of the present, and that was three years 
ago. 

A more immediate grasp of what the future entails 
for hospital radioisotope programs might best be gained 
through a specific illustration of what already has taken 
place. In 1948 a radioisotope department was established 
at Firmin Desloge Hospital (general, 253 beds), St. Louis, 
Mo. Operations were carried on within an area of ap- 
proximately 100 square feet. Today the department em- 
braces some 1,500 square feet; this year, an additional 
1,500 square feet will be added. And, within the next 
10 years, the department predicts that the space needed 
for its work will reach a maximum of 10,000 square feet. 

There was $1,000 worth of equipment when the 
department began in 1948. Today its equipment amounts 
to $30,000. Within 10 years, it is estimated that equip- 
ment costs alone will reach $200,000. In 1948 the depart- 
ment had one full-time physician and one part-time tech- 
nician-secretary. Today, 12 people staff the department, 
of which eight to 10 are full time. Increases in personnel 
proportionate to those in facilities are anticipated for the 
future. 


Expand the Old, Build 
The New, Still ‘Break Even’ 


Inevitable expansion then is the problem facing the 
administrator whose hospital already maintains a radio- 
isotope department. To regard it as a problem of the 
future is to misread the illustration cited above. It is a 
problem which demands attention now. The “factor of 
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10,” the $200,000 and 10,000 square feet are conservative 
estimates. Five years ago a “whole body counter” was 
undreamed of in this field. Today it exists and it involves 
$100,000 worth of equipment encased in a steel room, 
itself erected in a larger room and serviced by at least 
one other room for controls and data processings. 

For the administrator whose hospital has not yer 
established a radioisotope program, there is less likelihood 
of mistakes in planning, but fully as much work if nor 
more. Five, four, even three years ago a “limited” radio- 
isotope program could be set in operation, according to 
various brochures and articles of the day, for an initial 
outlay of $1,200 to $2,500. Today, it is difficult to con- 
ceive how even a limited program can be started for less 
than $6,000. The increased estimate is not due to rising 
prices for equipment. It is simply that “limited” in 1961 
no longer means what it did in 1956, ’57 or ’58. 

The initial expense involved here may give many 
administrators of smaller hospitals pause. Certainly, a 
financial analysis should be made in the beginning to 
determine whether such a department will be able to 
justify the necessary expenditures. With a program of 
education directed toward the physicians of the particu- 
lar community, there is no reason why such an operation 
today should not prove successful and self-maintaining. 
Four years ago a Texas hospital serving a community of 
some 10,000 estimated that only six or seven tests per 
month were necessary to establish a break-even point.” 
The hospital’s radioisotope program, of course, was limited 
to radioiodine uptakes and so did not involve the amount 
needed to establish today’s broader “limited” program. 
Even so, the cost of radioisotopes for laboratory work is 
only a very small percentage (five to 10 per cent) of the 
usual fees for testing. The budgetary success of such a 
program then will depend on the number of tests being 
conducted and this, in turn, as indicated previously, will 
depend on having a radiologic-oriented and informed 
medical community. 


Advanced Programs Must Weigh 
Area Needs Against Duplication 


What about the costs, however, for more advanced 
nuclear medicine programs, as radioactive therapy with 
Cobalt 60? At Timken-Mercy Hospital (238 beds), Can- 
ton, Ohio, the groundwork for such a program was begun 
in 1955. The total cost was estimated at $57,000, which 
was broken down accordingly into $20,000 for the treat- 
ment room, $30,000 for the machine itself, and $7,000 
for the source material. This last expenditure assumes a 
more reasonable proportion when one realizes that the 
Cobalt 60 source material would have a half-life opera- 
tional value of approximately five and a half years and 
tain radioisotopes, “one still encounters confusion and 
than $30 million. 

The total cost estimate of $57,000 was itself half of 
what an electrical unit of similar voltage productivity 
would cost, to say nothing of the additional amount of 
space this latter method would require. 

Admittedly, the initial outlay involved here was con- 
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siderable. Why, then, bother? The answer was supplied 
in a report issued by Sister M. Henrietta, C.S.A., admin- 
istrator of the hospital: “Although the installation does 
present an unexpected expense, the members of the Board 
of Trustees and Advisory Board feel that we are obligated 
to provide Canton and surrounding area with the best 
possible method of cancer treatment. It is realized that 
radioactive cobalt is not a ‘cure-all’, but indications are 
that the percentage of cures is one to two per cent higher 
than with conventional therapy, and that even in incur- 
able cases, cobalt therapy offers greater relief and longer 
life." 

Obviously, the majority of general hospitals need 
not concern themselves with the installation of cobalt 
therapy units. Radioisotope therapy is still in the re- 
search stage. In large metropolitan areas, one or two 
such units not only will prove sufficient but will serve 
admirably the needs of a wide perimeter of small com- 
munities as well. In no case should some misguided sense 
of competition lead an administrator to an unwise com- 
mitment which can only result in a needless duplication 
of facilities and the waste of highly trained personnel. 
Here, as in other areas of medical service, there must be 
planning and coéperation among hospitals. The example 
of Timken-Mercy Hospital is cited merely to re-empha- 
size the hospital’s basic obligation to provide for the 
health and well-being of its surrounding community. 

This obligation of the hospital takes on a new 
dimension when weighed against the increased use of 
radioactive sources in industry and science and the con- 
tinuing threat of possible nuclear warfare. For, while the 
prospect of large-scale radiation contamination is fre- 
quently shoved ahead into some distant planning future, 
the ever-present possibility of its occurrence cannot be 
denied. Even in peacetime, radiation accidents can occur. 
The administrator must prepare for these and other 
eventualities. 

In order to handle large numbers of patients suffer- 
ing from radiation exposure, a radioisotope laboratory 
will need equipment costing $50,000 to $70,000.15 For- 
tunately, since standard instruments are used in radio- 
isotope measurements, some laboratories already may have 
such equipment on hand as part of their over-all programs. 
Nor need this special equipment, once purchased, gather 
dust; its uses in clinical investigations and research studies 
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are many and varied. Certainly, in major target cities 
and in those communities where radioactive sources are 
being employed by industry, hospitals have a real obliga- 
tion to provide these facilities in the event a radiation 
exposure emergency should arise. 

For the administrator contemplating the expansion 
of an existing radioisotope department as well as the 
administrator considering the establishment of one, there 
is a wealth of material on the planning of facilities, loca- 
tion and equipment. They should avail themselves of 
this literature. The recommendations of the A.E.C. and 
A.H.A. Manual will prove most helpful. So will a glance 
through articles listed in the Cumulative Index of Hospital 
Literature. Many of the articles written in the 1955-58 
period, despite a certain cost-conscious conservatism, offer 
valid and valuable suggestions on such matters as incan- 
descent as opposed to fluorescent lighting fixtures, and 
asphalt or vinyl tile flooring as opposed to concrete and 
wood. Above all, the administrator should consult di- 
rectly with the medical isotopes committee, discuss plans 
with persons already conducting similar programs in their 
hospitals, and formulate and review plans with the aid 
of a skilled radiologic physicist and architectural experts 
in the design of radioisotope laboratories. In addition, 
study should be made of any governmental regulations— 
federal, state or local—which might now (or in the 
future) affect location and/or construction. Of one thing 
the administrator may rest assured from the beginning— 
the key to laboratory design in this field is flexibility, to 
meet the innovations of tomorrow. 


Research, Self-education and 
Active Participation Recommended 


One final point in this area of planning might pro- 
vide an additional impetus to administrators of smaller 
hospitals. There is a growing emphasis in the hospital 
field on research. There is every evidence that hospital 
journals will be directing more and more attention to 
this aspect of hospital activity, for it is a matter of grave 
concern. In the major services, larger hospitals have the 
edge over their smaller counterparts because of more 
extensive facilities and equipment. Not so, however, in 
the field of nuclear medicine. It is a new science, one 
in which the opportunities for research present an ex- 
pansive horizon for physicians in radioisotope labora- 
tories everywhere. The possibilities of procedures in- 
volving even the use of radioiodine are just being probed. 
There is no reason why the smaller hospital should not 
participate. There is no reason—facilities, equipment or 
otherwise—why it cannot. 

Summary. Background understanding, organization 
and planning are but three of the problem-areas in nu- 
clear medicine facing the hospital administrator today. 
Each of these, in turn, is composed of many, many indi- 
vidual crises, doubts and questions which must be resolved. 
A few of these more major concerns have been detailed 
here. 

In addition, however, there are the many facets of 
nuclear medicine which invariably will implicate the total 
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hospital organization. Laundry decontamination, shield- 
ing, training of nursing personnel, information programs 
for personnel, legalities which undoubtedly will arise over 
radiation exposure claims and the corresponding need for 
the keeping of records even beyond the particular state's 
statute of limitation, autopsies, insurance, waste disposal, 
public fears and misconceptions, sanitation, film badge 
monitoring—the list is seemingly endless. 

The key, of course, lies in education—education of 
the community's physicians, the community itself and 
hospital personnel. More importantly, there is the ad- 
ministrator’s own need for self-education. He must learn 
about nuclear medicine and actively participate in its 
progress and application within the hospital complex. 
As noted previously, radioisotope techniques appear of 
their very nature and direction to create that comfort, 
accuracy, safeguard and ease so often predicated of better 
patient care. It is from this perspective that the admin- 
istrator might commence now to learn, now to act. * 
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OMMY LIVED in New York City. 
He looked like any other healthy, 
well-nourished eight-year old. There 
was a difference, however. For two 
years now, Tommy had remained in 
the first grade at school and still had 
not learned enough to be promoted to 
the second grade. His parents at first 
were disturbed, then anxious. They 
brought him to the St. Vincent’s Hos- 
pital Child Evaluation Clinic. 

There, a physical examination led 
the pediatrician in charge to suspect 
a hearing defect and possible brain 
impairment in the small boy. Neuro- 
logical, hearing and speech evaluations 
were recommended. 

A psychological examination re- 
vealed that the boy’s full-scale 1.Q. was 
in the mental defective range with 
most of his failures in the verbal area; 
there were some high ratings in ab- 
stract reasoning and symbolic thinking. 
In spite of the low LQ, it was felt that 
here was a boy of good average intelli- 
gence, but with aphasic difficulties. 
The psychologist withheld recommen- 
dations until the results of speech, 
hearing and neurological evaluations 
could be had. 

Tommy was seen by the neurologist 
who ordered an E.E.G. Audiometric 
tests were administered in the rehabili- 
tation center, where the boy also was 
seen by a speech therapist. Diagnosis: 
A boy of high average intelligence, 
but with a hearing loss and aphasic 
diificulties. 

Today, Tommy's parents are no 
longer worried or anxious. Their boy’s 
hearing problem has been taken care 
of with a hearing aid. He has been 
accepted in a class for aphasic children. 
The prognosis is that following two 
years in this therapeutic and rehabili- 
tative program, he will be able to re- 
turn to regular classes and do above 
average work. 

The story of Tommy, while unique, 
is not unlike the stories of other chil- 
dren living in and around New York 
who are mentally, emotionally or phys- 
ically retarded. Within the past two 
years, 602 such children have entered 
the doors at 148 East 67th Street— 
the Child Evaluation Clinic of St. Vin- 
cent’s Hospital—and found new hope 
and understanding. 

The Clinic is the outgrowth of a 
program for mentally retarded children 
in the New York Archdiocese initiated 
in the spring of 1957 by His Eminence 
Francis Cardinal Spellman, with the 

financial support of Joseph P. Kennedy. 
The program, from the beginning, was 





53 






























THE PRE-ADMISSION INTERVIEW determines whether the child should be registered at the 
St. Vincent's Hospital Child Evaluation Clinic. It also acquaints the parents with the Clinic's 


program and services. 


AN ELECTRO-ENCEPHALOGRAM, a record 
of cerebral action currents, is usually recom- 
mended for children referred for a neurolog- 
ical examination. 


designed to provide the best possible 
care for these children, integrating 
health, welfare and educational serv- 
ices. St. Vincent’s Hospital was asked 
to assume the responsibility of evaluat- 
ing the children referred to the pro- 
gram, and in December of 1958 the 
new Child Evaluation Clinic went into 
operation. 

The Clinic, an outpatient division 
of the hospital, is the only clinic not 
located on the hospital premises. Dr. 
Alfred J. Vignec, director of the hos- 
pital’s pediatric department, is the 
medical director of the Clinic and to- 
gether with myself shares the authority 
and responsibility. The professional 
staff includes a pediatrician, a psychia- 
trist, two clinical psychologists and a 
medical social worker. 

The function of the Clinic is three- 
fold. First and foremost it aims to give 
physical, psychological and psychiatric 
services to children through evaluation, 
diagnosis and placement; secondly, it 
provides an opportunity for parent and 
teacher education in this area; its third 
function is research. The keynote of 
the Clinic is teamwork. It is a place 
where professional and non-profes- 
sional personnel work as a team, all 
oriented toward the needs and feelings 


60 


SPEECH PATTERNS and language develop- 
ment of children referred to the Clinic are 
evaluated to determine any difficulties or 


not only of the retarded child, but of 
the parents as well. 

A complete diagnostic study is made 
of each child registered in the Clinic; 
a follow-up is done after placement, 
and re-evaluation is made as the need 
is indicated. To date, of the 602 chil- 
dren who have been referred, 191 have 
been placed in Archdiocesan Specia! 
Classes for educable mentally retarded 
children; 41 have been enrolled in th: 
Kennedy Child Study Center and pi 
lic and private schools for severely : 
tarded children; 48 have been referred 
to institutions and mental hygier 
clinics; 14 have been recommend 
for home care; 217 found to be edi 
cationally retarded due to reading « 
ficiencies or bilingual background: 
have received regular class placemen 
and 76 found to be educationally © 
tarded due probably to emotional t 
tors have been placed in regular class 
with help from a guidance clinic 
family service. Fifteen children 
still in the process of evaluation, 
sufficient material has not yet been o 
tained for disposition conferences. 

In addition, the Clinic also has « 
tablished parent and teacher educati' 
as an integral part of its program. 
12-week, group parent counseling se: 
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defects which might possibly be corrected 
through therapy. Trained specialists con- 
duct these examinations. 


1 is conducted three or four times 

r. Conferences for teachers in spe- 
| education are scheduled twice each 
nth, 

Plans for research also have been 
discussed. At the present time, a study 
of physical examinations is being done 
to determine the number of retarded 
children seen in the Clinic and classi- 
fied as educables who have multiple 
handicaps. In this way, statistics will 
be accumulated for later use in a re- 
search project. 

At the Clinic, evaluation and therapy 
begin, not when the child first meets 
the pediatrician or psychologist, but 
from the very moment the parents 
app'y for admission. Shortly after the 
Clinic has received an application, a 
pre-idmission interview with the par- 
ent and child is arranged. At this time 
it is determined whether the mental re- 
tarc..tion program will meet the needs 
of te particular family. If the decision 
is to register the child in the Clinic, an 
app ‘ntment is made for the pediatri- 
ciari to see the child. 

A careful review of the history of 
the mother’s pregnancy and the de- 
velo:mental history of the child—as 
wel’ is the family history—precede the 
complete general examination by the 
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A SMILE greets each newcomer who receives a ticket on entering the Clinic. Both profes- 
sional and non-professional personnel on the Clinic team recognize the therapeutic value of 
warm friendliness. 


THE PEDIATRICIAN makes careful notes of any abnormalities during the general examina- 
tion. Problems of motor codrdination draw particular attention and necessary referrals to 
specialty clinics are made at this time. 








MONGOLISM accounts for some 20 per cent of the severely re- 
tarded children. Since congenital heart disease is frequently pres- 
ent in these cases, an electrocardiogram is usually recommended. 


VISION AND HEARING tests in some instances may rule out mental retardation, showing 
instead physical defects which, when adequately cared for, may open the door to learning 
for children previously shut out. 


SKULL X-RAYS are included in neurological examinations. When 
there is evidence of organic impairment, counseling for the par- 
ents and special techniques for the child’s teacher are suggested. 


pediatrician. This examination includes 
weight, height, blood pressure, heart 
rate and pulse rate. As much of a 
neurological examination is made as 
will enable the pediatrician to recom- 
mend a more complete neurological 
survey if necessary. Necessary referrals 
to other specialty clinics at St. Vin- 
cent’s Hospital are made at this time 
The clerical details of these appoint 
ments are managed by the Clinic sec 
retary, who also is responsible for ob 
taining reports from the specialty clin 
ics after the child has been seen. Th: 
child’s chart is available to each mem 
ber of the Clinic team at any time. 
Frequently a learning difficulty in 
school or a behavioral problem may 
be the result of an undetected physical 
condition, such as defective vision oF 
hearing. Careful examinations ar 
conducted by specialists in these tw: 
areas. Results of these tests, in som: 
instances, may rule out mental retarda 
tion; at other times, the results ma 
determine the need for further testing 
A large percentage of the children rc 
ferred to the Clinic have speech diffi 
culties or speech defects. Tests als 
are conducted in this area and, if the: 
apy is indicated, plans for its imple 
mentation are made at this time. An 
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el-ctrocardiogram usually is recom- 
mended for Mongoloid children. 

A large number of children, because 
possible brain impairment, are re- 
ced for a neurological examination. 
teach such a child requires detailed 
gram planning. So that a child 
h brain impairment may get the 
lerstanding he needs together with 
ctive teaching, the neurological ex- 
nation—including usually an Elec- 
ncephalogram and skull x-rays—is 
najor importance. 

Hach child is seen by a clinical psy- 

logist who does a complete psycho- 

cal evaluation in order to deter- 
1e mental ability, social adjustment, 
inic factors and personality devel- 
nent. Some of the children, al- 
ugh not all of them, are also seen 
the psychiatrist. However, all of 

children’s completed charts are 
efully studied by the psychiatrist, 
as to pick out any and all situations 
hich might warrant psychiatric eval- 
1t10n. 

After all of the examinations have 
been completed a staff conference is 
held. The members of the Clinic team, 
the director of special education and, 
on occasion, a consultant from a spe- 
cialty clinic at the hospital or a special 
‘lass teacher discuss the carefully re- 
viewed facts and observations that have 
been compiled and analyzed. A diag- 
nosis is then made and placement is 
planned for the child. 

For those children placed in the 
Archdiocesan Special Classes and for 
those on home care, the Clinic carries 
the responsibility of follow-up and pe- 
riodic re-evaluation. This procedure 
gives assurance to the parents that, if 
ever on re-evaluation a child is found 

ye functioning on a normal level of 
intelligence, no time will be lost in 
having him placed in a regular class. 
Re-evaluations last spring, for example, 
found 13 children with sufficient up- 
grades in intellectual functioning that 
transfers to regular class placements 
were possible. 

\ last word to answer a question 
thet might arise in the minds of many 
reiders—‘Is such an elaborate evalua- 
tion, with all the expense it entails, 
necessary to determine mental retarda- 
tion?” My answer is “Yes.” For only 
in this manner is it possible to help 
the child who might be labeled men- 
tal'y retarded for the rest of his life, 
when the actual cause of his apparent 
or pseudo-mental retardation may be a 
physical defect or emotional disturb- 


ance. : * 
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THE CLINICAL PSYCHOLOGIST, after testing sessions which may last two to four hours, 
compiles a detailed report, with specific recommendations for teachers dealing with the 
child in group situations. 


A PSYCHIATRIC EVALUATION of a child is usually preceded by discussion with the child’s 
parents. The psychiatrist then will observe the child at play and, in cases of older children, 
conduct an interview. 








INSERVICE EDUCATION 


Organization and Codrdination 


NSERVICE EDUCATION is certainly 
= a new program. Perhaps we 
feel that it is because of the termi- 
nology employed, and because we are 
in an age when we tend to emphasize 
everything in terms of educational pur- 
suits. In the face of reality, it was 
Christ Himself Who felt the need for, 
and Who employed, inservice educa- 
tion. It was Christ Who prepared His 
Apostles for their life’s work on earth 
by taking them apart during their min- 
istry and teaching them. And I cannot 
help but feel that Catholics need to 
be chastised from time to time because 
we fail to be completely reflective 
when it comes to developing princi- 
ples. All too often the principles have 
been ours for centuries. Inservice edu- 
cation is necessary, and in our Catholic 
hospitals and schools of nursing we are 
challenged to effect better Catholic 
teaching for a better Catholic world.* 

Where do we begin with inservice 
education in our hospitals and schools? 
It falls to the administrative level to 
instigate inservice programs, but not 
to design them. It is therefore, the 
problem of administration to allow for 
organization of programs and then to 
coérdinate them with the institution. 

All too often we hurriedly compile 
a series of lectures which we term in- 
service education. Why do we do this? 


*Adapted from an address delivered at 
the Illinois Conference of Catholic Hos- 
pitals Meeting at Springfield, Ill., Oct. 25, 
1960. 
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Again, in the face of trying to be real- 
istic, we do so probably because the 
N.L.N. says we must have inservice 
education programs, the State Board 
recommends them, or because they 
seem to be the “coming thing.” 
Whereas these might be prodding 
stimuli, these are not the most whole- 
some. We should have educational in- 
service programs rather because they 
fill a need. 

Inservice programs imply that there 
is an organized unit of individuals 
within an institution who have devised 
such a program. It is imperative that 
one truly understand what is meant 
by organization. Organization has 
many connotations, in fact, eight. A 
reverse approach to the understanding 
of organization implies: 1. that an or- 
ganization is a unification of people 
in a common purpose; 2. that such 
unification facilitates expression from 
each and every member within the 
group; 3. that unification provides a 
means for two-way communication; 4. 
that there is unity which promotes 
esprit de corps and morale building; 
5. that there is interest in personal and 
professional development; 6. that there 
is methodology which provides for co- 
6rdination of all the activities of the 
group; 7. that there is organization 
which allows for the implementation 
of plans and procedures to achieve the 
purposes of the group, and 8. that 
there is a plan offered for group study, 
exchange of ideas and inservice educa- 
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tion. Basically, then, organization is 
but a beginning within any group. 
The fact that a group is organized does 
not mean that it is meeting its ob- 
jectives. Organization implies de 
mocracy and, therefore, the group must 
share a common feeling toward a com- 
mon goal. 

What about the term inservice edu- 
cation? One of the best definitions 
comes from Father William Kelley, 
who defines this subject in a treatise, 
The Inservice Growth of the Colles: 
Teacher. He says “Inservice education 
is a faculty member's effort, while in 
pursuit of his academic and counselin; 
work, to employ the procedures mos 
calculated to make for his professiona! 
growth and development.” Therefore 
inservice education provides an oppor 
tunity for growth for the veteran as 
well as the novice in any hospital de 
partment or school of nursing. Too 
often we hear these “veterans” say that 
they can’t be bothered” with inservice 
programs. Such statements really im- 
ply that we have reached a “static’ 
stage in our development. 

Margaret Metzger, director of th: 
division of nursing of Loretto Heights 
College, Loretto, Colo., has listed th« 
following factors as important in de- 
termining the soundness of a good in- 
service program: 1. Are the aims and 
the objectives clearly stated? 2. Is the 
program socially desirable for the 
group and individual needs? 3. Is the 
program acceptable to those con- 
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crned? 4. Is the goal attainable? 5. Is 
i: capable of evaluation? 6. Is it con- 
s scent with democratic principles? 
( 1OSPITAL PROGRESS, June, 1956, p. 
65.) 

Now, what do we mean and imply 
i each one of these factors? We have 
| ird much about aims and objectives, 
|b + there is nothing that we do in life 
« -hout some reason. Any program 
ds direction if it is to accomplish 
\ cat it is set up to do. 

t seems obvious that the more com- 
1 on objectives of any inservice pro- 
¢ 1m would be those which would 
i) olve any or all of these five things: 
| The acquisition of knowledge. The 
i: lividual would hope to acquire new 
k owledge, improve attitudes or per- 
h os understand methods. 2. A better 
ur derstanding of interdepartmental re- 
lo ionships. 3. A feeling of security or 
joo satisfaction. 4. Provision for a 
period of adjustment. Orientation pro- 
ms come under the heading of in- 
vice. No one can function who does 
noc understand the organization in 
which he is working. Orientation to 
departments, meeting people, learning 
his way around, discussing policies and 
expected attitudes—all of these are im- 
portant for the newly employed per- 
son. 5. Development of a concept of 
good nursing service. This is a restric- 
tive objective insofar as it relates to a 
particular group, those employed in 
the department of nursing service. 


Examining Objectives 


State these objectives clearly in com- 
mon, everyday language, and then de- 
vise a plan to accomplish them. When 
we use common language we most 
probably will “get through” to every 
member of the group concerned. If we 
do share a common ground, then we 
know what the job really is that we 
have set about to do. 

\sk yourself “is the program socially 
desirable for the group and individual 
neds?” Here again, we often err. 
Pe »ple or individuals who are limited 
in their interpretation of problems 
should collectively plan for the de- 
velopment of the program toward 
workable solutions. The planning of 
a program for inservice on all levels 
prooably its best achieved when a sur- 
ve: letter is sent to all the participants 
as ng for items to be included in the 
pr gram which would meet their par- 
tic lar needs. A committee might then 
ev..uate the survey returns, prepare 
total program and return it to the 
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group for their approval. This will 
help to stimulate interest, determine 
whether or not the material is just 
what the group wants and who might 
be responsible for effecting each par- 
ticular meeting. 


Being Practical 


Is the program acceptable to those 
concerned? As mentioned above, the 
group concerned should approve any 
planned program for a span of time. 
Inservice programs are usually planned 
for each year, exclusive of planned 
orientation or on-the-job programs 
which are always on-going. Lack of 
this approval will almost certainly re- 
sult in difficulty in maintaining interest 
and possibly in securing willful at- 
tendance. 

Is the goal attainable? Too often, 
goals are set that are not realistic. We 
write flowery objectives and do not 
realize how much is really involved in 
the artistically stated goals. One vital 
suggestion to be heeded in advising 
goals in writing is “be practical.” A 
goal is only attainable if it is within 
the capabilities of the group to reach 
it. Each program may have a different 
goal. The goal might change from 
year tO year, or semester to semester. 

Is it capable of evaluation? Any 
program which has a well-defined set 
of objectives is certainly capable of 
evaluation. Either it has met the ob- 
jectives or it has not. A program of 
inservice education is often evaluated 
by submitting a check list of items 
which pertain to the total offering. 
Such questions as these could be 
worked up in detail to provide a good 
evaluation: Was the program what 
you expected it to be? Was it too 
short or too long? Did you get the 
material you expected from the subject 
matter discussed or presented? Did 
you have rapport with the participants 
which made it easy for you to par- 
ticipate? etc., etc. 

Unusually vocal groups might cite 
these collectively at an evaluation 
meeting. These evaluations then may 
become a part of the final record of 
the group or of the minutes of the 
organization. When a program is not 
successful and does not meet the cri- 
teria established as objectives before- 
hand, then what? It would behoove 
the individuals responsible for the 
planning to determine the areas where 
the program lost its effectiveness. Trial 
and error is part of the educational 
process. A mistake is merely a chal- 





lenge to do better the next time, and 
it is an incentive to repeat the course 
of action intelligently. Educators are 
currently certainly plagued with a va- 
riety of attitudes toward evaluation. 
Evaluation is not to be feared, it is to 
be expected. We cannot take it for 
granted that our every attempt is suc- 
cessful because it appears to be. Evalu- 
ation may indicate a pressing need for 
reappraisal of programs even objec- 
tives. 

Is the program consistent with dem- 
ocratic principles? The group involved 
in an inservice program determines 
how the program should be pursued. 
Will it be strictly informal or very 
formal, based upon strict parliamen- 
tary procedure? This can best be de- 
termined by “knowing” the members 
who will participate. In this regard, 
the parliamentarian, Roberts, warns 
that the smaller the group, the less 
need there is for formal procedure. It 
actually may prohibit and delay the 
work of the group. This is not to say 
that good parliamentary procedure 
should not be used whenever the oc- 
casion is proper. 


Looking Ahead 


Many nurses are concerned over the 
modus operandi of the inservice pro- 
grams in existence in our institutions. 
We must be vigilant in order that we 
do not become too intimate so that 
our group assumes a /aissez faire atti- 
tude. This can only tend to cause 
disintegration. When disintegration is 
seen to be taking place, authority must 
step in and make demands. Our prob- 
lem then heightens and we encounter 
resistance. The use of coercive force 
is something which robs man of his 
rights; in the case of inservice pro- 
grams he would then be completely 
inactive. 

Administrative education and serv- 
ice departments within the hospital 
usually center their programs about 
current changes occurring within their 
specialized fields of endeavor. In 
schools of nursing these programs 
might emphasize methods of teaching, 
trends in curricular patterns, commu- 
nications, interpersonal relationships, 
grading systems, evaluation tools for 
the curriculum, clinical practice, fac- 
ulty growth, etc. In this way, there 
would be guaranteed an inservice edu- 
cation program based upon the needs 
of the group, attracting full staff par- 
ticipation while providing for con- 
tinuous growth. 
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Why Lay Advisors? 


OSPITALS have become increas- 
H ingly complex. Until recent years, 
facilities were limited, internal man- 
agement less complicated and the term 
“public relations” unheard of. Today, 
however, only a well-managed hos- 
pital with up-to-date equipment and 
well-trained personnel can meet the 
challenges of quality patient care. 

To keep abreast of the ever-increas- 
ing demands and intricacies of internal 
management and public relations, the 
hospital administrator must seek and 
welcome counseling and assistance 
from experts in the various fields of 
management. In a non-Catholic hos- 
pital, the administrator can turn to 
the governing board, whose members 
are directly responsible for the over-all 
policies and direction of the hospital. 

In a Catholic hospital, however, this 
guidance and assistance will come in 
the form of a lay advisory board, whose 
members, unlike a governing board, 
are not directly responsible for the 
direction and control of the hospital, 
but do act in an advisory capacity 
through their donated services to the 
administration. These lay advisors 
should be respected, well-known citi- 
zens and leaders of the community. 

Members of the lay advisory board 
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can be of particular assistance, either 
as a group or through committees, in 
many areas of hospital operation. In 
business administration, for example, 
the members can assist in establishing 
well-controlled policies for credit and 
collection as well as efficient proce- 
dures for purchasing, centralization and 
control of stock and inventories. In 
addition, they can aid the hospital in 
acquiring funds for indigent and clinic 
patients, thereby reducing excessive 
free care and minimizing bad debt 
losses. 

In the area of personal management, 
the board can advise the establishment 
of satisfactory personnel _ policies, 
fringe benefits and good wage admin- 
istration. It can encourage and counsel 
educational programs for employes 
which in turn will lead to employe job 
satisfaction, feelings of personal worth, 
possible promotions, better human re- 
lations and internal harmony. The 
board also can take an active part in 
arranging social programs for em- 
ployes, another essential of good hu- 
man relations. 

Members of the lay advisory board 
will prove especially helpful in the 
area of short- and long-term planning 
of hospital construction and mainte- 


nance. Here, they can suggest impr 
ments of maintenance standards 
operational controls which are b 
to good hospital management and 
cient patient care. Their advice 
assistance also will benefit the p! 
ning and maintenance of air-conditi 
ing units, heating, machine shop op« 
tions, power generators and remodel; 
In addition, they will prove a hel; 
planning and securing adequate ps 
ing space for doctors, employes 
visitors. 

From a public relations viewpo 
the lay board can act as a liaison 
tween the hospital and the communi 
relating the hospital story to the co 
munity by means of television, ra 
and the press. This can best be acco 
plished by establishing a public rela- 
tions committee within the hospital 
on which members of the board are 
asked to serve as advisors and consult- 
ants. Members of the board also might 
set up a speakers bureau, making avail- 
able to various civic, fraternal and 
social organizations, talks on the hos- 
pital—its aims, objectives and_prob- 
lems. Another undertaking for the 
board would be to organize a yearly 
major social event in the form of 2 
dinner dance, proceeds from which 
would be ear-marked for a specific, 
well-publicized need of the hospital. A 
special speaker for the occasion should 
be obtained who would relate the spe- 
cific role of the hospital to that of 
others in the country. 

These are just a few of the many 
functions which can be carried out 
successfully through the formation of 
a well-organized lay advisory board 
The result in each instance well be in 
proved internal management and be 
ter public relations. 

Of course, the effectiveness of a lay 
advisory board will depend to a grea 
extent upon the administrator’s utili 
zation of the counsel and assistance 0! 
fered by the board. Administrato: 
who have worked with active lay ad 
visory boards are emphatic in their 
assertion as to the great value an 
benefits to be derived from the advi 
and guidance extended by such board 
And, through proper administrati\ 
leadership and an appreciative reco 
nition of services rendered, such boar 
will continue to function well. Cc 
tainly the needs that arise within ti 
Catholic hospital and in its relatio: 
ships with the public make it impe: 
tive that all Catholic hospitals reco 
nize the importance of establishing | 
advisory boards. , 
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FORMAL PROGRAM of indoctrina- 
A tion or orientation is the first 
step in employe communications. Such 
a program ushers the new employe into 
the hospital family of which she is 
soon to become an integral part; it in- 
stills a sense of security and belonging, 
thereby enabling newcomers to adjust 
easily and rapidly. 

The program should be geared to 
cementing the foundations on which 
she will build her spirit of service in 
a familiar and friendly atmosphere. It 
should define her specific role and fur- 
nish her with background knowledge 
about the hospital, its history, its phi- 
losophy, goals and objectives, equip- 
ping her with information that is es- 
sential for the efficient performance of 
her duties. 

No two orientation programs will 
be identical, for no two hospitals are 
ex.ctly the same. However, for what- 
ever situation into which the new em- 
ploye comes, there should be a well- 
planed, systematic induction program, 
ai ored to the particular institution, 
ye flexible enough to be adapted to 
th» needs of each individual. 

\t St. Francis Hospital, Poughkeep- 
sic. N.Y., it was decided to formulate 
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ORIENTATION FOR 


NEW STAFF NURSES 


a complete, formal yet flexible orien- 
tation program for newcomers to the 
hospital. The executive nursing serv- 
ice committee, comprised of all super- 
visors and head nurses, recommended 
this as a worthwhile project for the 
staff progress committee, one of the 
standing committees of the Nursing 
Service Department. The project was 
in line with the purpose of the de- 
partment—to insure progress from 
within by having members work to- 
gether on projects at improving spe- 
cific. functions and attaining the over- 
all goal—the rendering of total patient 
care in line with Christian ideals. 

The committee first studied orienta- 
tion programs in other hospitals; made 
inquiries and surveys. A proposed out- 
line was then prepared for the con- 
sideration of the executive committee 
as well as the general staff groups for 
suggestions and recommendations. The 
recommended program was finally ap- 
proved by the director of nursing serv- 
ice for all personnel, both professional 
and non-professional, adapting it, of 
course, to the particular role the indi- 
vidual would play. It is essential to 
tailor such a program to the experi- 
ences of each individual, for no two 
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come with the same preparedness, ex- 
periences or background. 

The first week of employment is 
considered an “orientation week,’ as 
much as is practically possible. The re- 
sponsibility of the week’s program is 
shared by the director of nursing serv- 
ice and her assistant, as well as the 
supervisor and the head nurse and the 
staff nurse or team leader with whom 
the new nurse is to function. The out- 
line of activities here refers specifically 
to the orientation program for general 
duty nurses in the medical and surgi- 
cal sections, although proper adapta- 
tion may readily be made to the spe- 
cialties. 

On the first day of the orientation 
program, the new nurse is welcomed 
by the director of nursing service who 
is responsible for initiating the pro- 
gram. Her aim is to make the new 
employe feel “at home” and so this 
meeting is informal, friendly, warm 
and sincere. A folder is presented con- 
taining the organizational charts of the 
hospital, the employe handbook, nurs- 
ing service policies, job description, in- 
structions for charting, samples of the 
various forms used, etc. Each of these 
is discussed at a designated time dur- 








67 













ing the orientation program. Copies of 
the same material is always available 
in the nursing service manuals and/or 
procedure books on all nursing units 
for reference as needed. 

First, the philosophy of the hospi- 
tal is discussed, in order to acquaint 
the newcomer with the purpose of the 
Catholic hospital. Regardless of the 
race or creed of the newcomer, it is im- 
perative that she be informed of the 
dedicated role of every member of the 
hospital staff, of the privilege and 
Christian obligation of each to serve 
the sick, as derived from the example 
of Christ Himself. 


History, Structure, Aims 


A brief review of the historical back- 
ground of the hospital furnishes the 
new staff member with a knowledge 
of the institution’s beginnings and the 
particular role it plays in the local 
community. The religious community 
which has the privilege of serving pa- 
tients in the role of “full-time volun- 
teers” also is stressed. This provides an 
excellent opportunity to inspire the 
newcomer with a knowledge of the 
spirit of the community's patron, St. 
Francis of Assisi, who dedicated his 
life so whole-heartedly to the service 
of his fellow creatures, for the love of 
Christ. 

The organizational structure of the 
entire hospital, the many devoted peo- 
ple all uniting to form a harmonious 
team working effectively for the care 
of patients is the next item considered. 
The organizational charts of the va- 
rious departments are reviewed and 
discussed in a general way. This in- 
cludes mention of the board of trus- 
tees, its legal governing role, the ad- 
ministrator, advisory board, medical 
board and the various medical staff 
divisions as well as the assistant ad- 
ministrator and various departments 
under her direct administration. Next 
is stressed the need of unity among 
all departments, each respecting the 
other and endeavoring to function 
smoothly and effectively for the good 
of all, through the medium of well- 
channeled and wide-open communica- 
tions, both horizontal and vertical. 

The organization chart of the de- 
partment of nursing service is the next 
item detailed. The lines of communica- 
tion and responsibility from the direc- 
tor to the assistant directors, various 
supervisors, head nurses, staff nurses 
and all auxiliary members of the nurs- 
ing department are indicated. It is 
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essential at the outset that the new- 
comer realize where she functions in 
this structural picture, to whom she is 
responsible and exactly what her role 
will be as a productive member of the 
nursing team. 

The specific aim or purpose of the 
nursing service department is also con- 
sidered as well as the objectives by 
which that aim is to be achieved. These 
are discussed in detail. Their impor- 
tance in assuring the type of service 
patients deserve is stressed, as well as 
the personal job satisfaction the new- 
comer will experience as she takes 
pride in her role and grows and de- 
velops, both professionally and spir- 
itually, as a dedicated member of the 
hospital family. 

Next, the various standing commit- 
tees of the nursing service department 
—the executive nursing service com- 
mittee, procedure committee, _ staff 
progress committee and steering com- 
mittee for the staff education program 
—are discussed. These committees are 
composed of interested staff members 
who volunteer to function on the com- 
mittee related to their particular inter- 
ests. Membership consists of super- 
visors, head nurses and staff nurses 
with a member of the faculty of the 
school of nursing functioning in an 
advisory capacity on each committee. 
By introducing new staff members to a 
knowledge of these committees, open 
channels of communication and a ready 
exchange of ideas are encouraged. 

Since the hospital conducts a school 
of nursing, it is of utmost importance 
that the graduate nurses be familiarized 
with the aims and objectives of the 
school’s program and the important 
role of each nurse in furthering these 
objectives. Although the school of 
nursing and nursing service function 
administratively as two separate de- 
partments within the hospital, com- 
munications must be well established 
if codrdination is to be maintained 
and the objectives of each achieved. If 
this is clarified at the outset, the new 
nurse is prepared to recognize her role 
as an educator whenever she communi- 
cates with student nurses during their 
clinical experiences. 


Tours and Discussions 


At this point in the orientation pro- 
gram, the new nurse is introduced to 
the physical structure of the hospital 
by means of a well-planned tour. This 
provides a wonderful opportunity to 
observe the Christlike spirit of friend- 


liness and cordiality so characterist 
the Catholic hospital. 

After completing the tour, th: 
sistant director of nursing service 
tinues the orientation program, d 
ing the specific role of the staff n 
She reviews the qualifications and f 
tions of the graduate nurse as descr 
in the nursing service manual. \ 
the hourly breakdown of her pr 
sional duties is discussed as out! 
in the job description for each tou 
duty. 

The assistant director next in 
duces the new nurse to a general o 
all view of the various forms she 
be utilizing in her care of patients 
for which she will be either directh 
indirectly responsible. This incl 
such records as nursing notes, med 
tion records, various requisitions, < 
tors’ order sheets, Kardex Cards ; 
nursing care plans, etc. This is only ; 
cursory presentation and new nu: 
are certainly not expected to absorb a! 
the necessary details at this time. How 
ever, this general introduction does 
help pave the way for a thorough ab- 
sorption of specific details at the 
proper time. Before completing this 
first day of orientation, questions from 
the newcomers are encouraged. By the 
end of the first day, it is hoped that 
the new nurse has been inspired with 
a recognition of the high purposes of 
the hospital and the spiritual and pro- 
fessional ideals which unite all depart- 
ments in rendering the highest typ 
of quality patient care. 


Introduction to Nursing Unit 


On the second day of the orient. 
tion program, the newcomer is int: 
duced to the medical and surgical s 
pervisor and to the head nurse of ¢! 
particular nursing unit in which ¢! 
orientation program will be continu: 
for the week. The supervisor and th 
head nurse with their staff adapt ch 
orientation program outline to ther 
particular situation as well as to 
individual needs of the new nurse fi 
lowing the first day’s general orient 
tion. This orientation, of necessity, 
developed one way for the nurse w! 
has not been active for 10 or 15 ye 
and another way for one currently e1 
ployed who simply is re-locatis 
within the community. Therefore, 
is important that the director pI: 
the program with the supervisor a0 
head nurse ahead of time, communic: 
ing to them the professional back 
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Figure 1—Orientation Outline for Staff Nurses 


FIRST DAY 


General Orientation to the hospital and the 
Nursing Service Department 


A. Discussion of the following by the Director of Nursing 
Service: 

1. Philosophy of the hospital 

2. History of the hospital 

3. Organizational patterns of the hospital 

4. Organizational structure of the Nursing Service De- 
partment 

5. Aims and objectives of the Nursing Service Depart- 
ment 

6. Nursing Service Committees 

7. Aims and objectives of the School of Nursing 


B. Tour of the hospital 


c. General introduction to the following by Assistant Director 
of Nursing Service: 
1. Qualifications and functions of a Staff Nurse 
2. Job Analysis (days, evenings (nights) 
3. General review of charting, forms used, etc. 


Note: A folder containing printed copies of the above is given 
to each new employe for her own use and reference. 


SECOND DAY 


Orientation to a particular unit by the Head 
Nurse and/or a Staff Nurse delegated by her. 


A. Tour of physical plant of particular unit indicating: 


. Room number sequence 
. Nurses’ station 
. Treatment Room 
. Nurses’ lounge and lockers 
. Utility Room 
. Kitchen 
Flower Room 
. Linen and refuse chutes 
. Location of Fire Equipment, etc. 


B. Introduction of Personnel (can be done incidentally during 
tour) 
C. Location of the following is indicated: 
1. Nursing Service Manual 
2. Procedure Book 
3. Doctors’ Order Book 
4. Kardex 
5. Narcotic Records 
6. Various Reference Books, Medical Dictionary, etc. 
7. Chart rack and arrangement 
8. Assignment sheets, time sheets and other forms 


Note: All of the above can be interwoven as part of the orien- 
tation tour. Avoid details at this time, giving an over-all picture 
of the entire unit. Introduction to personnel will continue 
throughout the week to include those off duty on the first day. 
Introductions to the Medical Staff and members of other de- 
partments should not be forgotten as opportunities present 
themselves. 


D. Light assignment, working with another Staff Nurse who 
will 
1. Function as an assistant to the Head Nurse in help- 
ing with the orientation 
2. Accompany the new nurse to lunch 
3. Be available whenever information is requested, etc. 


THIRD DAY 


More detailed explanation of specific proced- 
ures, etc., adapted to the particular needs of 
the nurse and the unit: 
1. Method of patient care and assignment 
2. Responsibilities of staff nurse as in job analysis 
. Duties of auxiliary personnel (aides, clerks, orderlies) 
. Admission and discharge procedures 
. Method of charting used 
. Various requisition forms used (lab., X-ray, CSR, Phar- 
macy) 
Note: These are discussed throughout the day, again in con- 
junction with an assignment with another staff nurse who as- 
sists with the orientation program. 


FOURTH DAY 


Detailed explanations are continued on the 
following, along with a specific assignment 
with another nurse in accordance with the 
new nurse’s capabilities: 


. Method of administering medications 
. Treatments 

. Procedure Books and Ward Manuals 
. Doctor’s Order Book 

. Use of Kardex 

. Nursing care plans 

. Fire control and Safety Program 


FIFTH DAY 


Completion of Orientation Program with: 


A. Specific assignment in A.M. covering information not com- 
pletely discussed. 


. Conference in early P.M. with the Head Nurse to include: 


1. Questions and/or specific problems 
2. Review of week’s program 


. Conference with Director of Nursing Service to: 
1. Evaluate Orientation Program 
2. Clarify any questions or problems 
3. Discuss future plans related to particular needs of 
the individual nurse. 


Note: At all times the Orientation Program must be adapted to 
the needs of the individual nurse and the unit. The over-all pur- 
pose of the department should also be emphasized, namely, the 
rendering of complete and skilled nursing care based on Chris- 
tian principles and ideals. 











ind and experience of the nurse. It 
- the utmost importance that the 
nurse and staff of the particular 
to which the newcomer is assigned 
id a warm and cordial welcome to 
1ew nurse, for the first encounter 
fellow workers can set the tone of 
whole hospital experience. Every 
t should be made to create an en- 
iment in which the new individual 
feel at ease. 
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The head nurse proceeds to present 
an over-all picture of the unit, indicat- 
ing the number and type of patients 
on the particular service and the staff- 
ing pattern. A tour of the unit follows, 
showing the location of the nursing 
station, medication cupboards, treat- 
ment rooms, utility rooms, etc. The 
room number sequence is also pointed 
out. Throughout the tour it is impor- 
tant to introduce the new nurse to all 


staff members as well as any doctors or 
members of other departments who 
may happen to be on the unit. As time 
permits and the need indicates, the lo- 
cation of various source and reference 
materials that will be of value to the 
new nurse are pointed out, such as the 
nursing service manual, procedure 
book, reference books, dictionaries, etc. 
It may also be well at this time to in- 
(Concluded on page 102) 
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Consultants Help 


Ontario M.R.L.s 


NTARIO HOSPITALS needed help 
() in medical records procedures. 
Although the some 219 public and 
private active general hospitals in the 
province had been asked to use Stand- 
ard Nomenclature in reporting, the 
Ontario Hospital Services Commission 
continued to receive such final diag- 
noses as “lumps,” “Matrimony” and 
“abdominal interval.” Operations were 
variously reported as “investigations,” 
“surgical excision,” etc. It was obvious 
that correct medical terminology was 
unfamiliar to many. 

As a result, the Commission decided 
to offer—largely on an invitational 
basis — special M.R.L. consultation 
through the Consulting Division of 
the Hospital Services Branch. Miss M. 
Jean Snelgrove was appointed senior 
consultant in 1958 and the author 
joined the staff in early 1959. 

The Commission compiled a long 
list of uncodable terms, accompanied 
by a renewed request that Standard 
Nomenclature be followed. A surgical 
code book was compiled for the Hos- 
pital Insurance Branch and hospitals 
were asked once again to submit di- 
agnoses and operations according to 
Standard Nomenclature, which could 
be easily recoded according to the In- 
ternational Classification employed by 
the Insurance Branch. Miss Snelgrove 
also compiled a manual, “Medical Rec- 
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ords Procedures for Small Hospitals,” 
and prepared mimeographed exhibits 
of basic chart forms to serve as sam- 
ples. Finally, a questionnaire was sent 
to the 166 public general hospitals in 
the province, requesting, in addition to 
other data, the number of medical rec- 
ords personnel and their qualifications. 

Replies to the questionnaire showed 
that 60 hospitals had one or more reg- 
istered librarians, 61 had “other than 
registered” personnel, and 30 had “no 
medical records department” whatso- 
ever. Fifteen hospitals either failed to 
reply or to identify their return. 

The comments accompanying the 
questionnaire answers were many and 
varied. Some hospitals had no record 
facilities and “the Board of Directors 
and medical staff do not consider it 
essential at this time.” Others lacking 
record departments simply stated that 
the records were compiled by the su- 
perintendent or the discharging nurse 
and then were filed by a member of 
the office staff, a receptionist or the 
switchboard operator. One harassed 
administrator said he was hampered 
by lack of funds and the attitude—“we 
got along without one before, why 
should we have one now?” He con- 
gratulated the Commission on its un- 
dertaking and asked for assistance 
and advance aids to help convince per- 
sonnel and board members of the 





“need and desirability” of such a 
partment. Another administrator +. 
gently requested a visit because thre 
was a total lack of acceptance by 4¢ 
medical staff of medical records » o- 
cedures—‘they have formed no «. 4 
mittees. .(but) have — tentatiy «ly 
agreed to accept suggestions regard ig 
standards.” As was expected, most of 
the requests for services came frm 
hospitals with less than 100 beds 

In the spring of 1959, we began «ir 
visits, sending an advance notice ‘o 
each hospital. Miss Snelgrove outlined 
an itinerary which included all 
pitals in the area of the one which |):d 
specifically requested a visit. Her 
method for visiting has since proved 
most practical, effecting an econorny 
of time, effort and travel. 

Before setting out on the visit, we 
checked the general files at the Com- 
mission for information which might 
indicate any problems we could en- 
counter at the hospitals on our itiner- 
ary. We also prepared a kit of various 
sample chart forms, index cards and 
statistical reports. In addition, we de- 
cided to take with us such basic ma- 
terial as the General Regulations under 
the Public Hospitals Act, the Accredi- 
tation Standards, Edna Huffman’s 
Manual for Medical Record Librarians 
and notes for talks to nurses, medical 
staffs and board members. Our travel 
preparations have become standard. 


A Pinch-hit Permission 


Our first visit included a tour of 
five hospitals some 100 miles outside 
of Toronto. The administrator who 
had requested a visit had stated in his 
questionnaire reply that his hospital 
(Hospital X) was expanding to 75 
beds and that he wished us to mak« 
preliminary survey as he expected 
set up a medical records departme 
soon. Administrators, however, 
very mobile. When we arrived at H: 
pital X, this particular one had left 
another post. We ended up discussin 
records with a board member who » 
pinch-hitting and, by his own adm 
sion, “learning a lot” while awaiting 
new administrator. He permitted us 
make a survey. 

We followed a survey pattern wh 
has been accepted as the method e\ 
since. In a hospital without an 
ganized medical record department, ‘ 
begin by determining from the admii 
istrator or person in charge the nun 
ber of doctors on the staff, the numb: 
of discharges and any steps that mig 
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have been taken to assist the medical 
sta‘? in securing records. We review 
the filing system, indexes and charts 
to see whether or not they contain 
adequate information. We carry with 
us i two-page questionnaire designed 
to vive us a picture of what is being 
done and what needs to be done. From 
all this, we assess the needs of the 
ho:pital and make recommendations. 


A 30o0st for the Novice 


t Hospital X, having completed 
ou: survey, we wrote a report for our 
geicral files and addressed a letter to 
the incoming administrator with rec- 
om nendations based on our findings. 
W. noted deficiencies in the records 
anc recommended basic requirements 
covering space, personnel and dictat- 
ing equipment. We also advised the 
hospital that we would return upon 
request to help organize the depart- 
ment and instruct any untrained em- 
ploye in basic procedures. Our gen- 
eral policy, of course, is to recommend 
trained personnel, but where such em- 
ployes are not available, we stress the 
employment of a stenographer or 
clerk-typist who would be interested in 
enrolling for a formal or extension 
course in medical records. (A govern- 
ment grant will provide a good stipend 
for the formal course and will pay for 
the extension course of any such em- 
ploye sponsored by the hospital ad- 
ministrator. Thus there is no cost of 
education for either the administrator 
or employe. ) 

Two months after our first visit to 
Hospital X, the newly-arrived admin- 
istrator wrote to Miss Snelgrove stat- 
ing that he now had space, a desk and 
a girl. We arranged to spend a week 
with the new girl and at the same time 
requested that the administrator have 
on hand patients’ index cards, face 
summary sheets, deficiency slips, fold- 
ers, and various office items, including 
Edna Huffmans’ Manual for Medical 
Record Librarians and Textbook & 
Gude to the Standard Nomenclature. 

The girl was a young graduate nurse 
from another country. She had had no 
previous records experience and could 
not type. But, she did have a good 
bac:ground of medical technology. 
The administrator himself had con- 
vericd a small ward into a medical 
teccrds department. 

Ye established a patient’s index 
wit: the serial-unit system of filing 
Which lends itself well to the number- 
ing system required by the Public Hos- 
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pitals Act and the Commission. After 
introducing the young nurse to the 
Manual and the Textbook & Guide, 
we instructed her in the fundamentals 
of quantitative analysis of a chart, as 
well as the daily analysis of hospital 
service for a monthly report and the 
routine for admissions, discharges, as- 
sembling, filing, etc. 

At the administrator's request, we 
also set up a physician’s index which 
included the diagnosis and operation 
on each patient. We did not, of course, 
attempt to teach any coding. But we 
do stress self-education by reading and 
the advantages of taking a formal or 
extension course. 

The administrator confided that he 
was anxious to work for accreditation. 
He asked us to meet with the Advisory 
Medical Committee to help impress 
the doctors with the need for good 
records. 


The Germ of Resistance 


At this meeting, the committee 
chairman displayed some resistance, 
questioning the necessity of records, 
raising objections to written consulta- 
tions. We offered our reasons for both, 
which he eventually accepted as satis- 
factory, saying that he was aware of 
these requirements. He then asked, 
“And if we don’t do all this, what do 
you intend to do about it?” We re- 
plied, “Nothing,” and then went on 
to explain that our recommendations 
were an effort to help the hospital 
obtain better records, that they were 
not mandatory but in line with what is 








considered good practice, and could be 
rejected if considered of no value. 

The physicians were interested in 
revising some of their chart forms and 
accepted our face summary sheet. As 
the meeting ended, they agreed that 
records are essential and accreditation 
desirable. Before leaving, we urged the 
administrator to encourage the medi- 
cal staff to review records for quality 
of care and to form various committees 
such as records, tissues, etc. 


The Seed by the Wayside 


At times we have been asked by 
administrators to talk to nurses on 
charting and to discuss problems with 
medical staff members. So far these 
meetings have been agreeable, and we 
are pleased to help sow the good seed 
—though at times it apparently falls 
by the wayside or bounces off the dry 
soil. The familiar complaint from doc- 
tors, of course, is, “I spend more time 
on records than patients.” Our reply: 
“But this, too, is patient care.” It is 
most gratifying when doctors agree 
with us that good records are indis- 
pensable to good practice. In one far- 
off hospital we were pleased when the 
entire staff of seven doctors assembled 
to meet us. The hospital was tempo- 
rarily without an administrator, but 
the environment was tranquil. During 
an informal two-hour session, chart 
deficiencies were tactfully pointed out 
to the doctors, particularly sketchy his- 
tories and physicals. At their request, 
we went into detail of how they should 
do a good history and physical. Some 
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“He just coded his first batch of charts.” 















Finger Tip Control 
of Bed Height and Spring Position 
by either patient or nurse 





with the new Hill-Rom 


All-Electric Hilow Bed 


This close-up view shows how the control 
panel has been designed and engineered 
for the patient's ease of control. Note the 
three levers which control the height adjust- 
ment and spring positions are within easy 
reach of patient's hand, 


HILL-ROM COMPANY INC. e 


Finger tip controls for patient use are 
located on the patient’s right, recessed in 
the seat section of the spring. Any height 
—any spring position—may be had at the 
touch of a finger. If patient control is not 
desired, or if patient’s position is not to be 
changed, the bed may be placed in the 
desired position and the patient control 
switches rendered inoperative. All switches 
are mechanically interlocked—no two con- 
trols can be operated at the same time. 

This all-electric hilow bed should rou- 
tinely be kept in the “low” position to 
provide maximum comfort and safety for 
the patient. The patient has access to the 
head rest and knee rest and does not need 
the nurse for routine spring adjustments. 
Thus the nurse is saved many unneces- 
sary trips. 

This bed is listed by Underwriters’ 
Laboratories Inc. for use with oxygen ad- 
ministering equipment of the nasal mask 
type and one-half bed length standard 
oxygen tent. 


Batesville, Indiana 


New—just off the press—Instruction Manual No. 1, "A Guide 
to Better Use of Patient Room Equipment” by Alice L. Price, R.N., M.A., author 
of leading textbooks in Nursing and Nurse Consultant for Hill-Rom Co. Inc. 
This manual covers complete instruction on use and care of: Electric Hilow Beds, 
Trendelenburg Spring, Safety Sides, Bedside Cabinet, Overbed Table, Lamps 
and Chairs. Copies for student nurses and each nursing unit will be furnished 


free on request. 


For additional information, use postcard facing back cover. 





asked for a copy of this outline. \X 
we remarked that “appendectomy, 
lieu of an operative report does 
suffice, a surgeon asked what 
wrong with it. We explained th: 
quirements and told the clerk to 
out a list of leading questions for 
getful surgeons to follow when 
tating. 

Of 166 administrators and sup: 
tendents in the public general hosp 
of Ontario, 85 are men, 44 lay wo: 
and 37 nuns. Good liaison betv 
administrators and medical staff 
not always exist. Occasionally an 
ministrator of a large hospital 
presses indignation at the lack of 
Operation from doctors, while 
M.R.L. states that she obtains excel!«: 
results. In small hospitals, quite of 
the administrator is not invited 
medical staff meetings. One record 
brarian stated that she transcribes 
minutes of these meetings and locks 
them up by order of the medical staff. 
One administrator doubted if any sucl 
meetings were being held in his hos 
pital. Another young fellow felt tha 
setting up a Physicians’ Index as a 
control for use of the Medical Staff 
Admission & Discharging Committce 
would “cause an explosion” in his hos- 
pital. Some administrators use indi- 
rect methods to secure records. One 
young man who did not wish to be 
“hard” on doctors tried entertaining 
them at his home to obtain results. But 
he admitted that it did not work. 

Occasionally an administrator is in- 
different to accreditation, and moreso 
to records. Some have given up hope 
of convincing the board and medical 
staff of the value of either. At one 
hospital, however, the doctors rather 
than the administration were the o: 
anxious for accreditation. 

Whether or not accreditation 
being sought is not the responsibil: 
of the Commission, but it does inter: 
us and we are always glad to help 
team striving for this status. In ho 
pitals which have been downgrade 
from full to provisional status by 
accrediting inspector, administrators | 
occasion have asked us to review © 
ommendations pertinent to recor 
Although the lack of accreditation 
not always due to poor records, 
generally find that an inspector's 1 
ommendations include some advice | 
records improvement. Here, the C: 
mission can be of service by help: 
design a face summary sheet which 
Council recommends and by teach: 

a librarian to compile statistics 
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[IME 
iS NOT RUNNING 


not when you can make every 


minute mean more. 


And you can—with Kodak Blue 
Brand or Royal Blue Film and the 


Kodak X-Omat processing system! 


Think of it! Every sheet of film proc- 


essed to perfection in 7 minutes 
—from the instant it enters the 
unit until it leaves, dry and ready 


for reading. 


Kodak X-Omat Processor, M3. 
Fully automatic 7-minute processing .. . occupies 


SS MEXe [Uo] e-Marolohcolel Mi ialolaMme Maley) oie] ol-ton 


E/STMAN KODAK COMPANY 
X-ray Sales Division * Rochester 4, N. Y. 
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outline procedures relevant to tissue 
committees and other meetings. 

Our own recommendations after a 
routine visit are at times detailed. On 
other occasions, we only point out that 
“I concur” on a history, or the sen- 
tence “This patient has been examined 
and surgery is recommended” does not 
constitute a consultation; that nurses 
should not complete the physical of 
newborns or take histories; that an ad- 
mitting order “Narcotics as needed” 
should not be accepted by nurses. 
While dispensing advice, we quote 
authorities such as Dr. M. MacEachern, 


Mrs. Edna Huffman, the Accreditation 
Standards, the Public Hospitals Act, 
medical records consultants in various 
hospital magazines, and the directors 
of our own schools for M.R.L.’s, Sis- 
ster Mary Paul of Toronto and Sister 
Peter Olivaint of Seattle. 


Education Continues 


On revisits we spend from a few 
days to a week with untrained clerks 
who are somewhat familiar with medi- 
cal terminology and statistics. All, but 
one, are extension course students now. 





MISS PHOEBE 





“Phoebe says if the Snow Valley Ski Tow won’t take kids, 
the Everest & Jennings Chair Lift will!’ 


NO. 39 IN A SERIES 


(Gee 
) EVEREST & JENNINGS. INC 








| 

Lightweight Everest & Jennings chairs mean | 
smoother sledding for nurses, too. Precision- ~ 

engineered, they maneuver effortlessly and fold 

at the touch of a fingertip. Equally dear to 

hospital hearts and budgets is the fact that they 

‘4 practically refuse to wear out. In the long run, 

Everest & Jennings chairs cost you less. 


Specify EVEREST & JENNINGS chairs 


EVEREST & JENNINGS, INC., 


for your hospital 


1603 PONTIUS AVE., LOS ANGELES 25, CALIF 
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Occasionally these girls send us their 
first few statistical reports for our re- 
view and correction. 

Registered librarians are expected 
to be efficient and usually are. Occa- 
sionally those who have registered on 
experience or are recent extension 
course graduates lack confidence. One 
trained librarian compiled a good daily 
analysis, but left the figures in the 
black book month after month and 
gave no report to anyone. Another did 
not know how to prepare any monthly 
reports. In these instances we spent 
several days instructing them. Once 
in a while we also can demonstrate 
short cuts in statistics. And, in one 
hospital, because of our recommenda- 
tion to the administrator, the regis- 
tered librarian is now able to collect 
all charts the day after discharge of 
patients, instead of leaving them on 
the wards until the doctors complete 
them. 


Demonstration Helps 


The Commission, ever since the In- 
surance Plan came into effect, has re- 
quired a codable diagnosis on all pa- 
tients shortly after discharge, and this 
enables the librarian to keep coding 
and indexing up to date. Some hos- 
pitals, for the first time in history, are 
getting both admitting and final diag- 
noses on all patients. 

Where interest is shown in dual 
group indexing, we demonstrate it or 
assist in setting it up. And as cross- 
indexing has been dropped by some 
teaching hospitals, we inform the li- 
brarians of this for their consideration. 
Jt was interesting to see one extension 
course student coding by the 1931 edi- 
tion of Classification of Diseases while 
studying the Standard Nomenclature. 

It may be asked what good are rec- 
ommendations for space and em- 
ployes? The Commission has a Hos- 
pital Planning Division which reviews 
plans for new and additional building, 
and if adequate space for medical rec- 
ords is not provided, these plans are 
criticized. It is disappointing to see 
an under-five-year-old hospital in 
which no space had been allowed for 
current or old records. Another Com- 
mission group known as the Rate 
Board reviews the annual hospital bud- 
gets, basing the hospital rates on the 
operating costs projected for the cur- 
rent year. Hospitals then, in submit- 
ting their budgets, may include medi- 
cal records personnel in them. And, 
because the Commission feels that 
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X-RAY IMAGE-I IFICATION TELEVISED X-RAYS 

remote viewing of fluoroscopic proce- x-ray “movies” capture physiological 
dures provides better teaching, op- dynamics of internal organs-in-motion 
portunity for wider consultation. for better diagnosis. 


brighter, more effective fluoroscopy 
done in a normally-lit room, with less 
radiation to patient and staff. 


EXPLOSION-SAFE O.R. X-RAY CARDIAC RADIOLOGY 


NUCLEAR MEDICINE 
reliable body function-testing, eg., thy- protection for patient and O.R. team pictures progress of cardiac catheteri- 
roid, liver, kidney accurate blood, against hazard of explosive anesthetic zation for better diagnosis and forecast 
plasma, red cell volume measurement. gases in the Operating Room. ; in open-heart surgery. 


“PIX’’ X-RAY DEVELOPMENT 


yields preferred-quality radiographs 
with 25% less radiation to patient. 


employment of radioactive tracers 
looking to development of new clinical 


better depth-dosage, less skin and 
bone damage, less radiation sickness, 
in radiation treatment of cancer. technics, drug improvement, better 
| understanding of metabolic processes. 
The hospital that offers attending doctors and patients 
the benefits of these advanced radiation modalities earns—and profits 
by—the high professional standing and community regard it enjoys. 


Is your hospital in step with the remarkable progress 
being made in this exciting new field? 


A talk with your local Picker representative may well be rewarding. 
PICKER X-RAY CORPORATION, 25 SOUTH BROADWAY, WHITE PLAINS, N. Y. 
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good records are important to good 
patient care, it gives hospitals a sym- 
pathetic hearing and does not refuse a 
reasonable request. 

On the whole, medical records de- 
partments appear to be well-staffed, 
particularly those which are run by 
trained librarians. Occasionally they 
are under-staffed. But in one hospital 
we found a surplus. In December 
1958 this department reported five 
full-time employes. Eight months later 
when we paid a courtesy visit, the 
librarian had under her a staff of 13 
full-time girls. Since they were aver- 








aging 1,000 discharges a month, with 
no organized O.P.D., no extra typing 
of x-ray or pathologly reports, we had 
the unique experience of recommend- 
ing reduction of staff. 

At times, we are very pleased at the 
fine results the occasional administra- 
tor or nurse-superintendent obtains. 
One nurse-superintendent, without a 
medical records department or clerk, 
has doctors completing and reviewing 
charts and working for accreditation. 
Another non-accredited hospital has 
six physicians on the staff, three of 
whom are om an active records com- 
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mittee and all of whom are subject to 
suspension if delinquent. Here, the 
modern well-organized records depart- 
ment was as trim as the young nun- 
librarians’s white habit. We were im- 
pressed and asked her how she 
achieved such fine codperation. She 
was astonished at such a question and 
said, “But I tell them they have to do 
it!” Mais oui. How else? 

Records, like us, are subject to mis- 
fortune. In one hospital, all the charts 
were eaten up by mice. (There was 
talk of microfilming the mice.) In 
other hospitals, records just vanished 
without apparent human interference. 
One hospital lost, nobody knows how, 
1949 charts as well as all patients’ 
register books up to 1954 during a 
move from an old to a new building. 
Others have been lost or mislaid a year 
here and there during moves also. Still 
another hospital had to burn all charts 
up to 1950 because of mildew infiltra- 
tion. 


A Case of Real Zeal 


Many hospitals have historic curios. 
One I enjoyed was a letter dated 1905 
from a government agency to a north- 
ern hospital, imploring the administra- 
tion mot to continue including relatives 
and friends of patients in the census. 

In one year, the Commission visited 
approximately 90 hospitals and made 
some 12 return visits of from two to 
five days each. Initial visits usually 
took a day. Where there was no medi- 
cal records employe, an hour or two 
with the administrator generally suf- 
ficed. Our procedure throughout has 
been to spend one week visiting, and 
the following week writing reports 
and answering correspondence. 

We have asked ourselves if this 
sort of service is of benefit to hospitals. 
While we do not hear from all of them 
after our visits, many have written to 
express their appreciation for our help 
—such as one letter saying “it made 
a big improvement in our medical 
records department.” This is gratify- 
ing. We don’t often expect an imme- 
diate surge of progress, since in this 
field much of the time, as a little 
character (in Through the Looking 
Glass, I believe) said, “It takes all the 
running you can do to stay in one 
place.” 

So we continue in our endeavor to 
make hospitals more “medical records 
conscious” and to help them secure 
records which will be of value to those 
whom they also serve. 
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INFANT-FORMULA 
ROOM 





The Amsco electric heat Model 832 Formula 
Sterilizer enables hospitals with one to eight bassi- 
nets to carry out advanced techniques formerly 
possible only with large capacity equipment costing 
much more. Its capacity of 32 four or eight ounce 
bottles is ample to serve eight bassinets, using two 
cycles per day. The Model 832 requires minimum 
cali attention from the operator because complete cycling 
is automatic and forgetproof according to the time, 
temperature and exhaust settings selected. 
























































wearon Permits a Modern Formula Room 


in the minimum area. 


With the model 832 as the basic unit, Amsco has developed 
special techniques and complete equipment suitable to 
Formula Room planning for the small nursery. Layout and 
equipment are fully in harmony with the most advanced 
standards of infant formula processing and work simplifica- 
tion... yet the space requirements and all-inclusive costs 
are extremely modest. 








For complete information on the 
small Infant Formula Room, write 
for bulletin SC-319. (Hospitals 
with larger nurseries should re- 
quest brochure SC-320R.) 
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STERILIZER 


ERIE» PENNSYLVANIA 


World's largest Designer and Manufacturer of Surgical Sterilizers, Tables, 
Lights and related equipment. 
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TELA 


new concept 
for modern 
patient care 


A safe, proven, modern technique at*down-to-earth cost. 
Assures sterility and reduces cross-infection danger. 
Indefinite shelf life. Satin-smooth catheter passes easily. 





Tray contains: graduated 
plastic container, waterproof un- 
derpad, fenestrated drape, 14 Fr. 
urethral catheter, cotton balls, 
lubricant... sterile, ready-to-use. 
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The Role of the Nursing Instructor 


by MARY ELLEN KUPKA, Instructor, Psychiatric Nursing 
Catholic U. of America School of Nursing, Washington, D.C. 


NURSING STUDENT learns little about how to care 

for patients from didactic lectures. To learn to care 
for patients she must be engaged in the care of patients, 
frequently and continuously over a period of time, and 
under the supervision of an effective nursing instructor. 
It is the responsibility of this nursing instructor to select, 
assign, supervise and evaluate the nursing student’s learn- 
ing experiences in the clinical area. Her purpose is to 
help the student learn to give competent nursing care to 
patients through the identification and application of 
nursing principles in actual experiences. 

These clinical learning experiences are selected by 
the instructor in terms of what is essential and desirable 
for the development of the student’s competency in nurs- 
ing. They should be selected on the level at which the 
student will be capable of utilizing them with specific 
goals in view. The beginning nursing student, for exam- 
ple, is in need of experiences such as bathing a conva- 
lescent patient, giving oral medications, initiating and re- 
sponding to the social conversation of patients. An ad- 
vanced nursing student, on the other hand, is in need of 
experiences such as caring for a patient with terminal 
illness, teaching a mother about the care of her new- 
born infant and comforting a distraught patient. 

A student's progression in clinical assignments 
should be in accordance with her individual skill, pro- 
ceeding from simple tasks, such as giving an oral medica- 
tion, to complex tasks, like giving an intramuscular injec- 
tion. In the same manner, the student also should pro- 
ceed from doing one thing at a time, such as giving a 
medicine, to performing many tasks at once, not only 
giving a medicine, but observing the physical appearance 
and responses of the patient, explaining the purpose of 
the medicine and reassuring the patient. These assign- 
ments should be selected to coincide with classroom dis- 
cussion while meeting the individual needs of each stu- 
dent at the same time. 

In order to make the proper assignments of learn- 
ing experiences, the nursing instructor of necessity must 
have spent sufficient time in the clinical unit so as to have 
become well-acquainted and at ease with both the nurs- 
ing staff and the patients. Through personal contact with 
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the patients as well as discussions with the head nurse, 
the instructor will be able to m:ake satisfactory selections 
of learning experiences in the clinical unit, especially as- 
signments of patients. 

It is important, therefore, that rapport and codpera- 
tion exist between the nursing instructor and the head 
nurse. For, not only will the head nurse have valuable 
information about individual patients, but she also will 
know about any new and unusual on-going therapy and 
research programs. She also will know which patients 
are emotionally disturbed, so perhaps suitable for the 
learning experience of an advanced student but not for 
one who is just beginning. Other nursing personnel on 
the clinical unit also should be oriented and informed in 
detail as to the goals and content of the nursing program 
and course which is being taught. 

The nursing instructor may find that the care of pa- 
tients in the clinical area does not meet the standard of 
care which she herself maintains or teaches in the class- 
room. It is wise for the instructor to be objective about 
this judgment and to attempt to determine the reasons 
for this difference in standards. Differences in nursing 
care need to be interpreted kindly and fairly to the nurs- 
ing students and to the nursing staff. 

The clinical assignment probably will be selected 
the day or several hours before the clinical experience. 
The assignment should be made available to the student 
so that she will have ahead of time an opportunity to 
read her patient's charts and plan for the actual experi- 
ence hours in the clinic. Group conferences preceding the 
clinical experience are one way to further prepare students 
for the day’s learning experiences and provide the oppor- 
tunity for questions about their assignments. 

During the day, the instructor should support the 
student in her learning experiences, assisting her to be- 
come aware of her strengths and weaknesses in giving 
care to patients. At times it may be necessary to help a 
student give nursing care to a patient, particularly when 
a student displays limited skill and needs to be shown 
how to care for patients. However, the instructor should 
carefully evaluate whether or not such assistance should 

(Concluded on page 82) 
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ED... 
new NCG Charting Desk makes a maximum 
number of charts available simultaneously 
to eight people at a central point. Very flexi- 
ble, it may be adapted to fit various loca- 
tions. Write for NM-201.050-M-5B. 


immediate care 


When emergencies occur, any of several facilities 
become instantly required. The new NCG Recovery 
Planning brings to the bedside aJl necessary supply 
lines. Oxygen, vacuum and electricity, are on hand. 
A standard blood pressure apparatus mounted so it 
can be rotated for good visibility is ready, and an 
emergency signal switch is in easy reach so that help 
can be summoned without abandoning the patient. 
When the Nursing and Service Unit is not in use, 
the ceiling mounted unit telescopes up and out of 


the way. 


Send for complete information today. No obliga- 


tion. Ask for NCG Bulletin NM-220.000-M-5B. — 


NATIONAL CYLINDER GAS DIVISION 
OF CHEMETRON CORPORATION, 840 N. 
Michigan Avenue, Chicago 11, Illinois. 





COMPACT ELECTRONIC HEART 
MONITOR warns of cardiac emergencies 
. . . Now a single, six ounce instrument, 
the Veling Heart Monitor, translates the 
electrical activity of the heart into audible 
or visual signals as desired. Write for NM- 
155.000-M-5B. 














VACPAK answers all needs for respiratory 
and suction therapy . . . provides vacuum 
for intensive care of post-operative cardio- 
vascular, thoracic and other cases where 
vacuum in low ranges is required. Write for 
NM-VACPAK-M-5B. 
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Save on Price! 
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Dressings 


Complete catalog 
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ALAXX COTTON PRODUCTS CO., INC 
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THE ROLE OF THE NURSING INSTRUCTOR 
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be given, for it is important that the student develop self- 
confidence and independence. 

As each student’s care of the patient progresses 
through the day, individual conferences should be held. 
These will help the student with any difficulties she might 
encounter as well as assist her in identifying and applying 
nursing principles. Following the clinical experience, 
informal conferences should be held during which the 
students can discuss their care of patients in a group; 
questions and feelings about patients and their care can 
be explored at this time. 

Various other methods of teaching in the clinical 
area also will prove helpful. The preparation of written 
nursing care plans for each assigned patient will aid the 
student in learning to give patient care; evaluation of 
these plans at the completion of an assignment will better 
assist her in determining her progress. Process recording, 
of course, requires considerable time and skill, but 
through it the student will develop the ability to observe, 
retain and record her interaction with the patient. Dis- 
cussions with the physician and nursing staff in the clini- 
cal unit also will help the student learn about medical 
therapy, the patient’s family background and plans for 
rehabilitation. Beginning students may need help in ap- 
proaching the physician as they have had little experience 
in discussing patient care with anyone and undoubtedly 
will find the physician an awe-inspiring person. Nursing 
conferences in which one patient is discussed in detail 
also will aid students in developing an awareness of prin- 
ciples in patient care and their application. 

Evaluation of the student’s progress in nursing is 
difficult but necessary. Continuous and critical observation 
of the student’s performance by the instructor is essential 
for adequate evaluation. Writing frequent anecdotal rec- 
ords and notes about each student will help. Limited in- 
formation concerning a student’s performance also may 
be obtained from the nursing staff of the clinical unit. 

The instructor has specific criteria by which to eval- 
uate the student’s nursing performance: Her relationship 
with the patient and his family, her relationship with her 
co-workers and nursing personnel, her technical skill, and 
her ability to identify and apply principles and to make 
nursing judgments. Individual and group discussions with 
students will enable the instructor to determine the stu- 
dent’s understanding and application of scientific prin- 
ciples to the care of patients as well as her degree of 
empathy with the patient and family. Written tests in the 
form of questions also can serve to indicate the student's 
understanding of patient care. 

The evaluation of the student, as written by the 
nursing instructor, should be shown to the student and 
discussed with her. Evaluations several times during one 
clinical nursing course will provide an opportunity for 
the student to become aware of her own strengths and 
deficiencies in giving nursing care, thereby helping her 
improve. 

The student-teacher-staff relationship is an impot- 
tant factor in the learning process for the student will 
learn to do nursing as she sees it practiced in the clinical 
area. Friendly, codperative and respectful feelings be- 
tween the student and instructor will do much to pro- 
mote this learning. 
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Can you afford 


to give away medication? 


As hospital costs mount, it is becoming increas- 
ingly evident that the beneficiaries of hospital 
services—the patients—must assume their fair 
share of the costs incurred. For this to occur, the 
hospitals must be able to account scrupulously, 
either to the patients or to the various prepaid 
hospital plans, for all services and medication. 


Old-style injections too complicated 


Because accounting and billing for medication 
withdrawn from multidose vials has been so diffi- 
cult and time consuming, many hospitals have 
virtually been forced to write off the cost of 
common injectables or, at best, to estimate them. 
Yet it is clear that few hospitals can afford to give 
away medication or to rely on estimates, which 
are often unacceptable by the prepaid plans. 


TUBEX lets you charge fairly 


The TuBex system provides individual, unitized 
doses of medication in tamper-proof cartridge 
form. It’s an easy matter to keep track of medica- 
tion dispensed and administered. You know just 
what each patient received, and precisely how 


much. And you can charge accordingly, with 
unassailable fairness. 


The need to charge accurately and as completely 
as possible is being met by the TuBEx system in 
more and more hospitals across the nation. Typical 
of the accolades the system has won is the follow- 
ing, excerpted from The Bulletin of the Parenteral 
Drug Association: 


The charge made to the patient should include all 
services rendered. When most of these services are 
built into the product by the supplier—guaranteed 
identified contents and dosage, guaranteed sterility, 
plus simplified record keeping and control—and in- 
cluded in a single purchase price paid to the supplier, 
there is no problem in justifying the charge to the 
patient. It is a charge that can easily be backed up by 
records, and it does not strain the credulity of any 
investigator.—Crohn, L.B.: The Bulletin of the Paren- 
teral Drug Association, p. 23, March-April, 1960. 


If you want to learn more 


Your Wyeth Territory Manager will be glad to 
give you all the details about the TuBEx system. 
Or, write to Wyeth Laboratories, P.O. Box 8299, 
Philadelphia 1, Pa. 
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A. Series “69” B. “B-Line” 
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A. Less work for nurses. Easy posi- 
tioning of beds, bedside and overbed 
tables, X-ray machines, and equip- 
ment stands is made even easier 
with Bassick’s Series “69” casters. 
“Diamond Arrow” two-level ball race 
construction assures easy swiveling. 
Many models available with such fea- 
tures as side brakes, electrically con- 
ductive wheels, and various stem types. 


B. Cleanliness. From operating room 
to sterilizing rooms to kitchen and 
cafeteria, casters, too, can have a 
hand in maintaining maximum clean- 
liness. Ideal for the purpose is 
Bassick’s “B-line,” specially designed 
without cracks or recesses that might 
retain dirt or contamination. Com- 
pletely sealed bearings and aluminum 
metal parts allow steam-cleaning 
without corrosion. 


Cc. Patient morale. Day-brightener 


THE | 
BASSICK COMPANY S 
BRIDGEPORT 5, CONN. 

IN CANADA: 


BELLEVILLE, ONT. 








STEWART-WARNER CORPORATION 
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BASSICK CASTERS CAN 
MEAN BETTER CARE 





D. Rubber cushion glide ] 


al 


C. Series “68” 


for patients can be the appearance of 
the food truck or the library book 
truck. Attendant’s days will be 
brighter, too, if these roll easily and 
maneuver freely on Bassick “Dia- 
mond-Arrow” Series “68” truck cast- 
ers. Suitable for a wide variety of 
other applications too. 


D. Visitor Hospitality ...in recep- 
tion room and patient’s quarters... 
can give a big assist to your public 
relations counsel. One point: See that 
visitor’s chairs and other furniture 
move smoothly and quietly on Bassick 
rubber cushion glides. 


Bassick casters and glides come in 
the widest line available... the right 
caster for every purpose. Their uni- 
formly high quality cuts replacement 
costs and saves on floor maintenance 
too. Let Bassick casters help your 
hospital give better care. 


1.10 


Be 








A DIVISION OF 











For additional information, use postcard facing back cover. 














BOOKS RECEIVED 





Alcott, Louisa M. HOSPITAL 
SKETCHES. Belknap of Harvard 
Univ., Cambridge, Mass., 1960. 

Anthony, Roberr N. MANAGEMENT 
ACCOUNTING TEXT AND CASES, 
Rich. D. Irwin, Inc., Homewood, 
Ill., 1960. 

Burgess, Ernest W. ed. AGING IN 
WESTERN SOCIETIES. Univ. of Chi- 
cago Press, Chicago, 1960. 

Cohen, J. B. & Baruch, B. M. DECADE 
OF DECISION. Institute of Life In- 
surance, N.Y., 1960. 

Golden, H. & Hanson, K. HOW TO 
PLAN-PRODUCE AND PUBLICIZE 
SPECIAL EVENTS. Oceana, N.Y., 
1960. 

Heather, Arthur J., M.D. MANUAL OF 
CARE FOR THE DISABLED PATIENT. 
Macmillan Co., N.Y., 1960. 

Hofling, Chas. K. & Leininger, M. M. 
BASIC PSYCHIATRIC CONCEPTS IN 
NURSING. Lippincott, Phila., 1960. 

Kimble, George H. T. TROPICAL 
AFRICA: LAND AND LIVELIHOOD, 
V. 1. Twentieth Century Fund, New 
York, 1960. 

. TROPICAL AFRICA: SO- 
CIETY AND POLITY. V. 2. 

Lasser, J. K. YOUR INCOME TAX. 
1961. Simon & Schuster, N.Y., 1960. 

Matthews Book Co. BIBLIOGRAPHY 
OF SUGGESTED REFERENCE BOOKS 
FOR SCHOOLS OF NURSING, HOS- 
PITAL WARD LIBRARIES AND AD- 
MINISTRATORS. V. 3. Matthews 
Book Co., St. Louis, 1960-1961. 

Maynard, H. B. et al, PRACTICAL CON- 

. TROL OF OFFICE COSTS. Manage- 
ment Publishing Corp., Greenwich, 
Conn., 1960. 

Medlin, Wm. K., et al. SOVIET EDUCA- 
TION PROGRAMS. U. S. Dept. of 
Health, Education & Welfare, Wash- 
ington, D.C., 1960. 

National Academy of Sciences—Na- 
tional Research Council. SyMPO- 
SIUM OF THE UTILIZATION OF 
FALLOUT SHELTERS (Publication 
No. 800. Disaster Study No. 12). 
Washington, D.C., 1960. 

Taussig, Helen B. M.D. CONGENITAL 
MALFORMATIONS OF THE HEART. 
V. 1. GENERAL CONSIDERATIONS. 
Commonwealth Fund for Harvard 
Univ. Press, Cambridge, Mass., 1960. 

Zaccarelli, C.S.C., Brother Herman E. 
THE CATHOLIC FOOD MANUAL. 
Jos. F. Wagner, Inc., New York, 
1960. * 


HOSPITAL PROGRESS 






















POY 
Dramatically better 
management of 
obstetrical procedures & | 
= 


@® AMSCO “800” OBSTETRICAL TABLE 


. «so completely fresh in its design approach as to be truly revolutionary in its 
convenience and control for operative as well as perineal route delivery. 
@ narrow, flowing lines 
@ permanent or portable power base 
(or new Anesthesia Distribution base) 
@ fingertip controls 
@ retractable foot section 
e extendible 12” delivery shelf 

@ ratchet type legholder sockets 


@ flexible head and foot sections y ‘ ms 
@ perineal opening for postpartum drainage _ “a, Cae 
. 4 - 7 oe Ra 
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ase) AMERICAN 
S| CSAS 


ERIE+ PENNSYLVANIA @® AMSCO C-22T5 OBSTETRICAL LIGHT 


> World’s largest designer and . » 80 advanced in its suspension, positioning and optical system as to 
manufacturer of Sterilizers, Surgical establish new standards for obstetrical illumination. 
Tables, Lights and ‘ e absorbs heat-producing infrared rays 
related hospital equipment 


@ transmits natural, color-corrected light of the highest surgical quality 
ever attained 


© Write for these two NEW. @ travels smoothly, noiselessly over 5-foot extruded aluminum track 
fully illustrated brochures: e adaptable to all ceilings 
AMSCO OpssterricaL TaBLES TC-224-R1 e dual control of light head .. . by circulating personnel 


AMSCO Hosrirau Licutine LC-121-R1 or by obstetrician through patented sterilizable control handle 





















HE SEARCH for effective oral 
T agents to control the signs and 
symptoms of diabetes mellitus has been 
going on ever since a modern knowl- 
edge of this condition began to de- 
velop. Diabetes, of course, has been 
known for many years and was even 
described in medical writings dating 
back to 4 B.C. But it was not until 
the latter part of the nineteenth cen- 
tury that the first demonstration of a 
relationship between the pancreas and 
diabetes was made. This was done by 
two Russian scientists, von Bering and 
Minkowski, who showed that dogs 
from whom the pancreas had been re- 
moved developed hyperglycemia 
(above-normal levels of glucose in the 
blood) and glycosuria (glucose in the 
urine), now known to be the cardinal 
chemical characteristics of diabetes 
mellitus. 

Diabetes mellitus has been defined 
as “a chronic disease resulting from a 
disorder in carbohydrate metabolism 
which is initiated by a disturbance in 
the action of insulin. The disease is 
characterized by hyperglycemia and 
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Wonder Drugs for Diabetics? 


glycosuria, with concurrent changes in 
protein and fat metabolism which may 
give rise to acidosis, dehydration, 
coma, and death.”! Since the nine- 
teenth century, much experimental 
work has been done on the relation- 
ship between the pancreas and carbo- 
hydrate metabolism as well as the in- 
fluence of other endocrine glands, fat 
and protein metabolism. In addition, 
many hundreds of compounds have 
been tested for their blood glucose or 
blood “sugar” lowering effect—the 
hypoglycemic effect. In 1949 a review 
showed that some 249 different agents 
had been tested, ranging from extracts 
of blueberries to exotic Caribbean 
fruits. None was found which could 
be successfully used in patients. 

With the discovery of insulin by 
Banting and Best in 1921, and, thereby, 
the first successful therapy for severe 
diabetes mellitus, the search for oral 
agents intensified. A diguanide com- 
pound, Synthalin A, was used briefly 
for oral therapy but had to be aban- 
doned because of toxic reactions. As 
a result, the work on oral agents di- 





by KARLEEN C. NEILL, M.D. 
University of Mississippi 
School of Medicine 
Jackson, Miss. 


minished for awhile and attention 
centered on improving the quality of 
insulin and developing appropriate 
therapeutic standards for its use. The 
revival of interest in oral hypoglycemic 
agents began accidentally during the 
second World War in France: 

“In early 1942, while investigating 
the effect of isopropylthiodiazole 
(2254 RP) in typhoid fever, M. Jan- 
bon and co-workers in the Infectious 
Disease Clinic at Montpellier Medical 
School in France found that this sul- 
fanilamide derivative produced signs 
and symptoms resembling hypogly- 
cemia. This was confirmed by the 
finding of low blood glucose concen- 
trations; and, in some persons, the 
administration of intravenous glucose 
resulted in alleviation of symptoms. 
A. Loubatieres of the Laboratory of 
Applied Physiology of the same school 
was consulted and in June of 1942 
commenced the first of a number of 
studies of these compounds. It soon 
became apparent that 2254 RP was 
the first of a number of sulfonylurea 

(Continued on page 90) 
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What Every Hospital Official Needs to Know 


about the AIRKEM PR OGRAM 
for ENVIRONMENTAL HEALTH 


... What it is and is not—how it works 
—why it works—and the seven benefits 
it brings. 


“The Airkem Program” is a phrase rapidly 
gaining a fame of its own in the nation’s 
leading hospitals. 

It is a scientific but extremely simple pro- 
cedure for achieving a clean, odorless, 
agreeable and healthful environment—for 
patients, visitors and staff. It works, it suc- 
ceeds. It produces a new and beneficial 
“climate” in every hospital where it is tried. 


No mystery about it! 


The Airkem program goes to the heart of 
the problem. It is the only complete pro- 
gram of basic hospital sanitation mainte- 
nance. It cleans all surfaces. It disinfects 
~kills bacteria. It kills insects—all kinds. 
And it kills odors by counteracting them. 
No other odor is added. 

Procedures are simple, and easy to estab- 
lish, All that’s needed are the indicated 
Airkem products, used in the proper way 
in their proper places in the hospital. Hap- 
pily, these Airkem procedures actually 
save money and save time, compared to 
usual procedures. Why? Because they com- 
bine two or even three functions in one 
Operation, and cut down the work-load of 
your maintenance staff. 

Nothing is omitted—no room, no depart- 
ment. The Airkem program embraces all 


FOR 
A HEALTHIER 
a ENVIRONMENT 


THROUGH 
ETLCTUN MODERN CHEMISTRY 


walls and floors, rest rooms, laboratories, 
kitchens—and such special problems as bed 
pans, urinals, surgical waste receptacles, 
diaper cans, garbage cans—even the stench 
from live animals or odorous patients. 
Airkem matches a treatment to each air 
space, each odor problem, each cleaning 
and sanitation task. 





7 Benefits from the AIRKEM 
ENVIRONMENTAL HEALTH PROGRAM 


. Promotes a patient’s speedy recovery. 


. Removes mental burden on patient 
suffering from odorous disease. 


. Reduces incidence of cross-infection. 
. Improves worker morale and efficiency. 
. Helps hold and keep trained personnel. 


. Reduces work-load on maintenance 
staff. 


7. Creates more favorable impression on 
visitors, enhances reputation in the 
community, improves public relations, 
increases hospital prestige. 
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| 
John Hulse, Dept. HP-2 
| 


Name_ 


Airkem, Inc., 241 East 44th St., New York 17, N. Y. 


(1 Send free 44-page brochure on Environmental Sanitation. 
() Have your representative call for free survey. 


Result: A clean, odorless, agreeable and 
healthful environment throughout the 
hospital. 


Only Airkem Offers Such a Program 


The program hinges on a unique and ex- 
clusive Airkem technique that combines 
natural odor-counteractants with the in- 
gredients of commonly-required main- 
tenance products. As a result, Airkem 
products do not contaminate the environ- 
ment as ordinary maintenance products 
do. Instead, they produce an air-freshened 
effect while performing routine mainte- 
nance tasks. 

No other cleaning product, or disinfecting 
product, or insecticide product is “like” an 
Airkem product. No other program of san- 
itation maintenance is “like” the Airkem 
program. 

Inquire. The coupon will bring complete 
information. 


Airkem products are safe. No Airkem 
products contain formaldehyde. None re- 
lease ozone. None can induce an anesthetic 
or narcotic effect on nasal tissue or the 
perceiving senses. 
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Meinecke 


helps you serve 


more patients, better 


NEW 720 


‘‘patient 
comfort kit’’ 


This bedside companion 


welcome personal touch that builds 


better public relations . 


tains items every patient needs for 
personal comfort: T.L.C.* body lo- 
tion and kerchiefs, Cepacol mouth 
wash, comb and toothbrush. Many 


other items available. 


Pr mbled and p 
hospital name and address 
“Patient Comfort Kits’? mean 
e Positive cost control 





¢ Simplified procurement and handling 


© Reduced inventory 


® Minimized storage and stockroom prob- 


lems 
© No loss or waste 
2 styles: 
D.25—Regular kit (with- 


out carrying handle) $1.03 ea. 


D.30—Deluxe kit (with 
carrying handle) .... 


Write for complete details today. 


Meinecke & COMPANY, INC. 


Over 65 years of continuous 


Dallas, Chicago & Columbia, S. C 


*T.L.C. is a Reg. TM of Polychem Corp. 
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215 Varick St. *° New York 14, N.Y. 
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DIETARY 

(Begins on page 86) 
derivatives that produced hypogly- 
cemia.’”” 

Since 1942, five compounds have 
been studied extensively: carbutamide, 
tolbutamide, chlorpropamide, metahex- 
amide and phenformin. Three of these 
—tolbutamide, chlorpropamide and 
phenformin—are in regular use and 
available at any drug store. 

TOLBUTAMIDE (Orinase‘®)) is now 
the most widely used of the oral 
agents; a sulfonylurea similar in struc- 
ture to sulfanilamide. It is a white 
powder available in 500 mgm. tablets. 
The average daily dose is about 1.0 
gm. per day although some patients 
are maintained on only 500 mgs. per 
day. What is the mode of action of 
tolbutamide? There have been several 
theories proposed: 1) that it stimu- 
lates the beta cells of the Isles of Lang- 
erhans in the pancreas to produce 
more insulin; 2) that it acts by in- 
hibiting the alpha cells of the pan- 
creas which produce a blood-glucose- 
raising hormone, glucagon; 3) that it 
inhibits or inactivates the inhibitors 
of insulin, or 4) that it inactivates the 
enzyme system which destroys circu- 
lating insulin. Studies show that tol- 
butamide (as well as chlorpropamide) 
cannot exert its effect when the pan- 
creas has been removed. This, plus 
other evidence, strongly favors the first 
theory, which could mean that tolbuta- 
mide functions in a very physiological 
fashion. An effect on the liver has 
been demonstrated, but the mechanism 
remains obécure. 

CHLORPROPAMIDE (Diabinese™ ) , 
on a weight basis, is about five times 
as effective as tolbutamide. The ef- 
fects of one dose are longer lasting 
than one dose of tolbutamide. The 
incidence of side effects rises when it 
is given in quantities greater than 1 
gm. per day. It is a sulfonylurea and 
its basic mode of action is similar to 
that of tolbutamide. 

PHENFORMIN (DBI‘®)) has an en- 
tirely different mode of action from 
tolbutamide and chlorpropamide. It 
will produce hypoglycemia in the ab- 
sence of the pancreas. It has been 
shown to decrease hepatic glucose out- 
put, increase muscle glucose uptake, 
decrease hepatic glycogen and increase 
muscle glycolysis. Thus, it should, the- 
oretically, have some effect in every 
case of diabetes mellitus. Side effects 
appear above a level of 200 mgs. daily 
although some people have tolerated 








as much as 300 mgs. The average daily 
dose is 150 mgs. 

At the present time, it is fairly gen- 
erally agreed that tolbutamide and 
chlorpropamide are helpful in the 
adult of normal weight with a mild 
diabetes who would ordinarily require 
insulin for proper control. They are 
only very rarely effective in other types 
of diabetes, especially the so-called 
“juvenile” diabetes in which the onset 
of the disease begins in the early years 
of life, and in this same type of disease 
seen in adult life. 

Phenformin has been more success- 
ful in severe diabetes although it can 
rarely be used alone. It has been found 
helpful, in conjunction with insulin 
therapy, in “smoothing” the control of 
some patients with very severe dia- 
betes, the difficult patients who swing 
precipitously from hyperglycemia to 
hypoglycemia. It is by no means al- 
ways successful in accomplishing the 
desired “smoothing,” but it is a valu- 
able addition to the armamentarium 
of the physician. 

Some work has been done using two 
oral agents at the same time, although 
this has not been studied adequately 
to draw any conclusions at this time. 
Another possible role of the oral agents 
has been suggested by Dr. Jerome 
Conn and Dr. Stefan S. Fajans of the 
University of Michigan Medical School 
in their article on improved carbohy- 
drate tolerance of young people with 
mild diabetes mellitus.* Their patients 
were singled out by glucose tolerance 
tests among youths with strong family 
histories of diabetes. The carbohydrate 
tolerance after administration of tolbu- 
tamide improved in thirteen of the 
‘fourteen young people studied. This 
suggests a possible role for these agents 
in the prevention of the development 
of severe diabetes, a very hopeful pos- 
sibility but still a speculative one. 

Among the problems arising from 
the use of these drugs, toxicity is of 
major importance. Of the three drugs, 
tolbutamide is the least toxic, with 
chlorpropamide ranking second, and 
phenformin third. Hypoglycemic re- 
actions, very troublesome with insulin 
therapy, are only rarely seen with tol- 
butamide, but more so with the other 
drugs. They are not as great a problem 
with the oral agents as with insulin. 

For unknown reasons, some patients, 
who initially show good responses to 
the drugs, will fail to respond later. 
These are the “secondary failures.” It 
is especially gratifying here to have 
other oral agents to try in the event 
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What HIGH VACUUM Sterilization 
can mean 


for your hospital 


by Richard D. Castle 


@ The concept of High Vacuum Sterilization was first de- 
veloped by scientific interests in England. In a research 
project to evaluate the best system of sterilization for use in 
a national hospital modernization program, both the con- 
tinental ‘partial vacuum” system of air removal and our own 
concept of “downward displacement” were studied. Both 
were found deficient. The high vacuum system has since been 
adopted as the national standard in England. 


@ We feel most fortunate in being associated with one of the 
early participants in this program—the Drayton Regulator 
& Instrument Co., Ltd., of England. Drayton’s high vacuum 
controls are today recognized as the industry standard and 
the company has already converted over 200 English installa- 
tions to the high vacuum system. 


@ The same problem the English have faced and begun to 
eradicate exists in this country today—namely the inability 
of the conventional sterilizer to assure efficient, totally effec- 
tive air removal under all conditions. 


@ Air, of course, acts as a barrier to steam penetration, 
slowing and sometimes even preventing the attainment of 
bactericidal conditions. Under present systems, the speed 
with which air can be removed, and the certainty of its 
removal, depend almost entirely upon the size and density of 
the individual sterilizer load, as well as the manner in which 
packs have been wrapped and placed in the sterilizer. 


@ In a test, four seemingly identical packs were placed in 
varied positions in the chamber of a sterilizer. One reached 
sterilizing temperature in 5 minutes, another in 25 minutes, 
with the third and fourth falling in between. Since there has 
been no way to accurately estimate the time necessary for air 
removal and heatup in any given case, only gross approxima- 
tions of overall sterilizing time have been applicable, and 
these only with addition of ample and varying safety margins. 
Under these circumstances, it is not surprising to find one 
hospital routinely sterilizing dry goods for 30 minutes at 
250°F, another for 60 minutes, and still another for 90 min- 
utes. Standardization, with the safety and efficiency it brings, 
has been impossible. 


® With the advent of the newly-developed Castle-Drayton 
OrthoVac High Vacuum System, however, such standardiza- 
tion becomes feasible in this country for the first time. 


® The OrthoVac System utilizes a high-efficiency vacuum pump 
to draw a near-absolute vacuum in the sterilizer before steam is 
introduced. So effective is this removal that steam penetration and 
load heatup are practically instantaneous. Absolute uniformity 
of temperature is obtained throughout the load within a pre- 
dictable period. The result is sterilization which consumes far 
less time, incurs less damage to goods processed, and reduces 
the process to mathematical certainty. 


® Certain essentials, we have found, are necessary to make 
the system practical under hospital working conditions. 
First, the vacuum system used must remove enough air so 
that no variation in the time necessary for steam-air inter- 
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This is the first in a series of 
articles on High Vacuum 
Sterilization. Its purpose is to 
examine the significance of 
this new process. Its author is 
Richard D. Castle, head of 
Research and Development, 
Wilmot Castle Company, 
Rochester, N. Y. Working 
with the Drayton Regulator & 
Instrument Co., Ltd., Castle 
has developed the OrthoVac* 
High Vacuum Sterilizer, first 
models of which will be in- 
stalled this year in U. S. 
hospitals. 




















change occurs. This requires a vacuum of less than 20 mm 
absolute. Furthermore, the vacuum system must be con- 
trolled so as to produce precisely the same degree of vacuum 
during each cycle. To accomplish this, we are using a com- 
pensated absolute pressure switch which automatically 
maintains a precise pre-set degree of vacuum during each 
cycle, regardless of barometric pressure fluctuation or height 
above sea level. 

@ Secondly, to standardize procedure and eliminate pos- 
sibility of error, a device known as a time-temperature in- 
tegrator is essential. This device automatically and continu- 
ally adjusts the exposure period to reflect the temperature in 
the load, following established thermal death curves. Human 
error in temperature selection is avoided, fluctuations in 
steam temperature are automatically compensated for, and 
the load is exposed to temperature for the minimum time 
necessary for kill through use of this device. 


@ Aside from the increased safety of the process, a number 
of other significant contributions are made by the OrthoVac 
High Vacuum System. 


@ A typical ‘‘dry goods” cycle takes just 15 minutes from 
beginning to end, compared to the present-day 60-90 minute 
cycles. By drawing a “post-vacuum”’ at the end of the cycle, 
residual moisture is ‘‘boiled’? away under reduced pressure 
and the load returned to its original state of dryness. This not 
only accelerates drying, but cools by evaporation so that the 
load may be handled comfortably. 


@ Owing to the much shortened overall cycle and the virtual 
absence of air, fast-killing temperatures up to 275°F can be 
routinely used for fabrics, with considerably less deterioration 
than by conventional methods. 


@ Sterilizers may be loaded to capacity—an increase of 
approximately 25% for every existing “‘dry goods’’ sterilizer. 


@ More effective air removal increases, too, the number of 
items which can be sterilized in steam. Small bore items such 
as capillary tubes, needles and goods packaged in permeable 
material such as paper, nylon autoclave film or cardboard 
containers, formerly difficult or impossible to sterilize in 
steam, may now be routinely processed. 


@ First production models of the OrthoVac Sterilizer will be 
installed in hospitals this year. Based on Drayton’s experience 
in England, we have developed the OrthoVac System as a control 
console which, in many cases, will permit on-the-job conversion 
of existing “downward displacement’’ sterilizing equipment. 
The console design, we feel, will allow hospitals to convert 
present sterilizers to the safer, more efficient high-vacuum system 
without spending the additional funds necessary to purchase a 
complete new sterilizer, or altering present sterilizer facilities to 
accommodate additional sterilizing equipment. 


For further information on OrthoVac write for Bulletin H-283 


WILMOT CASTLE COMPANY, 1602 E. Henrietta Rd., Rochester 18, New York 


*Trademark Wilmot Castle Company 
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that the patient can no longer use the 
originally effective drug. 

Some physicians feel that the only 
benefit of oral therapy is convenience. 
The loss of fear of hypoglycemic re- 
actions, however, would seem to be an 
important additional advantage, par- 
ticularly among those who are truck 
drivers, airplane pilots, construction 
workers, etc., in whom a severe hypo- 
glycemic reaction would be hazardous 
for others as well as themselves. With 
good control on a drug like tolbuta- 
mide, such patients would not have to 
change their occupation. Dr. Paul Ent- 
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DEKNATEL ‘K’ NEEDLE 


The Deknatel ‘K’ Needle point is a true scalpel, the sharpest pene- 
trating instrument that can be made. The shaft of the needle easily 
follows this penetrating point. Cutting sides are not needed to facili- 
tate passage of the needle—the hole is therefore that of a taper point 
needle. In summation, the Deknatel ‘K’ Needle has all the advantages 
of both conventional types and none of their disadvantages. 


The Deknatel ‘K’ Needle is neither cutting nor taper needle but an 
all-purpose combination of both. O.R. preparation is simplified. A 
single Deknatel ‘K’ Needle may be stocked instead of the two formerly 
required: conventional taper and cutting. With this standardization 
of one for two, there are savings in inventory and storage space. 


MAIL THIS COUPON FOR FREE SAMPLES AND LITERATURE 


DEKNATEL, 96-69 222 Street, Queens Village 29, L. I., N. Y. | 








macher of the Metropolitan Life In- 
surance Company has stated that “the 
recent advent of oral hypoglycemic 
agents for the treatment of diabetes 
has been watched with great interest 
by the insurance companies and may 
influence underwriting practices in the 
future.” While it would be wrong to 
speak of a life-saving drug like insulin 
aS an inconvenience, it is true that 
swallowing pills is easier than taking 
regular injections. 

No matter what type of therapy the 
patient happens to be on, a proper diet 
is absolutely fundamental to the care 
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of his disease. Some physicians esti- 
mate that about 80 per cent of pa- 
tients with diabetes mellitus need only 
dietary therapy.* Others place this fig- 
ure somewhat lower, around 50 per 
cent. Even at this lower figure, the 
bulk of patients can and should be 
managed with dietary therapy only. 
Dr. Elliott Joslin, outstanding clinician 
in this field has observed, “it is poor 
medicine to give it (tolbutamide) to 
a fat diabetic who will not follow 
dietetic treatment, but hopes by taking 
the drug to eat more.” As for the 
maintenance of optimum health in all 
people, a proper diet is a basic neces- 
sity. 

The big question is can these oral 
agents offer any protection against the 
complications of diabetes? Here, acute 
complications such as infection, trau- 
ma, surgical procedures, acidosis still 
require insulin for proper treatment. 
But, there are other complications— 
severe vascular disease with athero- 
sclerosis, diabetic neuropathy (an ex- 
tremely debilitating involvement of 
the peripheral nerves), intercapillary 
glomerulosclerosis (a disease of the 
kidneys) and diabetic retinopathy in 
which vision becomes limited or lost 
completely. It is known that, in most 
patients carefully controlled over the 
years with appropriate diet, exercise 
and insulin therapy, the incidence of 
these complications can be reduced. If 
the sulfonylureas do act by stimulating 
endogenous insulin, thus effecting a 
more normal type of regulation, they 
may well be able to control or halt 
the progress of these complications. It 
is only recently that statistically sig- 
nificant groups of patients have been 
studied in an attempt to determine 
insulin’s effectiveness in this matter. 
Thus, it will be many more years be- 
fore the final answer regarding oral 
agents will be reached. In the mean- 
time, however, these drugs have fur- 
nished additional tools for research in 
diabetes, and to those patients who 
can successfully use them, they are, 
indeed, “wonder” drugs. 


FOOTNOTES 


1. Williams, R., Textbook of Endocrinol- 
ogy, second edit., Philadelphia, 1955. 
2. Tomhave, W. G., and Kuhl, W. J., Jr. 
“Oral Hypoglycemic Agents,” Arch. Int. 
Med., September 1960, pp. 345-353. 
3. Fajans, S. S., and Conn, J. W., “Tolbu- 
tamide-induced Improvement in Carbo- 
hydrate Tolerance of Young People,” 
Diabetes, March-April 1960, pp. 83-88. 
4. Duncan, G. G., “Conference on Insulin 
and the Oral Hypoglycemic Agents: 
Summary,” Metabolism, 1959, p. 684. 
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CUT LAUNDRY COSTS 
BY OVER 502 
swawe DULCOLAX 


brand of bisacody! 


the laxative 
that replaces 
the enema effectively 


discontinuing enemas means reduced laundry costs 

A Dulcolax suppository induces a bowel evacuation within an hour, usually in about 30 minutes. It 
has proved to be at least as effective, and often more effective, in emptying the bowel than ordinary 
cleansing enemas. And as action is gentle without purgation, soiling of linen is avoided. 


discontinuing enemas saves personnel time...saves cost of cleaning equipment 
Dulcolax eliminates the most unpleasant duty that nurses and ward personnel have—the routine 
administration of enemas. Furthermore, ward duties relative to bowel care can be completed by 9:00 
or 10:00 A.M., freeing personnel for other work. And, of course, there’s no enema equipment to clean. 





Dulcolax may also be used to advantage pre- and postoperatively and in preparation for X-ray or 
proctosigmoidoscopy. 


Dulcolax®, brand of bisacodyl, is available as: Suppositories, 10 mg., in boxes of 6 and 48 and hospital 
packages of 500. 
Also available as: Tablets, 5 mg., in bottles of 1000 and hospital packages of 2500 and 5000. 


Under license from C. H. Boehringer Sohn, Ingelheim. 


Geigy Pharmaceuticals 
Division of Geigy Chemical Corporation 
Ardsley, New York 
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linen inventories, minimizes wear and tear, 
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laundry, linens go back into service in hours. 
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Proper Focus 


Through Coordination 


by SISTER MARY ANTONIA, S.C.N. 


NYONE ACCUSTOMED to using a 
A telescope knows that the lens 
can be focused at different levels for 
different views. In the hospital field 
there is a tendency to focus attention 
on the importance of individual de- 
partments rather than to adjust and 
emphasize the proper level of focus— 
total patient care. To achieve this latter 
view, efforts must be merged and plans 
codrdinated. This is especially neces- 
sary today when a multiplicity of or- 
ders must be carried out not only in the 
most effective manner, but in the short- 
est space of time and most economical 
way. How is this to be accomplished? 

First, there must be careful plan- 
ning at the nursing service level and 
then in the other departments in- 
volved. Greater coverage is needed for 
educational inservice programs, not 
only intradepartmentally but interde- 
partmentally. 

Paramedical services have so ex- 
panded that no one person can keep 
up with all of them any longer. The 
clinical laboratory, for example, has 
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Laboratory Supervisor 
St. Joseph Infirmary 
Louisville, Ky. 


added so many new and complicated 
tests that it is all medical technologists 
can do to know the varied ways of 
collecting ahd preserving specimens 
let alone expect this same knowledge 
of a staff nurse. The routine might 
be written in the “Ward Manual,” but 
when a test is ordered in combina- 
tion with others confusion can arise. 
It is at such a time that planning 
together at the departmental level 
counts. A work-up such as a basal me- 
tabolic rate, protein-bound iodine, and 
iodine 131 uptake or one of glucose 
tolerance, gallbladder and upper gas- 
trointestinal x-ray studies might not 
prove too difficult. But to plan for 
bramsulfalein, phenolsulfonphthalein, 
Mosenthal, intravenous pyelogram, 
gallbladder, gastric, glucose tolerance 
tests, and a Robinson-Power-Kepler 
test—this gets complicated. Many 
classic examples of simple everyday 
happenings can be cited: A gallbladder 
is done and then an Iodine 131 uptake 
is ordered; or Iodine 131 is done and 
then a protein-bound iodine is or- 








dered; or Barium is used in x-ray, and 
then a stool ordered for ova and para- 
sites; or a glucose tolerance test is 
started and then the patient is taken 
to x-ray for gallbladder studies and 
given a fatty meal, and on and on and 
on. 

To schedule isotope, x-ray and lab- 
oratory work so that there is no con- 
flict of time or tests or no invalidation 
of results takes master planning. But 
errors can be kept to a minimum, if 
departments gather around the confer- 
ence table frequently and interchange 
data regarding the preparation of pa- 
tients, precautions to be observed, 
things to be avoided and changes of 
technics. 

Individual departments obviously 
try to give good service and want to 
be prompt with the tests requested. In 
this effort, however, each department 
sometimes plans and performs, though 
unintentionally, as if it were the only 
department involved. Sometimes the 
department is notified too late or such 
a delay is caused by insufficient in- 
formation in the planning stages. 

What is more disconcerting, for ex- 
ample, than to go to work on a patient 
who is supposed to have had a half- 
hour’s bed rest before the test is started 
only to find that he has been to physi- 
cal therapy for exercise? Or to start 
a Schilling test with radioactive cobalt 
and 30 minutes later to have a gas- 
tric analysis come up on the same 
patient? These things and many more 
like them happen again and again be- 
cause of poor planning. 

There is another important area 
that is directly affected by good team 
work and that is the early collection of 
blood. Obtaining blood before medica- 
tion or food is given is most essential 
to laboratory work. At the same time, 
not interrupting the flow of nursing 
care or diet therapy is important both 
to nursing service and to the patient. 
The least disruption anywhere can 
cause a great commotion. 

The hospital is one big team, each 
member doing his share. No one de- 
partment can do it alone or be inde- 
pendent of the others. A department 
can have all its tests done first, ahead 
of everyone else, and still not be giving 
the best patient care if its perform- 
ance delays others or invalidates 
their results. There must be codpera- 
tion and unselfish planning. All must 
work closely together for the best in- 
terests of all, for only then will the 
final result attain its proper focus— 
total care for the patient. 
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80% of 


Clinical Laboratories 
Agree... 


Simplastin 


Here are some of the major reasons for 
SIMPLASTIN’s use in 21,384,000 determinations 
of prothrombin time during 1960: 


1. Assured reproducible results. 80% of clinical 
laboratories agree —by routine use —that 


NOTE: Attention is again being given to commercially 
available thromboplastins in liquid form. A preservative 
must be added to a liquid thromboplastin to keep it 
stable. These preservatives are: phenol (carbolic acid) or 
phenolic compounds, which reduce pH far below optimum 
in the therapeutic range. It is further established that such 


compounds artificially accelerate apparent prothrombin 


SIMPLASTIN is the thromboplastin reagent that 
gives “best reproducibility”! of results. 


2. Lowered burden on laboratories. For depend- 
ability and ease in handling, laboratory directors 
select SIMPLASTIN, a quality controlled freeze. 
dried thromboplastin extract. Already combined 
with calcium, it is prepared for use merely by 
adding distilled water. 


3. Guaranteed controls for PH, ionic strength, 
suspended solids, particle size, moisture and sta- 
bility in varying temperatures. 


4. Contains no preservative or artificial acceler- 
ators for prothrombin activation, as are found in 
liquid preparations (see note). 


activity to give falsely speeded prothrombin times.” In 
addition, these compounds act as enzyme poisons,?’* and 
inhibit catalase activity which is present in all animal tis- 
sue® and can be detected by the well-known benzidine 
test.“ A negative or weak benzidine reaction on an 
extract of animal tissue is convincing evidence that en- 


zyme inhibition has occurred. 


order Simplastin today, your safeguard of dependable results 


GENERAL DIAGNOSTICS owsion WARNER-CHILCOMTT ow. wonnis riains, wv. 


1, Innella, F, and Redner, W. J.: Am. J. Clin. Path. 33:1, 1960. 2. Gerber, C. FE, and Blanchard, E. W.: Am. J. Physiol. 144:447, 1954, 3. National 
Institutes of Health: Phenol and its Derivatives. The Relation Between Their Chemical Constitution and Their Effect on the Organism. Bulletin 190, 
Washington, D. C., Government Printing Office, 1949, pp. 14-17. 4, Hawk, P. B., Oser, B. L., and Summerson, W. H.: Practical Physiological Chemistry, 
Ed. 13, New York, The Blakiston Division, McGraw-Hill Book Company, Inc., 1954, p. 319. 5. Fruton, J. S., and Simmonds, S.: General Biochemistry, 
New York, John Wiley & Sons, 1953, pp. 155, 344, 6. Hanks, G. E., Cassell, M., Ray, R. H., and Chaplin, H.: J. Lab. & Clin. Med, 56:486, 1960, 
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10 good reasons for using this versatile X-ray film 





Red Seal is an X-ray film of exceptional quality, designed for consistently 
dependable performance under a wide range of varying conditions. Among 
its many outstanding characteristics the following are most significant: 


Red Seal’s extremely high speed enables the use 
of techniques which minimize patient motion, and 
permits a substantial reduction in exposure. 


Its fine grain and excellent resolving power result 
in remarkably sharp images. 


The wide latitude of Red Seal reduces the number 
of retakes resulting from errors in technique. 


Red Seal radiographs are clean and crisp, with 
high contrast and low fog level. 


Red Seal is highly resistant to improper handling, 
and unusually tolerant of adverse darkroom conditions. 


6 Red Seal can be processed in all automatic proc- 
essor's. 


Complete absence of curl insures smooth, trouble- 
free operation in high-speed film changes. 


Ei Rigorous quality control guarantees consistent 
performance ... batch to batch and box to box. 


9 Red Seal is folder-wrapped and foil-protected in 
all standard sizes—5” x 7” through 14” x 17’”—in 25 
and 75 sheet boxes. Large volume users of the 8” x 
10”, 10” x 12”, 11” x 14” and 14” x 17” sizes will find 
the “Red Seal 800” packing an economical choice. 
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LAW FORUM 
(Begins on page 50) 


there was no indication of disease. He was told that his 
physical condition was satisfactory, and a subsequent re- 
port to the operating physician failed to disclose the fact 
that the patient was suffering from tuberculosis. In the 
Bill of Complaint, the plaintiff charged the Health As- 
sociation with negligence in the techniques used in pro- 
ducing the x-ray charts; negligence in failing to properly 
diagnose and interpret the x-rays; that the patient was 
lulled into a false sense of security regarding his physical 
condition, and that the report to the operating physician 
was carelessly and poorly prepared. The plaintiff alleged 
that, as a result of this carelessness, he became seriously 
ill, sick, sore, lame and disabled. 

At the trial, the Health Association argued a motion 
to dismiss the Complaint stating that the Complaint 
failed to show a causal relationship between the injuries 
and subsequent death of Mr. Ucciardi and the treatment 
at the Health Association. 

Ruling on this motion, the Supreme Court of New 
York, Kings County, had this to say: “Nowhere does 
the plaintiff allege that Ucciardi relied upon the report 
and failed to seek further medical attention or aid or 
that the patient’s physician relied solely on the report and 
failed to treat the patient for his illness resulting in his 
death.” Judgment for the clinic. 





Maertins vs. Kaiser Foundation Hospitals, et al 
328 P2d 492 
District Court of Appeal, First District, Div. 2, Calif. 


Patient Obtains THE PLAINTIFF in this case, 
Judgment Against Mr. Maertins, was a subscriber 
Medical Group to the Kaiser Foundation 

Health Plan. His health insur- 
ance policy entitled him to prepaid medical care by the 
defendant medical group at hospitals owned and main- 
tained by the defendant Kaiser Foundation Hospitals. 
The lawsuit was brought as a malpractice action and it 
alleged that one of the medical group physicians, Dr. 
Pfeiffer, an internist specializing in the field of cardiology, 
failed to discover and treat a tubercular condition in the 
patient's left lung. 

Testimony presented in evidence revealed the fol- 
lowing facts: 1. The report of the radiologist indicated 
that the patient should be evaluated for possible lung 
disease and recommended that films should be made about 
every three months in order to clinically evaluate this 
medical problem; 2. Dr. Pfeiffer’s progress notes made no 
comment about the radiology report; 3. the patient failed 
to keep at least one appointment with Dr. Pfeiffer; 4. at 
no time did Dr. Pfeiffer make a diagnosis of tuberculosis; 
5. after a siege of bronchitis, the patient was referred to 
a chest specialist at the Kaiser Hospital. This physician 
diagnosed Mr. Maertins’ condition as moderately advanced 
tuberculosis. 

Following the diagnosis of tuberculosis, the patient 
was hospitalized for 19 months during which time he 
had lung surgery and was operated on for the correction 
of a hernia, which apparently was caused by the tuber- 
culosis therapy. Testimony during the trial indicated that 
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the patient would need some medical care for an indefinite 
period of time. It was also testified that if treatment had 
begun when Mr. Maertins first was examined by Dr. 
Pfeiffer his hospital stay would have been considerably 
shorter and that perhaps the lung surgery would not have 
been necessary. 


After a lengthy trial, the jury returned a verdict in 
favor of the hospital and the doctors. Before the case was 
given to the jury for deliberation, the Trial Court judge 
instructed the jury that “the law presumes that Dr. Pfeiffer 
acted in a careful manner and was free from fault and that 
the doctor was not responsible for the injuries sustained 
by Mr. Maertins, if any, and this presumption follows the 
doctor through the entire care, unless and until it is over- 
come by evidence to the contrary.” Upon disclosure of the 
jury verdict in favor of the defendants in this case, Mr. 
Maertins took an appeal to the District Court of Appeal, 
First Circuit Division 2, in California. 

After argument and deliberation, the District Court 
of Appeal reversed the Trial Court judgment and held 
that the instruction given to the jury was prejudicial and 
im error. A great deal had been said about the fact that 
the patient missed a hospital appointment and was late 
for another. Considering this aspect of the case, the Court 
said that the patient’s failure to keep a hospital appoint- 
ment was not sufficient to constitute contributory negli- 
gence on the part of the patient. Dr. Pfeiffer did not at- 
tend or testify during the trial. The record of the case in- 
dicated that the doctor had left California and was prac- 
ticing in the northeastern part of the country. Comment- 
ing on the doctor’s absence, the Court said that in view 
of the conflicting medical expert testimony, Dr. Pfeiffer 
should have testified in his own behalf. * 
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Dempsey -Tegeler & Co. has provided hundreds of 
millions of dollars to Catholic institutions through 
the sale of bonds. 


Dempsey-Tegeler & Co. is recognized nationally as a leader in the 
field of institutional financing. For more than a quarter century 
we have been providing construction funds of churches, schools, 
hospitals and other Catholic institutions through the sale of bonds, 
Our recommendation comes from countless satisfied customers, 
including Religious Orders and Dioceses, throughout the United 
States and in Canada and Mexico, 


Only Dempsey-Tegeler institutional bond issues have the com- 
W, hel sh plete flexibility that is so important today. 
€ can help You wet e You can retire bonds as early as you wish without penalty. 


your investment program, too! 
e You can take advantage of any lower interest rate—at 


We are well qualified to assist . f 
you in investing your surplus any time—that would be beneficial to you. 
funds in sound securities that Whether you are planning a new building, expansion of present 
will earn substantial interest or facilities or modernization, it will be greatly to your advantage 
dividends. Even building funds to borrow through Dempsey-Tegeler & Co. If financial advice 
can be invested profitably for will be helpful to you, one of our experienced representatives will 
a short period of time. confer with you without obligation. Just write us. 





DEMPSEY-TEGELER & Co. 


Investment Securities including Catholic Institutional Bonds 


10TH & LOCUST ST. LOUIS 1, MO. 
46 offices In 40 cities 


MEMBERS NEW YORK STOCK EXCHANGE 
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Style No. 
404 


For Uniform Satisfaction 
Standardize on 


SNOWHITE 
TAILORED UNIFORMS 


Beautiful in styling and materials, care- 
fully tailored for comfort, easy to care 
for, Snowhite Tailored Uniforms are 
available in cotton, synthetic and blended 
fabrics that have proven their superior 
suitability for Hospital duty. 


Style #404 pictured above is one of our 
standard styles carried in stock for 
prompt shipment. Materials include Pin- 
feather Cord (65% Dacron, 35% Cotton) 
and all-Cotton fabrics. Popular colors. 


Minimum Wholesale Quantity One Dozen 


HOSPITAL EXECUTIVES: 


Snowhite can help you select uniforms 
that will give your Practical Nurses, Stu- 
dents, Aides and other uniformed person- 
nel the well-groomed look which creates 
favorable impressions and uniform satis- 
faction. 


Your request for a catalog or a call by a 
Snowhite representative will not obligate you. 





224 W. Washington Street 
Milwaukee 4, Wisconsin 














NURSE ORIENTATION 


(Begins on page 67) 


dicate the chart rack and arrangement, 
color indices, location of assignment 
sheets, time sheets and other forms. 

It is important that staff members 
show their acceptance of the newcomer 
by attitudes of warm friendliness. 
Therefore, at lunch, a staff nurse 
should be appointed to accompany the 
new nurse to the cafeteria, pointing 
out practical details which she will 
need to know and continuing intro- 
ductions to other members of the 
hospital family along the way. When 
the head nurse is not actively conduct- 
ing the formal aspects of this day’s 
general introduction to the nursing 
unit, the new nurse may be introduced 
to the patients and assist one of the 
staff nurses as she carries out her func- 
tions of nursing care. A brief confer- 
ence with the head nurse should be 
planned at the end of this first day so 
that questions may be answered and 
plans discussed for the next day. 

On the third day more detailed ex- 
planations of the specific responsibili- 
ties of the staff nurse are presented by 
the head nurse. At all times, it is most 
important to adapt the program to the 
needs of the individual nurse, giving 
more time and attention to areas in 
which she indicates or expresses a need. 
Inviting this freedom of expression 
helps to put her at ease and increases 
her sense of security. Specific instruc- 
tions in relation to the following are 
presented throughout the day: 

1. The method of assignment fol- 
lowed in order to utilize nursing serv- 
ice personnel most effectively and to 
coordinate with the student nurse pro- 
gram, endeavoring at all times to fur- 
ther the objectives of each and insure 
good patient care; 

2. The responsibilities and specific 
duties of the staff nurse throughout the 
day as outlined in detail in the job de- 
scription for her tour of duty; 

3. The duties of the auxiliary per- 
sonnel of the nursing teams—nursing 
aides, orderlies, and ward clerks—who 
function closely with the nurses, re- 
lieving them of many essential but 
non-nursing duties; 

4. The method of charting used; 

5. Admission and discharge pro- 
cedures, and 

6. Various requisition forms for the 
lab., x-ray, central supply, pharmacy, 
etc. 

Again, the day is ended with a brief 
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conference between the head nurse and 
the new nurse to evaluate the program 
thus far. 

On the fourth day, the head nurse, 
or a staff nurse delegated by her, con- 
tinues the orientation program with 
detailed instructions in regard to medi- 
cations, treatments, procedure books 
and ward manuals, doctors’ order 
books, method of posting orders and 
use of Kardex, nursing care plans for 
each patient and hospital fire and safety 
programs. Each of these must be pre- 
sented carefully and thoroughly, giv- 
ing ample opportunity for discussion 
of details as required. Again these are 
developed concurrently with a specific 
assignment relating each phase of in- 
struction to care of the patient. An 
evaluation of the orientation program 
up to this time is effected through 
a discussion at the end of the day 
among the head nurse, the staff nurse 
who participated in the program and 
the new staff member. Final plans can 
thus be formulated for the fifth and last 
day of the formal orientation program. 

On the fifth day, the patient care 
assignment is planned to include cor- 
relation of materials not yet covered 
or as indicated or requested by the 
new nurse. In the afternoon the head 
nurse again conducts a formal confer- 
ence to determine whether or not all 
the verbal and written communications 
presented thus far have been under- 
stood. 

Finally, the director of nursing serv- 
ice concludes the formal orientation 
program with a brief conference to re- 
view briefly what has been covered and 
to ascertain whether or not further as- 
sistance is needed. Suggestions offered 
by the new nurse in appraising the 
orientation program often provide 
practical ideas for its improvement so 
that it may truly be a communicative 
tool. 

Assuredly, learning comes through 
practical experience and daily function- 
ing within the hospital. However, a 
well planned program of orientation 
offers a very real and objective means 
of inculcating a spirit of understanding 
and a sense of belonging. As a result, 
it is hoped that new staff members 
will gain a comprehensive view of the 
entire hospital, acquainting themselves 
with the various members of the hos- 
pital family and the important role of 
each and every individual in achiev- 
ing the hospital’s over-all aim and pur- 
pose—quality patient care in accord- 
ance with Christian principles and 
ideals. 
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germicide 
in 
aerosol form 


La aa 


Zephiran is now available in a convenient aerosol 
spray for fast, even application. It is useful in surgical 
and gynecologic practice as well as in general prac- 
tice for disinfection of skin and as a first-aid measure 
In abrasions and lacerations. This spray assures 
quick over-all disinfection with Zephiran, long known 
for its thoroughness and safety of action. 


ZEPHIRAN (erano OF BENZALKONIUM, AS CHLORIDE, REFINED), TRADEMARK REG. U. S. PAT. OFF. 1529 
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7EPHIRAN spray > 


Available: Zephiran Chloride Spray, Tinted Tincture 


1:750. Each aerosol plastic bottle contains i *, 
. OZ. 


Note: Zephiran Chloride Aqueous .Solution is still 
available for use on widely denuded tissue surfaces, 
and on mucous membranes or areas near mucosa. 


(|, Jithnop LABORATORIES New York 18, N. Y. 
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A vital factor in 


Nursing Education is 


The Library Committee 


in a 


School of Nursing 


HE LIBRARY COMMITTEE of the 

Sisters of Charity School of Nurs- 
ing in Buffalo, N.Y., was organized in 
1943 when the school of nursing was 
reopened. In 1959 the school of nurs- 
ing moved into a new educational 
building which houses school offices, 
an auditorium, classrooms, laboratories 
for the nursing and nutrition sciences, 
and a modern, well-lighted, well- 
equipped library which offers students 
and faculty professional, educational 
and recreational facilities. 

Many people use this library—stu- 
dent nurses, instructors, administrative 
nursing personnel, graduates who are 
attending local colleges and nursing 
service personnel. In order to meet the 
needs of these diverse groups, the li- 
brary committee was reorganized last 
year and is now composed of the di- 
rector of the student health program, 
the director of education, the librarian, 
and representatives from medical-sur- 
gical nursing, maternal-child nursing 
and the supervisory staff. The librarian 
at Canisius College is considered an 
ex-officio member of this committee, 
since nursing school instruction in the 
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biological and social sciences is given 
at the College. 

The chairman of the library com- 
mittee is appointed by the director of 
the school of nursing and nursing serv- 
ice. Following the appointment of new 
members an orientation meeting is 
called by the chairman. Regular meet- 
ings are held monthly during the 
school year and recommendations are 
sent in writing to the faculty for ap- 
proval before being put into action. 

At first, the committee was con- 
cerned with such matters as regula- 
tions for use of the library, establishing 
an acceptable withdrawal system, main- 
taining a reserve book section, schedul- 
ing library hours and compiling a basic 
list of books for libraries on the clin- 
ical units. 

As the programs of the school and 
nursing service have expanded, so have 
the functions of the committee. The 
following current purposes of the com- 
mittee were adopted in September, 
1959 and have been included in the 
Faculty Manual: 1. Set up a good orien- 
tation program for users; 2. plan the 
removal of out-dated materials; 3. re- 
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view current books, pamphlets, peri- 
odicals and visual aids and make pur- 
chases within limits of the budget; 4. 
determine the adequacy of the collec- 
tion in relation to the demand; 5. de- 
vise a record system that will indicate 
the extent to which the library is used; 
6. analyze library activities quarterly; 
7. set up a collection of material which 
will forward the educational objec- 
tives of the school, serve the needs of 
the students and faculty and provide 
them with stimulating, informative 
and enriching curricular, co-curricular 
and recreational reading material; 8. 
submit a tentative budget yearly to the 
director of the school; 9. provide a 
medium for the proper maintenance 
and codrdinated use of audio-visual 
aids, and 10. provide for the selection 
and purchase of new books. 

During the past year, the library 
committee compiled a librarian’s man- 
ual describing the objectives of the li- 
brary, the orientation program used to 
acquaint new students and personnel, 
maintenance of statistical records, care 
and distribution of audio-visual ma- 
terials and library procedures includ- 
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hospital 
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BEST 


available through your 
surgical supply dealer! 


SMo INTERNAL 
BONE APPLIANCES 


Screws—Plates 
Medullary Nails 
Hip Prostheses 
Hip Nails 
Osteotomy Plates 
Pins and Wires 


BONE INSTRUMENTS 


Surgical Saw 
(Oscillation and 
Rotation/Explosion-Proof) 
Drills—Chisels 
Screw Drivers 
Epiphysis Stapling 
Osteotomes and Gouges 
Hammers and Mallets 
Retractors—Rongeurs—Forceps 
Elevators—Clamps 
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OEC products shipped to the 50 
United States and 50 foreign coun- 
tries from Baffin Bay to the Bay 
of Bengal. 
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ORTHOPEDIC EQUIPMENT CO. 
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ing the processing and marking of 
books for shelf use and methods of 
borrowing or reserving a book. 

The committee also established a 
library budget designed to ensure an 
equitable sum for each program area 
of the curriculum. The director of each 
program is responsible for the expend- 
iture of the allocated funds and ap- 
proves all requests for purchases within 
her area. The amount appropriated in 
each instance is determined by the 
number of credit hours for each sub- 
ject in relation to the total credit 
hours in the curriculum. 


School of Education 





St. Jnhnu's 
Uniuersity 


BACHELOR OF SCIENCE* (Nursing) 


MASTER OF SCIENCE (Nursing Education) 
SCHOOL NURSE TEACHER CERTIFICATION 


*Program is accredited by the National League for Nursing for first level positions in 


public, health agencies. 


St. John’s University is one of the accredited institutions which receives Federal 
Traineeship Funds. Courses offered in Baccalaureate and Master’s degree programs 
for students who wish to meet the requirements for School Nurse Teacher 


Certification in New York State. 


All graduate courses are held at the University Campus and undergraduate courses 
at both the University Campus and the Brooklyn Center. There are morning, after- 
noon and evening sessions. The Department also conducts Summer Sessions and 
Intersessions at both divisions and offers several off-campus courses during the 


Fall and Spring terms. 


MAJOR STUDY AREAS OFFERED TO MASTER’S DEGREE CANDIDATES: 


ADMINISTRATION 


Hospital Nursing Services 
Nursing Education Programs 


TEACHING 


Nursing Education Programs 
Clinical Area; Medical-Surgical Nursing 


SUPERVISION 


Hospital Clinical Services 
Public Health Nursing Services 


For complete information write or call: St. John’s University Department of Nursing 
Education, 96 Schermerhorn Street, Brooklyn 1, N. Y. TRiangle 5-8100. 


NURSING EDUCATION 








FUTURE C.H.A. CONVENTIONS 


Detroit ...... June 12-15 1961 
St. Louis ....May 21-24 1962 
Chicago ..... June 9-12 1963 











In addition, the committee insti- 
tuted an active solicitation program 
to increase library holdings, which re- 
sulted in 280 professional books do- 
nated by the medical staff of the hos- 
pital, the World Book Encyclopedia 
and 169 leisure reading books donated 
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by the Parents Association. Members 
of the hospital guild, which has de- 
veloped a deep interest in the library, 
not only have donated more than 200 
books, but also have worked as volun- 
teers, staffing the library and assisting 
the librarian in the revision of the 
card catalog, now nearing completion. 

At each of the committee’s regular 
meetings, the librarian reports on such 
matters as library attendance, new books 
received, the number of old books 
withdrawn from the shelves, circula- 
tion figures for books, magazines and 
pamphlets and suggestions or ques- 
tions which have been submitted to 
her. Representatives from other inter- 
ested groups are invited to attend the 
meetings periodically. 

Because of the difficulty of arrang- 
ing a time for students and faculty to 
meet jointly, there are no student 
nurses serving on the library commit- 
tee. Instead, the student nurses’ or- 
ganization has formed its own library 
committee which meets monthly and 
sends written reports to the faculty li- 
brary committee. The objectives of 
this student committee, as stated in the 
Student Handbook, are: to maintain 
and revise a student library manual; 
to select and refer to the student or- 
ganization books for professional and 
leisure reading; to share the responsi- 
bility for the care of the art and bulle- 
tin board material in the library, and 
to proctor the library whenever neces- 
sary. 

Members of both the faculty and 
student library committees demon- 
strate an interest in many of the co- 
curricular activities pertaining to li- 
brary work. Both committees, for ex- 
ample, had members participating in 
the Western New York Catholic Li- 
brarians’ Conference last year. The 
chairman and librarian of the faculty 
committee also attended a one-day 
workshop in Toronto the previous year, 
and a member of the student commit- 
tee was awarded second prize in the 
annual Catholic Book Week essay con- 
test. 

Both library committees have con- 
tributed to the educational program 
of the school, determining, through 
coéperation with students and faculty, 
what books and periodicals are neces- 
sary for courses and to be provided 
by purchase or loan. Both also have 
proved their effectiveness, encouraging 
interested people to contribute books, 
periodicals and time, thereby cultivat- 
ing a responsible awareness of the 
need for library facilities. 
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Hot compresses in 6 seconds 


NO BOILING WATER—NO HOT PLATES OR RUBBER GLOVES 


Amazing new unit saves valuable nursing time, prevents scalded hands and eliminates un- 


comfortable wringing. Here’s how it works: 
1. Dip packs in cold water, 2. Shut lid. Push 3. Lift lid, 


wring out unwanted mois- steam-lever once hot packs 
ture while it’s comfortable— _ or twice, wait just are ready 
place in Fresh-O-Matic. six seconds. to apply. 


USED BY 11 MAJOR MINNEAPOLIS HOSPITALS 

Fresh-O-Matic has become a real friend of busy nurses. First, 
it’s so convenient. Secondly, nurses have found they get better 
quality packs—not too moist, not too dry. They can wring out 
unwanted moisture when packs are dipped in cold water, before 
they’re placed in Fresh-O-Matic. 


FRESH-O-MATIC TRAVELS TO PATIENT’S BEDSIDE 


¢ Carries its own water sing 1 any service cart. 

¢ Takes about one square foot Plugs into standard 110-volt 
of space. outlets. 

¢ Fits most bedside tables or @ Safe—ULandCSA approved. 


(fresh-o-matic.) § © © @ 


BY WEAR-EVER 








ATTENTION: DIRECTOR OF NURSING 
Wear-Ever will arrange a demonstration at 
your convenience. Simply mail this coupon. 
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Wear-Ever Aluminum, Inc. HP-2 
Fresh-O-Matic Division 

Wear-Ever Blidg., New Kensington, Pa. 
Gentlemen: please call me regarding a demon- 
stration of the Wear-Ever unit for instant 
heating of hot packs. 

Name 

Hospital 

Address 

City Zone State. 








My Hospital Supply House Is: 





FEBRUARY, 1961 For additional information, use postcard facing back cover. 





i ceaniiiabdammions eaacinires cassie tee ee a he 


3 











Planning for Effective 


~ Personnel Policies 


IXTY-FIVE to 70 per cent of a gen- 
S eral hospital's operating expenses 
is for payroll. And, within the next 
five years, the salaries, conditions of 
employment and fringe benefits in gen- 
eral for hospital employes will most 
likely increase. What this means is 
that the hospital dollar, which is in- 
tended to provide the best possible 
medical care, is going largely for per- 
sonal services. How well these personal 
services will be rendered will depend 
to a great extent on the over-all ef- 
fectiveness of the hospital employes. 

This effectiveness is dominated by 
the collective attitudes of the employes, 
and these attitudes in turn are shaped, 
for better or worse, by the personnel 
policies of administration. Personnel 
policies, therefore, represent to a great 
degree the image of the hospital in 
the mind of the employe. 
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any employe alleging breach of con- 
tract must prove that he has sustained 
a financial loss as a result of the em- 
ployer’s abrogation of the contract. 

The formulation, promulgation and 
implementation of personnel policies 
are complex undertakings. The line 
employe, the department head, mid- 
dle or staff management and top ad- 
ministration—all see a different pic- 
ture of what needs to be accomplished, 
what policy might achieve this end, 
and how this might best be put into 
action. In short, it will be necessary 
to have a nearly complete understand- 
ing on all four levels. 

In the new hospital, after the selec- 
tion of an administrator, a personnel 
director, a medical director, a director 
of nursing service and several key de- 
partment heads, it is time to begin 
the recruitment of personnel for the 
various departments. Here with so 
many other tasks to be met, one very 
well might be tempted to recruit per- 
sonnel simply by telling them approxi- 
mately what their jobs and salaries will 
be, adding that the rest of the person- 
nel policies will be made up as the 
work goes along. Such a procedure, 
however, would be ill-advised. Appli- 
cants with a wide choice of positions 
would take little time in rejecting the 
hospital’s offer; they would hardly be 
interested in buying a pig in a poke. 
A detailed formation of a set of per- 
sonnel policies, therefore, should be 
included in the new hospital’s list of 
most important duties. 

A large share in the initial step of 
policy formation will take place on 
the level of top management. The 
board of directors and the administra- 


Every enterprise which employs ‘tor should tell the personnel director 


human beings to accomplish its ob- 
jectives has personnel policies. Even 
the generalization that a person should 
treat his employes as he himself would 
wish to be treated is a personnel pol- 
icy of sorts, though far too broad to 
be meaningful for the security-minded 
society of today. Quite simply, per- 
sonnel policies are statements of what 
an organization expects of its employes 
and what the employes may, in return, 
expect from the hospital. This mutual 
understanding together with remunera- 
tion for services are the elements 
which constitute a legal contract. 
There have been instances in which 
the courts have upheld personnel pol- 
icies as legally binding contracts on 
the employer and employe. They have 
interpreted written as well as oral pol- 
icies, although it is generally true that 


the general policies they wish to fol- 
low. The personnel director, in turn, 
may wish to advise them on several 
general points. There is no fixed cutoff 
as to where the board and administra- 
tor should have the last word and 
where they should permit the person- 
nel director to hold sway. Certainly, 
however, once the general policies 
have been established and the particu- 
lar policies are being written, the pet- 
sonnel director, as a specialist in the 
field, should be granted a larger part 
in any final decision on these pat- 
ticulars. 

There are several reasons for this. 
The personnel director, through per- 
sonal surveys of employment condi- 
tions and personnel policies in other 
hospitals and industries within the 
area, together with a knowledge of 
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NEW PRODUCT ANNOUNCEMENT 


The Wm. S. Merrell Company 
announces the availability of 


MER/29 


(brand of triparanol) 





-»-.the first cholesterol-lowering 
agent to inhibit the formation of excess 
cholesterol within the body. 


eee reduces both serum and tissue 
cholesterol levels, irrespective of diet. 


»eenO demonstrable interference with other 
vital biochemical processes reported to date. 


eeetOleration and absence of toxicity established 
by 2 years of clinical investigation. 


ee-convenient dosage: One 250 mg. capsule daily, 
before breakfast. 


it as an aid to patients with hypercholesterolemia and 


| . 
| Clinical findings of therapy with MER/29 establish 
conditions thought to be associated with it, such as 


| *coronary artery disease (angina pectoris, 
postmyocardial infarction) 


*generalized atherosclerosis 


supplied in bottles of 30 pearl gray capsules 
for professional literature write to Hospital Department 


CoD THE WM. S. MERRELL COMPANY / Cincinnati 15, Ohio 
St. Thomas, Ontario 


Trademark: 'MER/29' 
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b SEAMLESS 


New Lamino pads afford the ideal bal- 
ance of cellulose for spreading drainage 
and high-grade cotton for greatest ab- 
sorbency. The new stitched gauze cov- 
ering provides a soft surface, yet is 
remarkably strong even when wet. 
This unique construction contains 
drainage, without puddling, more effi- 
ciently than with other pads, and sim- 
plifies handling after use. For moderate 
drainage, single Lamino pads, with 
nonabscrbent cotton to protect bed 
linens, can be used alone. For heavy 
drainage, several ‘“‘all-absorbent”’ 
Lamino pads are recommended. 

Lamino pads are available in various 
sizes, or in rolls 8’’ x 20 yds. when pads 
of many different lengths are required. 
See your hospital supplies dealer about 
sizes and quantity prices. 








COTTON RESERVOIR ‘ 


GAUZE 


HOSPITAL DIVISION 


THE SEAMLESS RUBBER COMPANY 


NEW HAVEN 3, CONN. 


112 





recommendations of larger national 
companies in this field, will have an 
over-all concept and “feeling” for the 
details of the policies, Then, too, the 
personnel director will be able to di- 
rect the special attention of his su- 
periors to those policies which are 
most likely to cause tension and un- 
rest among employes if they are not 
properly written, interpreted and car- 
ried out. A few of these more sensitive 
policies, for example, would be sick 
leave, vacation, holidays, overtime and 
grievances. 

The ultimate reason for preparing 
a personnel policy, of course, is to 
strengthen that sense of justice which 
must permeate the relationship be- 
tween employe and employer if there 
is to be harmony in labor. Justice is 
a very difficult concept, and rendering 
justice through a written policy or law 
is as complex as the structure of man- 
kind itself. Even the so-called behav- 
ioral scientists who style themselves 
as agnostics and atheists will grant 
nevertheless that each man is a unique 
being. The problem then is how can 
one hope to act justly with one em- 
ploye without raising charges of fa- 
voritism and injustice from the others? 
This problem is at the very heart of 
the reason why text book principles 
alone simply cannot be applied to per- 
sonnel policies. 

Perhaps one of the most delicate 
personnel policies is that which gov- 
erns sick leave. Here there are several 
divergent views. 

First, there is what might be called 
the “harsh approach,” whereby the em- 
ployer says that he will pay for services 
rendered by the employe, but if the 
employe is not present to render serv- 
ices then he will not be paid. Such a 
statement might be backed up by the 
righteous opinion that since the in- 
come used for payroll is derived di- 
rectly from the patient, then the pa- 
tient should not pay for a service he 
does not receive. 

However, if this argument were ar- 
ranged as a syllogism and its premises 
carefully examined, one would note 
that a gratuitous assumption has been 
made as to the interpretation of serv- 
ices which should be paid for by the 
patient and the accounting procedure 
which would be necessary. If this 
spurious argument were to be carried 
to a logical conclusion, the accounting 
system would require that the hospital 
quite literally charge for each glass of 
water or morsel of food that the pa- 
tient eats and credit him for each he 
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does not consume. This reduction of 
the argument points out the dangers 
inherent in rationalizing personnel 
policies. 

On the other side of the scale, there 
is the type of policy which from the 
first date of employment simply would 
pay each employe his full weekly or 
monthly salary regardless of the days 
he is ill. It requires no great stretch of 
the imagination to see that this pol- 
icy would be wasteful in the extreme, 
causing untold dissension among em- 
ployes because of the abuses human 
frailty would certainly make of such 
a loosely-planned policy. 

A third type of policy would be one 
which would take into consideration 
certain individualized traits, while at 
the same time preserving sufficient 
uniformity to allay charges of favor- 
itism—a principle which should be 
considered in all hospital personnel 
policies. 

This particular model policy would 
grant to an employe one day of sick 
leave for each month of work, begin- 
ning with his fourth month of employ- 
ment. The employe would be able to 
use this sick leave, but would not be 
paid for days in excess of those he is 
entitled to by the agreement. 

For example, a person employed at 
the hospital for one year will earn 
nine days of sick leave. If he is ill for 
three days, he will be paid for those 
three days and retain the remaining 
six days. By returning to work and 
continuing without absence through 
the three ensuing months, his balance 
of sick leave would be rebuilt to nine 
days. This would continue until the 
point where he would have a book 
‘balance of 30 days sick leave. Based 
on a five-day work week, this balance 
would assure him of six weeks pay, al- 
though he might not be able to work 
a single day during that period. 

How about the person who is able 
to earn a book balance in excess of 30 
days? How is this person with an ex- 
ceptional attendance record to be te- 
warded? One way would be to estab- 
lish a November cutoff date and pay 
the employe some 50 per cent of base 
salary for unused sick leave in excess 
of 30 days, with payment falling near 
the Christmas holidays. Such an at- 
rangement would certainly please the 
employe as recognition for his unusual 
service record. 

A policy on sick leave such as that 
described here is predicated on the 
fact that each person has a different 
threshold and tolerance of pain. 
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Granted comparable amounts of job 
interest, moral stamina, good will, etc., 
employe A with X amount of pain 
will be able to work and function 
while employe B with X amount of 
pain may have to stay home, Since em- 
ploye B is morally justified for absent- 
ing himself from work when sick, he 
should not be penalized for his absence, 
and, if he has accrued sufficient sick 
leave, he should be paid under this 
policy. On the other hand, employe A 
who is able to function under unusual 
circumstances should receive some re- 
ward in equity, although in strict jus- 





tice he may not be entitled to it. The 
morale factor involved can be used as 
a justification for paying employe A 
for unused sick leave in excess of 30 
days because his services have taken 
on an extraordinary character of stabil- 
ity which can be translated into a dol- 
lars-cents benefit to the hospital. 

The principal reason for citing this 
policy regarding sick leave is to dem- 
onstrate the depth of thought which 
must go into a good personnel policy. 
In an established hospital, all modifi- 
cations of personnel policies, and es- 
pecially those having to do with fringe 
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benefits, should be handled very deli- 
cately and with careful preparation. 

If a shortage of nursing personnel, 
for example, makes it necessary to re- 
duce a regular vacation period of three 
or four weeks to a lesser amount, the 
change should be made at a time when 
some additional benefit is offered to 
the employes. The ever-increasing sal- 
ary rate here becomes a blessing be- 
cause a vacation adjustment when 
combined with a salary increase usually 
will not result in a too unfavorable 
reaction. 

This method of substituting one 
benefit for another in order to arrive 
at a more equitable and businesslike 
over-all policy, as numerous attitude 
surveys attest, has proved a most suc- 
cessful approach. Any device of this 
type, of course, is only as good as the 
method and means of communicating 
these changes to the affected employes. 
In older hospitals especially, an attitude 
survey on personnel policies in general 
or on policies which the administra- 
tion would like to change, sometime 
proves to be quite illuminating, par- 
ticularly when it points up that con- 
cepts held by administrative personnel 
regarding the attitude of the line em- 
ploye might be in complete variance 
with the facts. 

In summary, the points of particular 
interest in personnel policy adminis- 
tration are these: 

1. Personnel policies always exist 
whether they are recognized as such 
or not. 

2. These policies can be devised, 
written and administered on a scientific 
basis which will eliminate at least 
some of the possibility of grave error. 

3. Writing, interpreting and im- 
plementing personnel policies is a spe- 
cialty field about which no administra- 
tor need feel ashamed to seek expert as- 
sistance. 

For those hospitals which do not as 
yet have expert advice, local industries 
will sometimes lend this service free 
of charge to help establish a proper 
personnel program. Even if the hos- 
pital has to pay for professional advice 
and consultation, it might well save 
itself a great deal of money in the long 
run by doing so. Another source for 
help in this area is the Catholic Hos- 
pital Association, which has issued a 
sample personnel policy, available 
through its central office, which is a 
safe starting point for any Catholic 
hospital which does not as yet have 4 
comprehensive set of personnel pol- 
icies. 
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Personnel Changes 


M@ SISTER M. BARBARA, O.S.F., has been 
named administrator of St. Francis 
Hospital, Cape Girardeau, Mo. She 
succeeds Sister M. Virgilia, who has 
been appointed as assistant to the 
United States Provincial, Mother M. 
Fidelis. Sister Barbara has been ad- 
ministrator at St. Francis Hospital, 
Waterloo, Ia., for the past six years 
and holds degrees in nursing from St. 
Louis University and the Marquette 
University College of Nursing. 

@ BERNIE ROBERTS, R.Ph., has been 
engaged as assistant to the chief phar- 
macist at St. Mary of Nazareth Hos- 
pital, Chicago, Ill. 

@ SISTER MARY JOHN, O.S.F., adminis- 
trator of New Castle Hospital, New 
Castle, Pa., was recently elected second 
vice-president of the Hospital Associa- 
tion of Pennsylvania. 

™@ FRANCIS G. CONNELLY has been ap- 
pointed assistant administrator of St. 
Mary's Hospital, Milwaukee, Wis. Mr. 
Connelly had been personnel director 
of St. Mary’s since 1954. 

@ WILLIs C. COBB has been appointed 
assistant administrator of Mercy Hos- 
pital, Laredo, Tex. Mr. Cobb had 
been purchasing agent and general 
business manager of the Hospital for 
the past six years. 

™@ SISTER MARY MERCY, C.D.P., has be- 
gun field training in social casework 
at Santa Rosa Children’s Hospital, San 
Antonio, Tex. 

@ JOSEPH J. MARSH has succeeded Sis- 
ter Mary Mildred, O.S.F., as food 
service director at St. Francis Hospital, 
Evanston, Ill. Sister Mary Mildred was 
recently appointed superior at St. 
John’s Home, Rockaway Park, N.Y. 

@ SISTER M. HYACINTH, O.S.F., former 
administrator of St. Anthony’s Hos- 
pital, St. Louis, Mo., has been ap- 
pointed administrator of St.’ Mary’s 
Hospital, Racine, Wis. She succeeds 
Sister M. Estelle, O.S.F., who has 
been named administrator of St. Eliza- 
beth’s Hospital, Appleton, Wis. 

@ MISS MARTHA ZEBROWSKI, former 
secretary to Sister Clarus, F.M.M., 
assistant administrator at St. Francis 
Hospital and Sanatorium, Roslyn, 
N.Y., has been named personnel direc- 
tor for the hospital. 
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by MARIE T. AUBUCHON 


FORTY-SIX STUDENTS from 16 states attended the Nursing Service Administration Work- 
shop recently held at Providence Hospital, Washington, D.C. The 12-day workshop was 
conducted by Miss Viola Bredenberg (far right), director of Nursing Service for the Catholic 


Hospital Association. 








Honors and Appointments 


@ SISTER EUGENE MARIE, C.R.S.M., for- 
mer administrator of Mercy Hospital, 
Sea Isle City, N.J., was honored for 
her six years of service at the hospital 
with an inscribed plaque presented her 
during a civic ceremony. Sister Eugene 
Marie sincé has been transferred to 
Misericordia Hospital, Philadelphia, 
Pa. 


@ SISTER MARY LEONARD, R.S.M., ad- 
ministrator of Our Lady of Mercy Hos- 
pital, Mariemont, Ohio, has been 
elected to serve as treasurer for the 
Greater Cincinnati Hospital Council. 


@ DR. BERTHA LEVY, a staff member 
of St. Anthony Hospital, Oklahoma 
City, Okla., and a director of the Okla- 
homa State Association for Mental 
Health, recently was chosen as one of 
seven womien honored in a “Salute to 
Women Who Work Week” sponsored 
by the Oklahoma City Downtown 
Association. 


@ ST. CATHERINE HOSPITAL, East Chi- 
cago, Ind., has been presented an award 
by the Catholic Interracial Council of 
Chicago for its policy of integration. 
Sister Mary Vitusa, administrator, 


commenting on the award, observed, 
“This hospital was established by our 
order of nuns to serve the sick—all the 
sick, regardless of skin color. Almost 
all the physicians in the area are on 
our staff, and that includes seven Negro 
doctors.” The hospital does not keep 
records by race or creed either for its 
personnel or its patients, and it has 
maintained a long-established policy of 
hiring and promoting personnel on 
merit alone. 


@ DR. HAROLD PRICE, a medical staff 
member of St. Joseph Hospital, Bur- 
bank, Calif., has been elected vice- 
president of the Pacific Dermatological 
Association. 


@ DR. HARROLD A. MURRAY is the new 
medical coérdinator of All Souls Hos- 
pital, Morristown, N.J. A former pres- 
ident of the New Jersey Medical 
Society, Dr. Murray is the father of 
the Rev. Harrold A. Murray, assist- 
ant director of Catholic hospitals of 
the Newark Archdiocese. 


M@ DR. MAURICE COSTELLO, president 
of the New York Dermatologist Soci- 
ety, has been awarded the St. Vincent 
de Paul Medal, the highest award pre- 
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sented annually by St. John’s Uni- 
versity in New York. Also honored 
at the university's convocation was 
Mother Loretta Bernard, mother gen- 
eral of the Sisters of Charity, who 
received an honorary doctorate of 
science. 


M@ SISTER MARY COLUMBA, pharmacist 
at St. Joseph’s Hospital, Toronto, Can- 
ada, has been awarded a $750 graduate 
fellowship in hospital pharmacy by 
the Canadian Foundation for the Ad- 
vancement of Pharmacy. 


™@ SISTER M. SCHOLASTICA, R.S.M., ad- 
ministrator of Mercy Hospital, Balti- 
more, Md., was named treasurer of the 
Hospital Council of Maryland, Inc., 
recently. 


™@ SISTER MARIE DE PAZZI, CS.J., ad- 
ministrator of Sacred Heart General 
Hospital, Eugene, Ore. has been 
elected vice-president of the Oregon 
Association of Hospitals. 


@ THE REV. ANTHONY F. BAU, S.J., 
has been elected president of the Cath- 
olic Medical Mission Board. He suc- 
ceeds the Rev. Edward F. Garesche, 
S.J., who died last October after di- 
recting the mission board’s work for 
31 years (HOSPITAL PROGRESS, No- 
vember, 1960, p. 77). 


@ A. W. TUDESCO has been named 
president of the newly-formed lay ad- 
visory board of Sacred Heart Hospital, 
Tomahawk, Wis. 


M@ SISTER M. DELPHINA, O.S.F., admin- 
istrator, and Crayton Mann of St. 
Margaret Hospital, Hammond, Ind., 
have been named chairman and vice- 
chairman respectively of the Council 
on Education and Public Relations of 
the Indiana Hospital Association. 


M@ MRS. DOROTHY SMITH NIEMIEC, 
staff technician in the department of 
radiology at St. Catherine Hospital, 
East Chicago, Ind., recently won a first 
place award for a scientific paper en- 
titled, “The Abdomen,” submitted at 
the annual convention of the Indiana 
Society of X-Ray Technicians. 


M@ SISTER M. AGATHA, O.S.F., admin- 
istrator of St. John Hospital, Steuben- 
ville, Ohio, has been made a member 
of the American College of Hospital 
Administrators. 


™@ JOHN F. REILLY, teacher at LaSalle 
Military Academy, Oakdale, N.Y., has 
been named managing editor of the 
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Institutions, sponsored by the Depart- 
ment of Education, National Catholic 
Welfare Conference. 


@ T. E. CALLAHAN, former assistant 
administrator of the Schumpert Me- 
morial Sanitarium, Shreveport, La., and 
a past-president of the Northwest Lou- 
jsiana Hospital Council, has been ap- 
pointed assistant secretary of the 
American Hospital Association Coun- 
cil on Association Services. 


@ CARROLL W. OGREN, assistant ad- 
ministrator at Washoe Medical Center, 
Reno, Nev., is the president of the 
Nevada Hospital Association, which 
last October formally became the last 
state to become a full state association. 
Serving as treasurer of the N.H.A. is 
Sister Helen Margaret, O.P., admin- 
istrator of Rose de Lima Hospital, 
Henderson, Nev. 


M@ DR. R. WALTER SCHLESINGER, di- 
rector of the department of microbi- 
ology at the Saint Louis University 
school of medicine, has been appointed 
to serve as first chairman of the newly 
formed division of virology of the So- 
‘ciety of American Bacteriologists. 


@ SISTER ALMA EUGENE, C:S.C., comp- 
troller of St. Alphonsus Hospital, 
Boise, Ida., has been elected secretary- 
treasurer of the Idaho Hospital As- 
sociation. 


@ DR. GEORGE BRICK, chief surgeon at 
St. Francis Hospital, Jersey City, N.J., 
was guest of honor at a testimonial 
dinner given by the institution’s med- 
ical staff recently. Dr. Brick, marking 
his 50th anniversary as a doctor, was 
presented with a plaque by the dinner 
committee and a gift from the sisters 
at the hospital. 


Anniversaries and Jubilees 


HM FOUR PHYSICIANS and surgeons 
were honored recently by the Sisters of 
the Holy Family of Nazareth at St. 
Mary of Nazareth Hospital, Chicago. 
Those feted were Dr. Florian G. Os- 
ttowski, who celebrated his 50th an- 
hiversary as a member of the staff, and 
silver jubilarians Dr. C. E. Krasniew- 
ski, Dr. Norman Silverstein and Dr. 
Daniel Sokolowski. 


@ SISTER MARY DE SALES, R.S.M., fe- 
cently celebrated her 60th anniversary 
Of service to St. James Mercy Hospital, 
Hornell, N.Y. Sister was born in 
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County Cavan, Ireland and arrived in 
the United States in 1898. She imme- 
diately joined the Congregation of the 
Sisters of Mercy in Hornell. Sister has 
supervised all branches of nursing with 
the exception of maternity care. 


@ ST. VINCENT’S HOSPITAL’S Clinical 
School, Fitzroy No. 6, Victoria, Aus- 
tralia, celebrated its 50th anniversary 
recently. 


@ SISTER MARY LOUISE, S.S.M., of St. 
Mary’s Hospital, Madison, Wis., ob- 
served her 50th anniversary as a nun 


recently. Sister entered the Sisters of 
St. Mary Motherhouse in St. Louis at 
the age of 18. She has been at St. 
Marty's Hospital in Madison, Wis., 
since 1947, 


™@ SISTER MARY JOHN .O’CONNOR, 
R.S.M., is serving her 22nd year as ad- 
ministrator of St. Catherine’s Hospital, 
Omaha, Neb. Sister celebrated her 
50th year as a professional religious 
last year. 


@ SISTER RUTH CLARE, S.C., medical 
record librarian at St. Elizabeth Hos- 
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pital, Elizabeth, N.J., recently cele- 
brated her 50th anniversary as a 
teacher. 


™@ ST. JOSEPH’S HOSPITAL, Ashland, 
Wis., celebrated its 75th anniversary 
recently. The hospital held open house 
in connection with the event. 


M@ THE FELICIAN SISTERS celebrated 
their 105th anniversary recently. The 
sisters administer hospitals in 10 states, 
At present there are over four thou- 
sand Felician Sisters in active service 
in numerous charitable and educational 
institutions in the United States and 
abroad. 


Chaplains 


@ FATHER STEPHEN WALDRUFF, 
T.O.R., has replaced Father Alan Pola- 
mine, T.O.R., as chaplain at St. Ga- 
briel’s Hospital, Little Falls, Minn. Be- 
sides his regular duties, Father will as- 
sist in teaching religion. 


R.1.P. 


™@ MISS RUTH SCHWARZ, executive 
secretary to the Dean of the St. Louis 
University School of Medicine, died 
recently in St. Louis. During her 34 
years as a secretary at the medical 
school, Miss Schwarz assisted Rev. Al- 
phonse M. Schwitalla, S.J., when he 
was president of the Catholic Hospital 
Association. Miss Schwarz will be re- 
membered for her work at many of 
the C.H.A. conventions. 


I ST. JOHN’S HOSPITAL, Springfield, 
Mo., recently held an institute on job 
analysis conducted by W. I. Christo- 
pher, director of personnel services of 
the Catholic Hospital Association. Ap- 
proximately 75 people attended the 
day and a half session, many from 
other hospitals. St. John’s is currently 
undertaking a huge job analysis pro- 
gram affecting 550 employes. 


@ THE NEW $1.5 million St. Joseph's 
Hospital, Nogales, Ariz., in operation 
since March, 1960, was dedicated re- 
cently. The Minim Sisters of Mary 
Immaculate own and administer the 
50-bed hospital. 


@ A $2 MILLION building fund drive 
has been launched by St. Francis Hos- 
pital, Trenton, N.J., to raise money to 
complete the financing of an expansion 
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program at the medical center. Plans 
include a new 160-bed wing and en- 
largement and improvement of the 
laboratory, outpatient and surgical de- 
partments. A mew convent also is 
planned to replace the presently exist- 
ing 85-year-old structure. Total cost 
of the construction project is estimated 
at $4 million of which the Sisters of 
St. Francis will make available $1.25 
million, with another $750,000 ex- 
pected in the form of a federal grant. 


® CONSTRUCTION on the 322-bed, $8 
million, new St. Joseph’s Hospital, 
Towson, Md., is expected to begin 
within the next 12 months. St. Jo- 
seph’s, for the first time, will be able 
to offer deep x-ray treatment, physical 
therapy and radioactive isotope pro- 
cedures. 


@ WORK HAS PROGRESSED on the new 
three-story north wing of St. Lucas 
Hospital, Faribault, Minn. The project, 
costing about $450,000 is expected to 
be completed Jan. 1, 1962. 


@ ST. FRANCIS HOSPITAL, Kewanee, 
Ill, has announced plans for convert- 
ing the former quarters of the St. 
Francis School of Nursing into a home 
for aged. The new facilities will be 
completed at a cost of $20,000. 


@ THE NEW ADDITION to St. Joseph’s 
Hospital, St. Joseph, Mo., is nearing 
completion. The new construction to 
cost $3.2 million will increase the hos- 
pital’s bed capacity to 200 beds. 


@ A $250,000 CONVENT for the Sisters 
of St. Francis, who conduct St. Eliza- 
beth Hospital, Utica, N.Y., was re- 
cently dedicated with the laying of the 
cornerstone. The new building is de- 
signed to accommodate 40 sisters and 
contains single bedrooms, a chapel, 
library, dining room, community room, 
guest rooms and a basement storage 
area, 


@ THE $4.5 MILLION addition to Holy 
Cross Hospital, Salt Lake City, Utah, 
has been dedicated. The hospital’s new 
addition brings the total number of 
beds to 300, and includes a new nurs- 
ery, eight operating rooms, an x-ray 
department, laboratories, cafeteria and 
dining rooms, central supply unit and 
an emergency department. All of the 
patient rooms in the air-conditioned 
addition will have remote control tele- 
Vision sets. 


@ ST. JOSEPH HOSPITAL, Aberdeen, 
Wash., has announced the opening of 
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a nursing home wing in the general 
hospital. The new wing adds 34 beds 
and 17 rooms to an existing unit of 
20 beds. 


M@ GROUNDBREAKING ceremonies for 
the new St. Mary Hospital, Quincy, 
Ill., were held recently. 


@ AT ST. JOHN’S HOSPITAL, Spring- 
field, Ill., construction and remodeling 
for a $1.2 million renovation project 
is rapidly nearing completion, some 
two and one-half months ahead of 
schedule. Future plans call for the 


renovation of the hospital’s east wing 
also, but estimates put the cost at 
double the present expenditure. 


@ ST. MARGARET'S MERCY HOSPITAL, 
Fredonia, Kan., recently celebrated its 
10th anniversary by inviting all chil- 
dren who had been born there and 
holding open house. About 500 chil- 
dren were present along with several 
hundred adults, 


@ SISTER ST. MARCIENNE, S.M., ad- 
ministrator of Oak Park Hospital, Oak 
Park, Ill, announced that the Mer- 
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chants Police has been retained to 
routinely patrol the hospital property. 
This measure was taken, she said, to 
further protect both patients and per- 
sonnel from individuals who have no 
reason for being on the hospital prem- 
ises. The administrator also cited that 
the continuing increase in patient ad- 
missions, personnel and the number 
of visitors make the improved security 
measure necessary. 


@ THE NEW addition to St. John’s 
Hospital, San Angelo, Tex., was dedi- 
cated recently. The ultra modern, 
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$515,000 addition includes three major 
operating rooms, surgical recovery 
room, maternity department, new-born 
and premature nurseries, patient rooms 
and offices. 


™@ ST. JOSEPH HOSPITAL, Aberdeen, 
Wash., recently opened a nursing 
home wing in its general hospital. The 
wing adds 34 beds and 17 rooms to an 
existing unit of 20 beds. The nursing 
home’s proximity to the hospital in- 
sures that all equipment and facilities, 
such as medical care, x-ray and diag- 
nostic facilities, will be immediately 
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available for the nursing home pa- 
tients. The dietary, physiotherapy and 
medical records departments have also 
been extended to the nursing home. 








M@ ST. FRANCIS HOSPITAL, Hartford, 
Conn., recently opened a section of its 
new eight-story wing. Mother Bern- 
ard Mary, C.S.J., administrator, an- 
nounced that three floors are ready for 
occupancy. The new building, accom- 
modating room for 97 beds, is ex- 
pected to be completed in the spring 
of 1961. 











M@ ST. FRANCIS HOSPITAL, Lynwood, 
Calif., now in its fifteenth year, re- 
cently announced plans for another ad- 
dition. Sister M. Christine, O.S.F., 
administrator, announced that the 
south wing will be extended to add 
another 100 beds to existing facilities, 



















™@ CONSTRUCTION on the new wing of 
St. Francis Hospital, Port Jervis, N.Y., 
is nearing completion. The new wing 
includes greatly expanded medical 
service afeas such as emergency fa- 
cilities, laboratory and x-ray depart- 
ments. 











M@ WORK CONTINUES on the new Sis- 
ters Home and chapel being con- 
structed in connection with the Holy 
Family Hospital, Estherville, Ia. The 
new additions are to be completed by 
May, 1961. 









M@ ST. MARY’S HOSPITAL, Kankakee, 
Ill, plans to build a new $900,000 
wing to house the pediatric, nursery 
and obstetrical departments. Less than 
a year ago, the hospital built a new 
wing costing $2.8 million which was 
financed through public contributions, 
federal-state aid and hospital funds. 


















@ OUR LADY OF LOURDES Hospital, 
Binghamton, N.Y., dedicated its new 
$1 million wing recently. The new 
wing increases the hospital bed capac- 
ity to 300 beds. 








M@ PLANS FOR CONSTRUCTION of a 
new hospital in Bellingham, Wash. 
were announced recently by the ad- 
visory board of St. Joseph’s Hospital, 
Bellingham. Construction will begin 
in about two years, when Hill-Burton 
matching funds are made available. 








™@ PENROSE CANCER HOSPITAL, Colo- 
rado Springs, Colo., has announced 
completion of its $300,000 remodeling 
and expansion program. The expansion 
of the cancer hospital completes the 
second phase of the long-range build- 
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ing and expansion program. The third 
phase including a chapel and remodel- 
ing of the hospital power and laundry 
plants is well under way and should be 
completed soon. 


@ PLANS HAVE BEEN completed for 
the construction of a $350,000 new 
four-story wing at Leila Y. Post Mont- 
gomery Hospital, Battle Creek, Mich. 
The new wing will be ready for use 
by the fall of 1961. 


@ ST. MARY’S HOSPITAL, Tucson, Ariz., 
has announced that its cardiac clinic 
for the medically indigent will open 
soon. The joint announcement was 
made by Sister Esther, C.S.J., ad- 
ministrator, and Virgil I. Hancock, 
executive director of the Southern Ari- 
zona Heart Association. The term, 
“medically indigent” was classified to 
include persons who have means suf- 
ficient for a modest living but who 
cannot afford medical care. 


@ EXCAVATION for a $1 million, 72- 
bed addition to St. Joseph Hospital, 
Kirkwood, Mo., has begun. The hos- 
pital, originally built in 1939 as a 
United States Marine Corps Hospital, 
was remodeled and opened to the gen- 
eral public as a non-sectarian institu- 
tion in 1954 by the Sisters of St. Jo- 
seph of Carondelet. One-half of the 
expansion is being financed by the Sis- 
ters of St. Joseph of Carondelet and 
the other half by local sources. The 
project is scheduled for completion in 
the summer of 1962. 


@ A NEW $2.25 million addition to St. 
Anthony’s Hospital, Amarillo, Tex., 
was dedicated recently. The structure, 


consisting of five stories and a base- 


ment, will increase the hospital bed 
capacity to 281 beds. 


People and Places 


M@ DEGOESBRIAND Memorial Hospital, 
Burlington, Vt., has announced that 
85 per cent of the $650,000 goal for 
the completion of its new wing has 
been reached. Officials report that the 
new addition has received the whole- 
hearted support of the area in the sub- 
scription drive. 


@ ST. FRANCIS HOSPITAL, Escanaba, 
Mich., has announced a $175,000 proj- 
ect which will modernize the old wing 
to conform with the efficiency and at- 
tractiveness of its new wing. The proj- 
ect includes a new pediatric depart 
ment, new nursing station, new plumb- 
ing, and will increase the hospital bed 
capacity to 185. 
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NEW SUPPLIES AND EQUIPMENT 








Duxe Products Announces 
A New Wall Cabinet 


A NEW WALL CABINET, an ideal in- 
strument and drug cabinet, has been 
introduced by Duxe Products, Cincin- 
nati, Ohio. The cabinet has a one- 
piece, deep-drawn body with rounded 
corners to permit ease of cleaning. 
The stainless-steel trim contrasts with 
the white-enameled body to give it a 
lasting, rich appearance. The cabinet 
has a false cover that makes it perfect 
for wall hanging. The two heavy plate 
glass doors are mounted on friction- 
free, everlasting nylon glides that op- 
erate in channels. 

Duxe Products, 


P.O. Box 1192, 
Cincinnati 1, Ohio 


(Circle No. 1 on request card for further details.) 
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Duxe Wall Cabinet 


Kenwood Maternity 
Kit Available 


A NEW CONVENIENT self-care item— 
Kenwood Maternity Kit—has been in- 
troduced by Will Ross, Inc. All of the 
initial Kenwood dressing requirements 
for a maternity patient are now in one 
complete package. Having dressings 
available at the bedside provides an 
added service and convenience for the 
patient, requires less handling by per- 
sonnel and is more sanitary. The Ken- 
wood Maternity Kit also simplifies 
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cost control for the hospital because 
the patient owns the dressings and 
keeps remaining ones for home care. 
Each Kit contains six Disposable 
Underpads, 24 O.B. Pads, one box of 
Textile Cleaners and one Aren Snap- 
on Sanitary Belt. 

Will Ross, Inc. 


4285 N. Port Washington Rd. 
Milwaukee 12, Wis. 


(Circle No. 2 on request card for further details.) 


Flex Straw Co. 
Offers New Drinking Tubes 


AS PART of the current color trend 
in hospitals, Flex Straw Co., Interna- 
tional, is introducing pastel-colored 
Flex-Straw Drinking Tubes for hos- 
pital use. Designed to be used in 
pediatric wards and for young patients, 
these straws come in an assortment of 
six gay attractive pastel colors. To in- 
troduce these new straws to hospitals, 
the company is running full page color 
ads during January and February in 
major hospital and nursing home jour- 
nals and is also sending out a direct 
mail piece. These ads will offer the 
hospital one thousand _pastel-colored 
straws free in every case of regular 
amber straws purchased. 

Flex Straw Co., Int’l. 

Box 431, 
Santa Monica, Calif. 


(Circle No, 3 on request card for further details.) 


Johnson & Johnson 
Develops New Product 


SURGICEL Absorbable Hemostat, a 
unique new material for control of 
obstinate hemorrhage, has been made 
available by Johnson & Johnson. 
Chemically, SURGICEL is oxidized re- 
generated cellulose, manufactured by a 
new process that provides chemical 
and biological uniformity, assuring 
surgeons a predictable hemostatic re- 
sponse. SURGICEL has two major ad- 
vantages that make it more valuable 
to surgeons than previously available 
agents: 1. It does not depend on the 
normal clotting mechanism or require 
the addition of thrombin to effect 
hemostasis. This property permits it 
to be used successfully in all patients, 
including hemophiliacs. 2. It is com- 


Johnson & Johnson Surgicel 


pletely absorbed by body tissues fol- 
lowing application. Even when used 
in delicate neurologic surgery, there 
has been no evidence to date of any 
untoward reactions. 

Although SURGICEL produces hemo- 
stasis in two to three minutes, it does 
not reduce the need for meticulous 
adherence to accepted surgical tech- 
niques. Clinical evaluation of this 
agent has been made in hundreds of 
cases, covering a broad range of surgi- 
cal procedures. 

SURGICEL is available in two forms, 
a knitted fabric type and a carded 
fiber form. 


_ Johnson & Johnson 


Hospital Div., 
New Brunswick, N.J. 


(Circle No. 4 on request card for further details.) 


Shock Treatment 
Agent Developed 


GLUCAGON, a new, safe, and con- 
venient agent for treating hypogly- 
cemic shock, has been introduced by 
Eli Lilly and Co. Glucagon, a hormone 
of the pancreas, can be administered 
intramuscularly or subcutaneously. 
Glucagon’s two principal uses are to 
treat hypoglycemic reactions in diabetic 
patients and to terminate therapeutic 
insulin coma in psychiatric patients. 
Recovery usually occurs in from five 
to 20 minutes. 

In an emergency involving a diabetic 
unconscious from acute hypoglycemic 
shock, glucagon could be adminis- 
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Through the Years—RELIANCE quality tells 


RELIANCE—best since 1898 
SPINAL ANAESTHESIA 
F. & F. KOENIGKRAMER CO. | 
See these and other models 
K Dept. HP-2, 96 Caldwell Drive, na 7 at your authorized dealer, 
Cincinnati 16, Ohio GYNECOLOGY or write for brochure. 
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tered by a member of the diabetic’s 
family. No harm would result if the 
patient were normoglycemic with 
symptoms mimicking hypoglycemia. 
Such patients do not respond to glu- 
cagon. Crystalline glucagon, which is 
being made available by Lilly as the 
hydrochloride, increases the activity of 
phosphorylase — the enzyme which 
mediates the first step in converting 
hepatic glycogen to glucose. 

Eli Lilly & Co. 


740 S. Alabama St. 
Indianapolis 6, Ind. 


(Circle No. 5 on rquest card for further details.) 


Scientific Industries, Inc., 
Develops Syringe Attachments 


ATTACHMENTS which fit standard syr- 
inges to fill them automatically time 
after time to whatever volume is set 
have been developed by Scientific In- 
dustries, Inc., Springfield, Mass. Their 
patented construction permits the set- 
ting to be changed at will and permits 
the attachments to be put on or taken 
off instantly without changing the set- 
ting. Originally introduced in the 2 
cc. size, the attachments are now avail- 
able in 2, 5 and 10 cc. sizes. The 





HAVE YOU LEARNED WHAT THOUSANDS OF NURSES KNOW? 


is the only deodorant 
that can handle 


THIRD DEGREE 


Contains D P 


NATURES ODOR KILLER 


LeFevre Chemical Company 
1708 West Main Street, Oklahoma City, Okla. 


Please send 1 oz. sample BIG D, hospital-proved deodorant. 


industrial 


#316-16 oz. Aerosol- 
type handy can— 

a MUST for emergency 
odor control. 


ASK YOUR HOSPITAL OR 
JANITOR SUPPLY COMPANY 





Deodorant 








. 
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Scientific Industries Attachments 


Y4 cc. tuberculin syringe fits into the 
2 cc. size by use of an adapter. Sim- 
ilarly, the 1 cc. tuberculin and the 50 
and 100 microlite syringe fit into the 
10 cc. size. A fine thread adjusting 
screw permits setting to any desired 
volume with good control and great 
ease of handling. The syringe then be- 
comes an automatic pipette. 

Scientific Industries, Inc. 


15 Park St., 
Springfield 3, Mass. 


(Circle No. 6 on request card for further details.) 


Clay Adams, Inc., 
Develops Illuminated Clipboard 


A NEW ILLUMINATED clipboard, pro- 
viding ample light for note-taking, 
writing, or reading instruments in any 
inadequately lighted room has been 
introduced by Clay Adams, Inc., New 
York, N.Y. 

. The “Write-in-Lite’™ Illuminated 
Clipboard uses ordinary flashlight type 
bulbs and easily replaceable standard 
size D batteries. Constructed of long- 
lasting, tough masonite (9 x 144), 
the Clipboard is coated with an attrac- 
tive glossy, scratch-resistant, light gray 
plastic finish. 

Clay-Adams, Inc., 


141 East 25th St. 
New York 10, N.Y. 


(Circle No. 7 on request card for further details.) 


Carrier Air Conditioning 
Develops New System 


THE SYRACUSE, N.Y., Community Hos- 
pital now under construction will have 
a new type of central air conditioning 
unit which reduces the cost of provid- 
ing individual control of temperature 
in patient rooms. The Carrier Air 
Conditioning Co. system, providing 
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100 per cent outside air from the cen- 
tral conditioning plant, will include 
the first hospital installation of a re- 
cently developed room air control unit 
called a “Bypass Weathermaster.” 

Air in the room will constantly cir- 
culate through an under-window cab- 
inet containing coils supplied with 
chilled water. Air temperature will 
vary from winter to summer to pro- 
vide heating or supplementary cooling. 
An automatic damper regulated by a 
factory-installed control will determine 
the proportion of the air passing 
through the coils, thus establishing the 
temperature level desired. Previous 
systems have used a separately pur- 
chased water-regulating control, ac- 
cording to Carrier officials. Chilled 
water for cooling will be supplied by 
two heat-energized absorption ma- 
chines operating on steam from the 
hospital’s boiler plant. 

Carrier Corp. 

Syracuse 1, N.Y. 


(Circle No. 8 on request card for further details.) 


Isuprel® Compound Elixir 
Offered by Winthrop 


ISUPREL® COMPOUND ELIXIR, a va- 
nilla-flavored, balanced expectorant 
bronchodilator for prophylaxis and 
treatment of patients with bronchial 
asthma attacks, allergic coughs and 
bronchitis has been introduced by 
Winthrop Laboratories, New York, 
N.Y. It provides three major advan- 
tages: 1. Sustained bronchodilating ac- 
tion, 2. mild bronchial secretory action 
for easy removal of tenacious sputum 
and 3. gentle sedative action to relax 
tension and anxiety. ISUPREL® may 


Isuprel® Elixir 
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be used to prevent or relieve asthma, 
allergic coughs and the chronic bron- 
chitis frequently associated with these 
respiratory disorders. 
Winthrop Laboratories 


1450 Broadway 
New York 18, N.Y. 


(Circle No. 9 on request card for further details.) 


A. S. Aloe Introduces 
New Furniture 


“SECOND CENTURY,” professional fur- 
niture named in honor of A. S. Aloe 
Company's second one hundred years, 
was officially introduced recently in 


St. Louis at the Company's 1961 Na- 
tional Sales Meetings. The contem- 
porary-styled furniture is a result of 
years of research and experience work- 
ing with physicians throughout the 
nation. 

Ideal for hospital out-patient depart- 
ments and professional offices, Second 
Century units are in keeping with 
today’s theory of hospital equipment 
in that there is no paint to wear out, 
to chip or scratch. An outstanding 
feature of Second Century is the use 
of Aloe Vyn-Steel for the surface of 
the furniture. It combines a sturdy 
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fromthe dramatic 
} moment of birth... 


Rubens knits the finest combed cotton yarn 
into soft, yet firm cloth, then Rubenizes it 
for shrink resistance. Next we precision-cut 
all garments to exact U.S. Government 
Standard specifications; then finish with 
infinite care to guard the fit. All shoulder 
seams are reinforced so that our shirts and 
gowns withstand the roughest laundering you 
can give them. Yes, we’ve been making the 
finest in infants garments since 1890, and 
frankly, we think we’re pretty good at it! 


FREE BUYER'S GUIDE! Facts at your fingertips 
for the asking on types, sizes and standards of garments. 


1F YOU WANT THE 
BEST...BUY RUBENS 


Rubens & Marble, Inc. ¢ 2330 N. Racine Ave. e Chicago 14, Ill. 
New York Sales Office ¢ 71 W. 35th Street ¢ New York, N. Y. 


RUBENS 
GARMENTS 


PROVIDE 
THE FINEST 
PROTECTION 


Style 701MC 
Hospital gown with 
mitten cuffs 


Style C311IMC 
Adjustable pin back 
shirt with mitten cuffs 
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CUT 

DISTILLED WATER 

MAINTENANCE 
COSTS 

THE 

BARNSTEAD WAY 


FEEDBACK PURIFIER 
ELIMINATES 
STILL CLEANING 


The Barnstead Feedback Purifier 
Still, combining condensation, ion-ex- 
change, organic. removal, and. distilla- 
tion, produces higher purity distilled 
water than any other single Still... 
while at the same time completely elimi- 
nating the need for Still cleaning. 


AUTOMATIC CONTROLS 
REDUCE LABOR COSTS 


No more manual operation is neces- 
sary . .. no more time wasted waiting 
for a supply to build up .. . tank is full 
at all times eliminating the morning 
wait when larger quantities of distilled 
water is needed to start the day’s opera- 
tion. Starts and stops automatically. 


SPECIAL SAFEGUARDS 
INSURE WATER PURITY 


Barnstead Ultra-Violet Equipped 
Tank (a) protects distilled water against 
bacteria for at least 30 days and (b) 
kills bacteria introduced into the tank. 
The Ventgard Air Filter filters out all 
airborne impurities down to 0.2 micron 
. . » your assurance of the purest dis- 
tilled water at all times. 


NEW CATALOG: Write for Catalog 
“H” and Bulletin #162 describing 
Barnstead Stills especially designed 
for hospital use. 


rmstead 


STILL AND STERILIZER CO. 
00 Lanesville Terrace, Boston 31, Mass. 











inner structuce of steel with attractive, 
indestructible vinyl laminate. It is 
chip-proof and will not be scratched. 
Aloe Vyn-Steel has never before been 
used in professional furniture, although 
it has been used extensively in exact- 
ing industrial application. This ex- 
clusive Aloe combination gives the 
strength of steel and a warm wood 
finish. 
A. S. Aloe Company 
1831 Olive St. 
St. Louis 3, Mo. 
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New Cleanser Offers 
Advance in Economy, Miidness 


SUPER-EDISONITE, a new, improved 
cleanser for surgical instruments and 
glassware, has been introduced by the 
S. M. Edison Chemical Co., Inc., of 
Chicago. Chief among Super-Edison- 
ite’s stated advantages over competitive 
cleansers are unmatched economy in 


Super Edisonite 


use, greater mildness to skin and deli- 
cate instruments and 40 per cent faster 
dissolving action. 

Super-Edisonite’s unique high-po- 
tency formula, according to the firm, 
develops twice as much solution com- 
pared to similar products and makes 
separate soaking solutions unnecessary. 
A single tablespoon of powder per 
gallon of warm tap water is sufficient 
for the average cleaning job. 

Super-Edisonite’s greater mildness is 
a result of reducing the p™ to a low 
8.0, allowing more efficient cleansing 
of the most delicate medical, dental 
and industrial instruments without tar- 
nishing, pitting or corroding. The new 
cleanser is effective on a wide range of 
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leads the 
Way to... 
Better, 
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Economical 
Hospital 
Apparel 
Standards 





CHICAGO 10 
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materials; stainless steel, chrome, 
nickel, aluminum, glass, rubber, nylon, 
plastic, porcelain and enamelware. 
S. M. Edison Chemical Co., Inc., 
2710 South Parkway 
Chicago, Ill. 


(Circle No. 11 on request card for further details.) 


Weck Co. Introduces 
New Scrub File 


EDWARD WECK AND CO., Brooklyn, 
N.Y., has developed the new Weck 
Scrub File. The new file, made of 
stainless steel, was designed as a com- 
panion piece to the surgeon’s all-nylon 
hand brush. The file clips onto the 
inside of the scrub brush handle per- 
mitting both to be autoclaved in any 
standard brush dispenser—ready for in- 
stant use. The point of the file, pro- 
tected while clipped inside the brush 
handle, is diamond-shaped for thor- 
ough cleaning. 
Edward Weck & Co. 

Brooklyn 1, N.Y. 


(Circle No. 12 on request card for further details.) 


Linen & Sorting 
Table made Available 


SUBSTANTIAL TIME SAVINGS in hos- 
pital linen sorting, inspection and 
maintenance, are achieved with a new 
liner inspection table recently per- 
fected by Maysteel Products, Inc., 
Milwaukee, Wis., manufacturer of 
“Hospital-Designed” Casework. Made 
of steel or stainless steel, the table 
frames a plate glass top over a 
bank of fluorescent lights. Linen is 
passed over the top and inspected for 
tears, breaks, or weak spots in a frac- 
tion of the time usually required. 
With the inspection table, designed to 
comfortable working height, one per- 
son is able to handle even the large 
surgical drapes and inspect linens more 
throughly and quickly, a task previ- 
ously requiring two workers. 

Maysteel Products, Inc., 

742 N. Plankinton Ave. 
Milwaukee 3, Wis. 


(Circle No, 13 on request card for further details.) 


Baver & Black Announces 
Sterile Abdominal Pad 


FOR THE FIRST TIME a feady to use 
Sterile Abdominal Pad plus the con- 
venience of the CURITY S-E Pack 
has been made available to hospitals. 
CURITY Laboratories, who have de- 
veloped many new and important hos- 
pital products, have designed this new 
9” x 5” Wet-Pruf Abdominal Pad, so 
that it will more effectively drain 
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wounds and economize at the same 
time. Most surgical wounds are nar- 
row, sO CURITY provides a slimmer 
rectangular dressing which fits the 
wound and saves a full 25 per cent of 
the dressing material. Pre-packed and 
pre-sterilized the CURITY S-E Pack 
saves time and handling expense. The 
exclusive S-E Pack assures sterile de- 
livery of the pad, from the wrapper. 
The Kendall Co. 

Bauer & Black Div. 

309 W. Jackson Blvd. 
Chicago 6, Ill. 


(Circle No. 14 on request card for further details.) 
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Baxter Laboratories, Inc. 


Dr. Ralph Falk, chairman of the 
board of Baxter Laboratories, Inc., 
Morton Grove, Ill., and pioneer in the 
development of intravenous feeding, 
died recently after a brief illness. 

Dr. Falk, 76, who practiced surgery 
until recent years, was president of 
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from the ground UP \peey builds it better... 


From casters to safety rails, Colson Recovery Room 
Stretchers are precision made and efficiently designed 
to provide maximum patient comfort and safety, built | 
to last longer. Buy once—buy the best . . . Colson. i 


New! 2 Important Colson Improvements... 


16% wider wheel base and round corner side rails add — 
to safety, maneuverability and stability during patient yt a! PBIB 
transfer, tilting and elevating. Full 80 inch litter, 
square socket IV rods, head rest with double hori- 
zontal bars. Dozens of available accessories. Write 
today for FREE catalog showing Colson’s complete 
quality line of wheeled stretchers and litters. 








THE COLSON CORPORATION “7 S. Dearborn St. + Chicago, Ill. 


Plants: J boro, Art ; Somerville, Massachusetts.; Elyria, Ohio 
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Chemicals 


KLORO-KOL 


+ « « used by restaurant operators every- 
where to de-stain and keep plastic and 
china stain-free. Helps keep dish ma- 
chine clean too. Use regularly in the 
machine, 2 or 3 times a week, along 
with other DuBois compounds. Packed in 
tight seal control cartons to keep destain- 
ing inside. Ask your DuBoisman about 
this and other dish machine products 
for all water conditions. 















DuBOIS CHEMICALS, INC. 






Broadway at 7th ¢ Cincinnati 2,0 








THE J. B. LIPPINCOTT COMPANY, 
PUBLISHERS SINCE 1792, 
INVITES YOUR INQUIRIES ABOUT 
THEIR FULL LIST OF 
PROFESSIONAL BOOKS AND 
JOURNALS GEARED TO THE 
LATEST AND MOST IMPORTANT 
TRENDS IN ALL BRANCHES 

OF MEDICINE AND ITS 

ALLIED SCIENCES. THESE 
PUBLICATIONS, WRITTEN AND 
EDITED BY MEN AND WOMEN 
ACTIVE IN BOTH CLINICAL 
FIELDS AND TEACHING, ARE A 
CONTINUATION OF MANY 

YEARS OF TRADITIONALLY 
SIGNIFICANT PUBLISHING 


|B. Lippincott Company 
East Washington Square 
Philadelphia 5, Pennsylvania 
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Baxter from its inception until 1953, 
when he assumed the chairmanship. 
Baxter was organized in 1931 and 
began production of intravenous so- 
lutions with six employes in Glenview, 
Ill., in 1933. Dr. Falk guided the firm 
to its present position as a diversi- 
fied company with more than 2,000 
employes and with manufacturing fa- 
cilities throughout the world produc- 
ing pharmaceuticals and equipment 
for the medical profession. 

Dr. Falk’s son, Ralph Falk II, has 
been elected to succeed his late father. 
Dr. Falk’s widow, Mrs. Marian Cit- 
ron Falk, was also elected a director 
of the company at a special meeting 
of the board of directors. 

John H. Wiles, has been named as- 
sistant to the president of Baxter Lab- 
oratories, Inc., according to William 
B. Graham, president. Baxter, with 
its Flint-Eaton, Travenol, Hyland Lab- 
oratories, and Fenwal divisions, pro- 
duces pharmaceuticals and equipment 
for the medical profession. Its Waller- 
stein Co. division is a leader in the 
manufacture of industrial enzymes. 


Wilmot Castle Co. 


Frank L. Rice, vice-president of 
Sales, Hospital Division, Wilmot Cas- 
tle Co., has announced his retirement. 
Rice, who has spent more than thirty 
years selling in the hospital field, 








joined Castle in 1937 as district man- 
ager of the Eastern Seaboard. He 
joined the company’s office in 1941, 
assuming duties as assistant sales man- 
ager and export manager, a position 
he held for ten years. In 1951, he was 
promoted to sales manager and in 1955 
he was made a vice-president of the 
company. 

John C. Gabel has assumed the 
position of director of Hospital Sales, 
and William K. Glen has been made 
sales manager. The appointments were 
made to fill the vacancy created by the 
retirement of Frank L. Rice. 

Prior to assuming his new position 
Gabel had been sales manager of the 
Hospital Division in Rochester since 
1957. Previous to that time he was 
manager of the company’s New York 
City Branch. He joined the company 
in 1950 as field salesman. 


J. A. Deknatel & Sons, Inc. 


Ernest H. Benton has been ap- 
pointed by J. A. Deknatel & Son to 
represent the company in the province 
of Ontario, Canada. Mr. Benton, a 
native of Toronto, spent many years 
in Canada and later in New England 
in sales management capacities for a 
surgical suture manufacturer. His 
technical, administrative and sales 
background qualify him admirably for 
his new duties with Deknatel. * 








in this course?” 





“In view of the Critical Nurse shortage how could you give me a discouraging ‘D’ 
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BED RAILS 





Will easily adapt to 90% of 
today’s hospital beds 


It is so simple and safe to use that the 
nurse may bring it “up” with one hand, 
leaving the other hand free for control 
of the patient. 


When in storage, it is below level of mat- 
tress; yet complete under-the-bed space 
is maintained. 


Locks automatically when placed in use; 
and while being out of patient’s reach, 
lock is easily released to be placed in 
storage. 


Write for Pediatric Stretcher Folder and 
the Bed Rails Folder 


The All New 
PEDIATRIC 


WHEEL STRETCHER 


pH” 


f “Tz 


The stainless steel side rails which can 
be adjusted to varying heights and are 
secured by an easily operated single hid- 
den lock. When used in conjunction with 
the stainless steel head and foot rails, 
the stretcher is so designed as to be con- 
verted into a crib. 


The special foot extension which increases 
the stretcher length to accommodate tal- 
ler than average patients. 


MILLS Hospital Supply Co. 


6626 N. Western Ave., Chicago 45, Ill. 


Branch Offices: Amarillo, Lubbock, and 
Houston, Texas 
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HEALTH BRIEFS 


Nutritional Foundation 
Awards $5,400 Grant 


Dr. Edward A. Doisy, Jr., professor 
of biochemistry at St. Louis University, 
has been awarded a $5,400 grant re- 
newal by the Nutritional Foundation 
for continued studies on the nutri- 
tional influence upon bile. Allotments 
from the Foundation over a five-year 
period total $26,600. Under the grant, 
Dr. Doisy and his research associates 
are studying the influence of dietary 
components on liver function. By an- 
alyzing bile collections from animals 
placed on diets similar to those caus- 
ing deficiency disease in the human 
being, they are seeking a better under- 
standing of the human’s specific need 
for vitamins to supplement body de- 
ficiencies. Their findings may also add 
to the knowledge of human liver dis- 
eases. 


Canadian Defense Hospital 
Affiliates with Ottawa U. 


The $8 million National Defense | 


Medical Center, Ottawa, Ontario, Can- 
ada will be an affiliated hospital of 
the Catholic University of Ottawa. It 
will be used as one of the university's 
medical faculty teaching facilities. The 
new 350-bed Army, Navy and Air 
Force Hospital is expected to be ready 
next May. The affiliation agreement 
was signed by Father Henri F. Legare, 
O.M.L, rector of the university, and 
Rear Admiral T. B. McLean, surgeon 
general of the Canadian Armed Forces. 


Monk’s Life No 
Escape from Heart Disedse 


A Trappist monastery may be a 
haven of peace, but according to a new 
study its inhabitants are as prone to 
heart disease and hypertension as any- 
one else. Doctors selected the monks 
for study because they eat a relatively 
low-fat diet consistently, live a peace- 
ful life and have daily physical exer- 
cise. It was hoped that a study of them 
in comparison with men in the general 
American population might shed some 
light on the pathogenesis of certain 
disorders that commonly are believed 
to result from overeating and from the 
stress of nervous tension. Doctors re- 
port that the monks’ diet has not 
spared them from arteriosclerosis or 
arterial hypertension. The data sug- 
gests, in fact, that arterial hypertension 
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James E. Davis 
Administrator 
Casita Hospital 
Indio, California 


Casita is a small general hospital with 
kitchen convenient to all rooms. Six years 
ago adequately heated water was tempo- 
rarily impossible to obtain for proper dish- 
washing, so all-paper food service came 
into use. 

The sanitary value of paper has since 
become so thoroughly appreciated by pa- 
tients and staff that a return to traditional 
food service is no longer considered at 
Casita Hospital. 

Administrator Davis feels that all-paper 
food service has made numerous impor- 
tant advantages permanent realities. Sub- 
stantial savings in storage space, equip- 
ment, and labor are obvious. But equally 
significant to kitchen staff and patients, 
and the nurses’ aides who serve all meals 
are the light weight, quietness, ease of 
handling, and attractiveness of paper. 


HELPFUL IDEAS FOR YOU 


The above report is further evidence that 
all-paper service can improve any mass 
feeding operation, large or small. Your 
paper wholesaler will be glad to discuss the 
advantages of this modern food service in 
your own operation. Phone him today. 


PAPER CUP AND CONTAINER INSTITUTE, INC. 
250 Park Avenue, New York 17, N. Y. 
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For Patient 
Protection 





POSEY WRIST OR 
ANKLE RESTRAINT 


A friendly restraint available in Infant, 
Small, Medium and Large sizes. Also 
widely used for holding extremity dur- 
ing intravenous injection. No. P-450. 
$5.70 per pair. $11.40 per set; with 
sponge rubber padding $6.70 per pair, 
$13.40 per set. 


POSEY FOOTBOARD 
No. F-58 Pat. Pend. 
FEATURES: 

e Fits Any Hospital Bed Mattress ¢ Can be 
used with side rails * Perpendicular Adjust- 
ment ¢ No losing parts © Posey Anti-Rota- 
tion Supports, (Adjustable, removable, cush- 
ioned) ¢ May be used with traction. No bolts 
required to attach to bed. 


Posey Footboard, No. F-58, $33.00 
Anti-Rotation Supports, No. F-58A, $6.00 each 
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SWEETLAND BED WARMER & CAST DRIER 
U. S. Patent 2,122,964 


Bed Warmer $295.00; Adult body and leg cas! 
drying mats $65.00; Child sizes $60.00. 


Prices F.O.B. Calif., subject to change without 
notice. 
Satisfaction guaranteed. 
SEND YOUR ORDER TODAY 


And Write for Illustrated Literature 
About Other Posey Hespital Equipment 


J. T. POSEY COMPANY 
2727 E. Foothill Blvd. 
Dept. HP 
Pasadena, California 
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is more frequent in them than in other 
men of the same age in the American 
population. 


Federal Grant for 


| Handicapped Training 


South 


Seton Hall University, 


| Orange, N.J., has been given a federal 
| grant of $24,000 to establish a grant 
| program to train counselors in the re- 








habilitation of the handicapped. Seton 
Hall, which has the only counselor re- 
habilitation program in New Jersey, 
said the grant came from the U.S. Of- 
fice of Vocational Rehabilitation. 


Poisons Cause 1400 
Deaths Annually 


More than 1400 deaths result an- 
nualy from accidental poisoning in 
the United States according to John 
C. O'Kane, safety director of Fitz- 
simmons General Hospital, Denver, 
Colo. More than four-fifths of all fatal 
poisonings occur in the home—due 
mostly to the effects of alcohol and bar- 
bituric acid with its derivatives, aspirin 
and petroleum products. 


New York City Hospitals 
Facing Imminent Crisis 


The Hospital Council of Greater 
New York concluded in its annual re- 
port that a crisis is approaching for 
both the municipal and voluntary hos- 
pital systems in New York City. The 
Hospital Council is the voluntary, non- 
profit community agency established 
in 1938 to codrdinate the hospital and 
organized health services of New York 
City and to plan the development of 
these services in relation to measured 
needs. The crisis in the voluntary hos- 
pitals is primarily financial, involving 
both operating and capital financing. 
The crisis in the municipal hospitals 
is primarily one of staffing, including, 
but not limited to, nurses, interns and 
residents, attending staff and manage- 
rial staff. The Council doubts that these 
staffing inadequacies can be corrected 
short of a major re-arrangement of the 
municipal hospital system. 


Increase in Medical 
Schools Predicted 


A sharp rise in construction of med- 
ical school facilities is expected in 
1960-61, the American Medical Asso- 
ciation reported in its annual report on 
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professional 
best... 

and 

save money, 

too! 

Standard-ized full 4 
sweep Capes are © 
custom tailored of long 
wearing woolens, yet priced 
amazingly low! 

Write for free folder. 


The Standard Apparel Co. 
3925 Kelley Ave., Cleveland 14, Ohio 


Capes are all we make! 


Ea 











For Quality 
DRAPERY FABRICS 
and 


Hospital Linens 


write 


LEO’S FABRICS 
1960 W. Norwood St. 
Chicago 26, Ill. 

















Subscribe to 


“She Linacre 
Zuarterly 


Official journal of The Na- 
tional Federation of Cath- 
olic Physicians’ Guilds. 


yearly subscription 
$2.00 


THE LINACRE 
QUARTERLY 


1438 So. Grand 
St. Louis 4, Missouri 
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FLO-BRITE 


. imparts a deep, rich, lustre to all 
floors—asphalt, linoleum, rubber, vinyl 
and tile. Water resistant, can't turn 
brown with age. Easiest to apply—out- 
wears wax. Obtainable only from your 
DuBoisman, who sells many fine floor 
treatment products. 


ng experience at your sery 


DuBOIS CHEMICALS, INC. 


Broadway at 7th ¢ Cincinnati 2,0 








OVERBED TABLE 


LE 


FORMICA TOP 


16” x 24—adjustable to the 
horizontal position or to any 
angle with fingertip control. 


Finest steel 
frame, beauti- 
fully polished 
and plated to 
a rmanently 
brilliant chrome 
finish. 





OT-1 heights 30” to 46”, with four 
tubber tired casters, or OT-6, heights 
28” to 44”, with casters price $29.75 
OT-2 heights 28” to 44”, no casters, or 
OT-5, heights 24” to 39”, price $29.75 
Send for catalogs on Bathtub and toilet 
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medical education. The 1959-60 report, 
compiled by the A.M.A. Council on 
Medical Education and Hospitals had 
revealed that the total medical school 
graduating class was the largest in his- 
tory while first-year enrollments re- 
mained virtually constant. Funds com- 
mitted for construction of medical 
school facilities in 1960-61 showed an 
increase of 140 per cent over the fig- 
ure for the previous year, according to 
the report. Cost estimates of facilities 
completed in 1950-60 were up 35 per 
cent. 


Hospital Training 
Program Announced 


Stonehill College, North Easton, 
Mass., has affiliated its new medical 
technology course with the Truesdale 
Hospital School of Medical Technol- 
ogy, Fall River, Mass. Students in the 
course will study for three years at the 
college and then complete their studies 
at the Fall River Hospital. Stonehill, 
a Catholic men’s college, is conducted 
by the Holy Cross Fathers. 


Fatima Hospital 
Granted $45,890 


Our Lady of Fatima Hospital, Provi- 
dence, R.I., has been named as a reci- 
pient of a $45,890 grant for vocational 
rehabilitation work with selected pa- 
tients disabled by arthritis. The grant 
has been approved by the U.S. Office 
of Vocational Rehabilitation “in prin- 
ciple” for three years. The money will 
also be utilized to finance in part a 
research project of the effectiveness of 
industrial work in the hospital in con- 
junction with medical treatment. 


Poison Control 
Center Established 


A poison control center, a guard 
against death by accidental poisoning, 
has been established at St. Mary’s 
Ringling Hospital, Baraboo, Wis. The 
center includes a cabinet containing 
antidotes for almost every type of poi- 
soning; an alphabetical, cross-refer- 
ence list of cabinet contents; and a 
text presenting, in a readily accessible 
fashion, information on the ingre- 
dients, toxicity, antidotes and follow-up 
treatment of more than 15,000 house- 
hold and commercial products. Two 
other references listing antidotes and 
treatment for overdosage of selected 
drugs are also included. Others will 
be added as they become available. * 


For additional information, use postcard facing back cover. 
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=— LATEST C.H.A. BOOKS 


To Meet Special Needs 


GUIDES TO HOSPITAL ADMINISTRATIVE 
PLANNING AND CONTROL 
THROUGH ACCOUNTING 


Primarily intended for hospital administrators to understand and utilize ac- 
counting information and statistical data. Non-technical terms stressed for 
quick, efficient and effective management interpretation and an _ intelligent 
basis for executive decisions. This summation of a USPHS project has been 
thoroughly tested, revised and now presented as a positive, practical guide. 


Loose leaf, flexible cover 40 pages Price to be announced 
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UNDERSTANDING MEDICAL TERMINOLOGY 


A most feasible answer to your problem of having ALL those who need to know, 
write, read or transcribe medical terms use and understand them properly. 
Presented in a new and unique way with illustrations, tables and charts to speed 
learning and correct usage of terms. Proven by widespread acceptance in schools 
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THE ADMINISTRATION OF 
LONG TERM CARE FACILITIES 


et 
The proceedings of the first CHA sponsored institute offered in the form of 
complete papers by authorities in this increasingly important health care field. 
Concepts, ideas and information that are invaluable on care of the older person 


in chronic or convalescent type facilities. 


Paper bound guide—60 pages. Price $1.50 
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The 1961 Directory 


HIS 32ND ANNUAL EDITION OF THE Directory of Catholic Hospitals, Related 
Health Facilities, Schools of Nursing and other agencies engaged in health and 
related fields is unique in many ways. Probably for the first time in its history the 
Directory contains statistical information based on an almost 100 per cent return of 
questionnaires. Only three Catholic hospitals in the U.S. failed to return the statistical 
questionnaire sent out by the Central Office. We are very grateful for this excellent 
spirit of codperation which has enabled us to collect invaluable information. 











The statistical story of Catholic hospital services in this country and Canada will 
provide a basis for projection of the individual hospital story to the community and the 
nation. To this end we urge that administrators, public relations directors and school 
of nursing faculties study the contents of this Directory and utilize its potential. 








Purchasing agents will find a “Buyer’s Guide” to assist them in locating all of the 
myriad goods and services modern hospitals require. 







The format of the Directory has changed somewhat. Hospitals and Allied Agencies 
were listed in the same section in past years. For 1961, hospitals have been listed in one 
unit, followed by a new classification, “Related Health Facilities,’ both in Part I. The new 
and more exact criteria for these two categories are detailed in the pages of that section. 







As in the past, Nursing Education Facilities are listed in Part II, beginning on page 
163. Developments in this field are very significant and a brief resume precedes the 
listings of schools of nursing in the United States and Canada. 







Part II, Education for Hospital Service, has been expanded to include the addresses 
of schools offering courses in paramedical subjects. These important wellsprings of per- 
sonnel are listed to provide administrators, superiors and recruiters with a ready reference 
of hospitals and other institutions carrying on the vital function of education for hospital 


service. 













Part IV is the popular listing of Religious Organizations Engaged in Hospital 
Activities and Nursing Education. An attempt has been made to include all hospitals 
and agencies operated by the various communities of religious. The scope of activities 
of a particular group of religious is immediately available in this section. 








General Information about Professional and: Governmental Agencies in Hospital 
Services is contained in Appendix A. The Personal Membership Roster of the Associa- 
tion is reproduced and, for the first time, the names of the Presidents of the National 
Federation of Catholic Physicians’ Guilds are listed. 








Many hours of labor and a large amount of money have been expended by the staff 
of the Central Office in an intense effort to make this Directory completely accurate and 
more valuable than ever before to our readers. A glance at the Table of Contents on Page 
21 will indicate the scope of this work. A few minutes of study of the Directory pages 
themselves will prove that almost any information sought about the Catholic hospital 








system may be found in these pages. 






Especially this year, the editors of this Directory and all the staff members whose 
efforts have made it possible are deeply indebted to the thousands of brothers, sisters 
and lay persons working in Catholic hospitals, related health facilities and schools of 
nursing. Their unparalleled spirit of codperation is, as in years past, the basis for this 
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1914 
1915—June 
1915—Summer 


. 1920—May 
1927—September 


1928—February 
1929—June 
1930—March 
1933—June 
1934—June 
1935—June 
1937—September 
1938—March 
1939—June 
1940—June 


1942—April 


1945—February 


1946—May 


1947—June 
1947—October 
1948—March 
1948—June 


1948—September 


1948—December 
1949—June 
1950—January 


1950—June 
1950—June 


1950—August 


1950—December 


1951—July 


DIRECTORY NUMBER 


Original organizational discussion, St. 
Mary’s Hospital, Minneapolis, Minn. 
lst Convention and Foundation Meet- 
ing, Milwaukee, Wisconsin 

1st Summer Institute in Laboratory 
Technology 

HOSPITAL Procress Established 

1st School of Hospital Administration, 
Marquette University 

1st Regional Institute on Hospital Ad- 
ministration, Buffalo, New York 

Central Office moved to St. Louis, Mis- 
souri 

1st comprehensive Directory of Catholic 
Hospitals 

1st General Institute on Nursing Educa- 
tion, St. Louis, Missouri 

Hospital Chaplains’ Conference Organ- 
ized 

1st General Institute on Hospital Admin- 
istration, Omaha, Nebraska 

Undergraduate Curriculum in Hospital 
Administration, St. Louis University 

Nursing School Evaluation Program or- 
ganized 

Conference of Bishops’ Representatives 
organized in Milwaukee 

Silver Jubilee Convention, St. Louis, Mis- 
souri 

Administrative Board developed, with 
Bishop Karl J. Alter as Episcopal 
Chairman 

Catholic Hospital Council of Canada or- 
ganized 

Samuel Alphonsus Cardinal Stritch, 
Archbishop of Chicago, named Hon- 
orary President 

Reorganization of the Association includ- 
ing full-time Executive Director 

Purchase of property and development 
of new Central Office 

Bureau of Health 
N.C.W.C., organized 

Conference of Catholic Schools of Nurs- 
ing organized 

Graduate Program in Hospital Admin- 
istration, St. Louis University, organ- 
ized 

Incorporation of the Association in the 
State of Missouri 

Ist General Institute for Hospital Phar- 
macists 

Council on Hospital Administration re- 
activated 

Constitution and By-Laws revised 

Inter-American Institute on Hospital Ad- 
ministration—Rio de Janeiro, Brazil 

Official visit to Holy Father for Holy 


Year by the Right Reverend President 
and Reverend Executive Director 


and Hospitals, 


Episcopal Chairmanship of Administra- 
tive Board transferred to Bishop Wil- 
liam A. O’Connor of Springfield, Ill. 


Participation in International Hospital 
Federation, Brussels, Belgium 





IMPORTANT DATES 


1951—September 
1951—November 
1952—October 


1952—December 
1953—April 


1953—June 
1953—July 


1953—August 
1953—September- 
October 


1954—January 
1954—February 
1954—March 


1954—June 
1954—October 
1954—November 


1955—May 


1955—June-July 


1955—June 
1955—December 


1956—January 


1956—May 
1956—Auguyst 
1956—November 


1957—January 


1957—September 


1958—September 


1959—January 
1959—April 


1959—December 


1960—May 


1960—September 


In the Life 
of the Association 





Publication of HOSPITAL PROGRESS trans- 
ferred to Central Office 


Program in Nursing Service Institutes 
inaugurated 

Council on Hospital Financial Manage- 
ment appointed 

New Central Office building authorized 

Construction begun on new Office Build- 
ing 

Distinguished Service Certificates for re- 
tiring Sister Board Members 

Hospital Business Management activity 
inaugurated 

Nursing Service Unit organized 

Regional Conferences for Higher Su- 
periors concerning Current Hospital 
Operating Policies 

Dedication of new Central Office 

Purchasing Program inaugurated 

Death of Very Reverend President of the 
Association, Rev. Francis P. Lively 

Catholic Hospital Council of Canada be- 
comes Catholic Hospital Association of 
Canada 

Medical Advisory Committee organized 

Code of Medical Ethics for Catholic Hos- 
pitals, uniform for United States, 
adopted at Annual Meeting of Bishops 


40th Anniversary Meeting of the Asso- 
ciation 

Executive Director participated in Sem- 
inar Program of American Hospital 
Association in South and Central 
America 

Consultant Service in Canon Law made 
available to members 

Consultant Service in Medical Educa- 
tion inaugurated 

Institute Series of Regional Conferences 
on Medico-Moral Problems, on Canon 
and Civil Law for Catholic Hospitals, 
on Medical Education and Research 
in Catholic Hospitals and Schools of 
Medicine 

Research Program officially inaugurated 

Hospital Legal Consultant Service begun 

Executive Director participated in Con- 
ference on Hospital Administration for 
the hospital Sisters of Mexico at Mex- 
ico City 

Personal Membership department in- 
augurated. 

Continuing Education Program initiated. 
Kellogg Foundation grant received to 
support this Program. 

Second Series of Conferences for Higher 
Superiors dealing with hospital prob- 
lems. 

Richard Cardinal .Cushing, Archbishop 
of Boston, named Honorary President 

Construction begun on Headquarters 
building addition 

Episcopal Chairmanship of Administra- 
tive Board transferred to Bishop 
Joseph B. Brunini of Natchez-Jackson, 
Miss. 

New Addition Dedicated by Bishop Jo- 
seph B. Brunini. 

Charles E. Berry appointed Assistant to 
the Executive Director. 
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1916 
































































1917 
1918 


1919 
1920 


1921 
1922 


1923 


1924 
1925 
1926 
1927 


1928 


1929 
1930 
1931 


1932 
1933 
1934 
1935 
1936 
1937 


Milwaukee, Wisconsin 

Theme: Educational Function of the Hospital 

Milwaukee, Wisconsin 

Theme: “Team Work”—Cooperation 

No Annual Convention because of World War | 

Chicago, Illinois 

Theme: The Soul of the Hospital 

Chicago, Illinois 

Theme: Progress in the Standardization of Hospitals 

St. Paul, Minnesota 

Theme: ‘The Hospital, as Center of Education to All 
in All Matters of Health 

St. Paul, Minnesota 

Theme: The Understanding Heart of the Hospital 

Washington, D.C. 

Theme: Nature, Ideals, Functions and Achievements of 
The Catholic Hospital Association 

Springbank (Milwaukee), Wisconsin 

Theme: Accomplishments to Date and their Significance 
to Patients, Nurses, Doctors and Sisters 

Springbank (Milwaukee), Wisconsin 

Theme: The Soul of the Hospital 

Springbank (Milwaukee), Wisconsin 

Theme: Types, Policies and Ideals of Hospitals 

Chicago, Illinois 

Theme: Religion and Science 

Milwaukee, Wisconsin 

Theme: The Hospital Clinical Congress of North 
America 

Cincinnati, Ohio 

Theme: Advancement of the High and Holy Work 
of Caring for the Sick 

Chicago, Illinois 

Theme: Patients, Doctors and Hospitals 

Washington, D.C. 

Theme: The life of the Catholic Hospital 

St. Paul, Minnesota 

a wwe Challenging Issues in the Catholic Hos- 
pita’ 

Philadelphia, Pennsylvania 

Theme: The Achievements of the Catholic Hospital 

St. Louis, Missouri 

Theme: Specialization in the Hospital 

Cleveland, Ohio 

Theme: Renovation for Hospital Progress 

Omaha, Nebraska 

Theme: The Hospital’s Place in Social Reorganization 

Baltimore, Maryland 

Theme: Catholic Action in the Field of Health 

Chicago, Illinois 

Theme: The Educational Function of the Hospital 


Roll Call of Annual Conventions—1915-1960 


1938 
1939 


1940 


1941 


1942 
1943 


1944 


1945 
1946 


1947 
1948 


1949 
1950 


1951 


1952 
1953 


1954 


1955 
1956 
1957 
1958 
1959 
1960 





Buffalo, New York 

Theme: Responsibility in Hospital Service 

Milwaukee, Wisconsin 

Theme: The Cooperative Relationship of the Public 
and the Private Agencies in the Health Field 

St. Louis, Missouri 

Theme: Twenty-five Years of Hospital Activity and 
Professional Education 

Philadelphia, Pennsylvania 

Theme: The Catholic Hospital in the Service of the 
Nation 

Chicago, Illinois 

Theme: Safeguards of Hospital Service in Wartime 

Pittsburgh, Pennsylvania 

Theme: Safeguarding Wartime Catholic Hospital Serv- 

ice 

St. Louis, Missouri 

Theme: Wartime Preparation for the Post War 

No Annual Convention because of World War Il 

Milwaukee, Wisconsin 

Theme: Beyond the Reconversion Program 

Boston, Massachusetts 

Theme: The Enlarging Sphere of the Catholic Hospital 

Cleveland, Ohio 

Theme: Combating Secularism in Health and Health 
Services 

St. Louis, Missouri 

Theme: Meeting the Crisis in Health Care 

Milwaukee, Wisconsin 

Theme: Strengthening Voluntary Hospitals Through 
Regional Planning 

Philadelphia, Pennsylvania 

Theme: The Responsibility of the Catholic Hospital in 
Critical Times 

Cleveland, Ohio 

Theme: The Meaning of Efficient Patient Care 

Kansas City, Missouri 

Theme: Coordinating the Spiritual and Professional Ob- 
jectives of the Catholic Hospital 

Atlantic City, New Jersey 

—— Fulfilling the Objectives of the Catholic Hos- 
pit 

St. Louis, Missouri 

Theme: The Road Ahead 

Milwaukee, Wisconsin 

Theme: Education, Research, Patient Care 

Cleveland, Ohio 

Theme: Self-Appraisal: Keynote to Progress 

Atlantic City, New Jersey 

Theme: The Hospital Apostolate in a Changing Era 

St. Louis, Missouri 

Theme: Management: A Sacred Trust 

Milwaukee, Wisconsin 

Theme: Improved Hospital Management Through Com- 
munication, 


Past Presidents 


Very REV. CHARLES B. MOULINIER, S.J. 
Founder and First President, 1915-1928 


Rev, ALPHONSE M. SCHWITALLA, S.J., 1928-1947 


President Emeritus, 1947- 


Rt. Rev. Mscr. MAURICE F. GRIFFIN, 1947-48 


Cleveland, Ohio 


Rt. Rev. Mscr. GEORGE Lewis SMITH, 1948-49 


Aiken, South Carolina 


Rt. Rev. Mscr. JOHN W. BARRETT, 1949-50 


Chicago, Illinois 
Rt. Rev. MsGR. JOHN R. MULROy, 1950-51 
Denver, Colorado 


RT. Rev. MsGr. JOHN J. HEALY, 1951-52 
Little Rock, Arkansas 






MosT REV. JOSEPH B. BRUNINI, D.D., J.C.D., V.G. 


Rt. Rev. Mscr. EDMUND J. GOEBEL, 1954-55 


RT. Rev. Mscr. F. M. J. THORNTON, 1957-58 


REV. JOHN J. HUMENSKY, S.T.D., PH.D., 1959-60 


Rt. Rev. Mscr. CHARLES A. TOWELL, 1952-53 


Covington, Kentucky 


Rev. FRANCIS P. LIVELY, 1953-54 
Brooklyn, New York 


Milwaukee, Wisconsin 


RT. Rev. MsGr. ROBERT A. MAHER, 1955-56 
Toledo, Ohio 


1956-57, Jackson, Miss. 
Sea Girt, N.J. 


RT. Rev. Mscr. A. C. DALTON, 1958-59 
Boston, Mass. 
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DIRECTORY NUMBER 


Officers and Boards 


The Catholic Hospital Association of the United States and Canada 


Central Office: 1438 S. Grand Blvd., St. Louis 4, Mo. 


Administrative Board 


His EXCELLENCY, THE Most REVEREND 
JOSEPH B. BRUNINI, J.C.D. 
Auxiliary Bishop of Natchez-Jackson 
Episcopal Chairman 


VERY REv. MsGR. PATRICK J. FRAWLEY 
New York, N.Y. 


Rt. REV. Mscr. DONALD A. MCGOWAN 
Washington, D.C. 


Members 


REV. FRANK DIRKSEN 
Springfield, Ill. 

VERY REv. MsGR, JOHN C. STAUNTON 
Cincinnati, Ohio 

REV. TIMOTHY O'BRIEN 
San Francisco, Calif. 


(The Administrative Board includes in addition the mem- 


bers of the Executive Board.) 


Executive Committee 
RT. Rev. Mscr. A. W. JEss 
Camden, N.J. 


SISTER MARY BriIGH, O.S.F. 
Rochester, Minn. 


SISTER ANN RAYMOND, S.C.L. 
Las Vegas, N.M. 


BROTHER DOMINIC, C.F.A. 
Chicago, III. 


REV. JOHN J. FLANAGAN, S.J. 
St. Louis, Mo., Executive Director 


M. R. KNEIFL, K.S.G. 


St. Louis, Mo., Consultant 


Executive Board 


His EMINENCE, RICHARD CARDINAL CUSHING 
Boston, Mass., Honorary President and Spiritual Director 
Rev. A. M. SCHWITALLA, S.J. 
St. Louis, Mo., President Emeritus 
REV. JOHN J. HUMENSKY 
Cleveland, Ohio, Past-President 
RT. Rev. Msor. A. W. JESS 
Camden, N.J., President 
VERY REV. MsGR. CLEMENT G. SCHINDLER 
Belleville, Ill., President-elect 
VERY REV. Mscr. WM. J. MONAHAN 
Denver, Colo., First Vice-President 
REv. JAMES H. FITZPATRICK 
Brooklyn, N.Y., Second Vice-President 
SISTER ANN RAYMOND, S.C.L. 
Las Vegas, N.M., Secretary 
SISTER MARY BriGH, O.S.F. 
Rochester, Minn., Treasurer 
REV. JOHN J. FLANAGAN, S.J. 
St. Louis, Mo., Executive Director 


Members of the Board 

MOTHER M. IMMACULATA, C.S.M. 
Melville, Sask. 

SISTER M. CATHERINE ELLEN, O.S.F. 
Trenton, N.J. 

MOTHER JEANNE MANCE, R.H.J.C. 
Montreal, Que. 

BROTHER DOMINIC, C.F.A. 
Chicago, III. 

SISTER JOHN JOSEPH, C.S.J. 
Santa Rosa, Calif. 

SISTER M. CHRISTINE, C.C.V.I. 
Houston, Texas 


Catholic Hospital Association’ of Canada 
312 Daly Avenue, Ottawa, Ontario 
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THE Most REVEREND ALEXANDER CARTER, D.D. 
Bishop of Saulte Ste. Marie, North Bay, Ontario 
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Winnipeg, Manitoba 
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SISTER ELIZABETH MARIE 
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SISTER MARGARET MARIE 


Holy Family Hospital, Prince Albert, Saskatchewan 


SISTER MARY ANGELUS, S.S.A. 
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Councils and Committees 


and Associated Organizations 


Council on Hospital Administration 


Sister M. Therese, C.S.F.N. 
Bethania Hospital, Wichita Falls, Texas 


Sister M. Rosaria, O.S.B. 
Sacred Heart Hospital, Yankton, §.D. 


Sister M. Maurita, R.S.M. 
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St. Mary’s Hospital, Decatur, Ill, 
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Omer McDaniel, Purchasing Agent 
St. Mary-Corwin Hospital, Pueblo, Colo. 
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St. Dominic’s Hospital, Jackson, Miss. 
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Rt. Rev. Msgr. Donald A. McGowan 
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Julius Rutzky, M.D., Pathologist 
Pontiac, Mich. 

Martin D. Sacks, M.D., Pediatrician 
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St. Vincent Charity Hospital, Cleveland, Ohio 
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Catherine Steinkoetter, Staff Assistant 


Committee on Medical Technology 


Sister Mary Antonia, S.C.N., Chairman 

St. Joseph’s Infirmary, Louisville, Ky. 
Sister Mary St. Michael, S.S.J. 

Alverno College, Milwaukee, Wis. 
Sister Mary Charlotte, Ad.PP.S. 

St. Francis Hospital, Tulsa, Okla. 
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St. Therese’s Hospital, Waukegan, Ill. 
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St. Mary’s Hospital, Minneapolis, Minn. 
Eugene Hildebrand, M.D., Consultant-Pathologist 
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Committee on X-Ray Technology 


Sister Rita Clare, $.C.H., Chairman 
Halifax Infirmary, Halifax, Nova Scotia, Canada 
Sister Mary Joan, Ad.PP.S. 
St. Clement’s Hospital, Red Bud, Ill. 
Sister Mary Francis, R.S.M. 
Mercy Hospital, Wilkes-Barre, Pa. 
Sister M. Marcia, O.S.F. 
St. Francis Hospital, Buffalo, N.Y. 
Sister Emmanuel Marie, S.F.P. 
St. Francis Hospital, Bronx, N.Y. 
Armand E. Brodeur, M.D., Consultant 
Cardinal Glennon Children’s Hospital, St. Louis, Mo. 
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Sister Mary Conceptia, C.S.S.F., Chairman Sister Mary Ann, S.P., Chairman 

Blackwell General Hospital, Blackwell, Okla. St. Vincent Hospital, Worcester, Mass. 
Sister M. Davidanne, O.S.B. Sister M. Francis Ma feptelen, O.S.F. 

St. Benedict’s Hospital, Ogden, Utah St. Francis Hospital, Poughkeepsie, N.Y. 
Sister, sae Marie, 0. P. Sister Elise, D.C. 

bital, Jamaica, N.Y. De Paul Hospital, St. Louis, Mo, 

Sister ag sa C. S. J. Rita Radzialowski 

St. Joseph’s Hospital, Augusta, Ga. Mount Carmel Mercy Hospital, Detroit, Mich. 
Sister M. Clementia, Ad.PP.S Sister Alma, S.C. 
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‘Paul R Donnelly, Staff Assistant Viola C. Bredenberg, Staff Assistant 


Conference of Regional Delegates 


Composed of officers (president, secretary and director) of the 43 State and Diocesan Conferences of Catholic Hospitals, includ- 


ing all of 40 States, parts of three States and all the Provinces of Canada. 


Associated Organizations 
CONFERENCE OF BISHOPS’ REPRESENTATIVES FOR CATHOLIC HOSPITALS 


Executive Committee 


Most Rev. Joseph B. Brunini, Episcopal Chairman 
Auxiliary Bishop of Natchez-Jackson 


Very Rev. Msgr. Patrick J. Frawley, Chairman Rt. Rev. Msgr. Donald A. McGowan, Executive Director 
New York, N.Y. Washington, D.C. 
Rev. Frank Dirksen Very Rev. Msgr. John C. Staunton Rev. Timothy O’Brien 
Springfield, Ill. Cincinnati, Obio San Francisco, Calif. 


Membership includes representatives of 116 Archdiocese and Diocese in the United States. 





HOSPITAL CHAPLAINS’ CONFERENCE CONFERENCE OF CATHOLIC SCHOOLS OF NURSING 


Rev. E. J. Bielskas, Chairman (See Part II, Page 163) 
St. Mary’s Hospital, Grand Rapids, Mich. 
Rev. Raymond E. Whelan, Vice-Chairman 
rancis Hospital, Wichita, Kan. 


Rev. John W. Mullally, Secretary 


Yorktown Memorial Hospital, Yorktown, Tex. 
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Hospital Fund Raising is comparable in many ways 
to the clinical problems you face every day in your hospital. 


We at CCS like to think we approach our 
problem as you do yours—with a thorough diagnosis first! 


The CCS Survey of Fund Raising Potential pinpoints the 
need, the problems and the anticipated response under controlled 
conditions BEFORE you launch into a campaign blindly! 


Get the “financial pulse” of your community. 


GET A CCS SURVEY FIRST! 


Community Counselling Service, Inc. 


Fund Raising and Public Relations 
Offices Throughout The United States and Canada 
international Headquarters: Empire State Building, New York I, N.Y., OXford 5-1175 


Other Offices in: 
BUFFALO, NEW YORK NUTLEY, NEW JERSEY ST. LOUIS, MISSOURI 


CHICAGO, ILLINOIS OKLAHOMA CITY, OKLA. SEATTLE, WASHINGTON 


SAN FRANCISCO, CALIF. 
You may call, or wire us collect 
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DIRECTORY OF REGIONAL CONFERENCES 
OF CATHOLIC HOSPITALS 


INTRODUCTION 


HE NEED FOR state and regional organization among Catholic 
Tl tecinis was recognized as early as 1921. Since that time, 
this type of organization has grown until at the present time 
there are 39 Conferences of Catholic hospitals organized either 
on a state, regional or diocesan basis in the United States and 
nine conferences organized on a provincial basis in Canada. 

One of the anticipated projects of the Catholic Hospital As- 


sociation is an attempt on the part of the headquarters office to 
be of greater assistance to these regional groups in order to 
strengthen the entire program of Catholic hospitals and their 
future in the health care of our two nations. 

The listing below follows a geographical sequence rather 
than alphabetical one, both on a national basis and within 
each region. 





l UNITED STATES 


MIDDLE ATLANTIC STATES 


Brooklyn Diocesan Conference of 
Catholic Hospitals 


Originally established: 1922 
No. of Hospitals: 10 Beds: 2,179 Bassinets: 


This Conference includes the Diocese of 
Brooklyn, with Rt. Rev. Msgr. Joseph F. 
Brophy, Hospital Director; and Rev. John 
S. Hunt, Rev. Martin Wenzel, Rev. James 
H. Fitzpatrick and Rev. Eduard C. Visich 
F as Associate Directors. 
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New Jersey Conference of Catholic Hospitals 


Originally established: 1931 Reorganized: 1955 
No. of Hospitals: 17 Beds: 4,096 Bassinets: 697 


This Conference includes the Archdiocese 
of Newark with Rt. Rev. Msgr. T. J. 
Conroy, Hospital Director, Reverend Har- 
told A. Murray, Asst. Director; the Dio- 
cese of Camden with Rt. Rev. Msgr. A. 
W. Jess, Hospital Director; the Diocese of 
Paterson with Rt. Rev. Msgr. John J. 
Shanley, Hospital Director; and the Di- 


s ocese of Trenton with Reverend Joseph 
A. O'Connor, Hospital Director. 
» Officers 1960-61: 
Je President: | Brother Constantine, C.F.A. 
Alexian Brothers Hospital, Elizabeth 
Vice-Pres.: Sister Felicitas 
St. Michael’s Hospital, Newark 
75 Sec’y-Treas.: Sister Jean Dolores 
St. Francis Hospital, Jersey City 
IRI Sp. Dirs.: Rev. Joseph A. O’Connor 
ON Rt. Rev. Msgr. A. W. Jess 
Rt. Rev. Msgr. John J. Shanley 
et Rt. Rev. Msgr. T. J. Conroy 


Rev. Harold A. Murray 





DIRECTORY NUMBER 





Catholic Hospital Association of Philadelphia 
[Pennsylvania], (including Delaware) 


Organized: 1953 
No. of Hospitals: 17 Beds: 3,659 
This group includes the Archdiocese of 
Philadelphia, and the Diocese of Wil- 


mington, with Rt. Rev. Msgr. Leo G. 
Fink, Hospital Director. 


Officers 1960-61: 


Bassinets: 722 


President: (Vacant) 
Vice-Pres.: Sister M. St. Robert 

St. Joseph Hospital, Reading 
Secretary: Sister Marie 

Fitzgerald-Mercy Hospital, Darby 
Moderator: Rt. Rev. Msgr. Leo G. Fink 


Sacred Heart Hospitals of Allentown and 
Norristown 


Buffalo Diocesan Conference of Catholic Hospitals 
Organized: 1951 

No. of Hospitals: 9 Beds: 1,806 Bassinets: 
This Conference includes the Diocese of 
Buffalo with Rt. Rev. Msgr. Albert Rung, 
Hospital Director and Very Rev. Msgr. 
Joseph M. McPherson and Very Rev. 
Msgr. William L. Wozniak, Rev. William 
C. Zenns, Assistant Directors. 


Officers 1960-61: 


321 


President: Sister M. Sacred Heart 
Mercy Hospital, Buffalo, N.Y. 
Vice-Pres.: Rev. Mother Eugenia - 


Nazareth Manor, Buffalo 


Sec’y.-Treas.: Sister Mary Jerome 
Mz. St. Mary’s Hospital, Niagara Falls 


Rt. Rev. Msgr. Albert Rung 
Buffalo 


Sp. Dir. 














The Conference of Hospital Sisters of the Diocese 

of Pittsburgh [Pennsylvania | 
Organized: 1949 

No. of Hospitals: 10 Beds: 2,354 

This Conference includes the Diocese of 


Pittsburgh with Rev. William Erkens, 
Hospital Director. 


Officers 1960-61: 


pitals 
Organized: 1956 
No. of Hospitals: 7 


Bassinets: 363 


Beds: 1,167 Bassinets: 
This Conference includes the Diocese of 
Scranton with Rt. Rev. Msgr. R. A. Mc- 


Nulty, Hospital Director. 


Pres.: Sister M. Amadeus ; 

St. Joseph Hospital, Pittsburgh Officers 1960-61: 
: _ pe President: Sister Cor Mariae 
Vice-Pres. : — vpn Hospitel St. Joseph’s Hospital, Carbondale 
ig OC. enera Osptita 

Secy.: Sister Mary Daniel Vice-Pres.: Sister M. Joan 
St. Francis General Hospital Mercy Hospital, Wilkes-Barre 

Treas. : Sister James Regis Sec’y-Treas.: Sister M. Irma 


Roselia Foundling & Maternity Hospital, St. Mary’s Hospital, Scranton 
Pittsburgh 
Rt. Rev. Msgr. R. A. McNulty 


Scranton 


Moderator: 
Rev. William Erkens 





SOUTH ATLANTIC STATES 








Maryland Conference of Catholic Hospitals 
Organized: 1940 
No. of Hospitals 7 


Carolinas-Virginias Conference of Catholic Hos- 
pitals 
Organized: 1946 
No. of Hospitals: 22 Beds: 3,062 


This Conference includes the Diocese of 
Richmond with Very Rev. Msgr. F. H. 
Nott, Hospital Director; the Diocese of 
Wheeling with Rt. Rev. Msgr. F. J. 
Schwertz, Hospital Director; the Diocese 
of Raleigh with Rev. Francis M. Smith 
Hospital Director; and the Diocese of 
Charleston with Rt. Rev. Msgr. George 
Lewis Smith, Hospital Director. 


Officers 1960-61: 





Beds: 1,516 Bassinets: 
This group includes the Archdiocese of 
Baltimore with Rev. G. Huesman, Hos- 

pital Director. 


Bassinets: 561 


Officers 1960-61: 


President: Mother Athanasius 


Bon Secours Hospital, Baltimore 


Sister Mary Pierre 
St. Joseph’s Hospital, Baltimore 


Vice-Pres.: 


Chairman: ~— a -— . Sec’y-Treas.: Sister Helen 
en eT St. Agnes Hospital, Baltimore 
Consultant: Rt. Rev. Msgr. George L. Smith Sp. Dir.: Rev. E. Gerard Huesman 
Aiken, South Carolina Baltimore 


EAST SOUTH CENTRAL STATES 





Mobile-Birmingham Diocesan Conference of 
Catholic Hospitals 
Organized: 1954 
No. of Hospitals 8 Beds: 1,038 


This Conference includes the Diocese of 
Mobile-Birmingham with Rt. Rev. Msgr. 
John J. Raleigh, Hospital Director. 


Officers 1960-61: 


Mississippi Catholic Hospital Conference 
Organized: 1946 
No. of Hospitals: 3 Beds: 341 


This Conference includes the Diocese of 
Natchez-Jackson with Rev. E. E. Michelin, 
Hospital Director. 


Officers 1960-61: 


66 


Bassinets: 
Bassinets: 


President: Sister Mary Margaret : : 4 

St. Joseph Hospital, Meridian President: Sister Mary of the Precious Blood 
Vice-Pres.: Sister Mary Rita Rose ’ _ Holy Neme of Jesus, Gadsden 

St. Dominic-Jackson Memorial Hospital, Vice-Pres.: Sister Philip Maria 

Jackson Holy Family Hospital, Ensley 

Sec’y-Treas.: Sister Mary Hildegarde ; Sec’y-Treas.: Sister Frances Michael 

Mercy Hospital-Street Memorial, Vicksburg Sacred Heart Hospital, Pensacola 
Sp. Dir.: | Rev. Edward E. Michelin Sp. Dir.: Re. Rev. Msgr. John J. Raleigh 


Ocean Springs City of St. Jude, Montgomery 


Scranton Diocesan Conference of Catholic Hos- 
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Kentucky Conference of Catholic Hospitals 
Organized: 


1945 


Officers 1960-61: 
President: 


Sister Mary Gabriel 


No. of Hospitals: 17 Beds: 2,257 





This Conference includes the Archdiocese 
of Louisville with Rev. J. A. Lyons, Hos- 
pital Director; the Diocese of Covington 
with Rt. Rev. Msgr. C. A. Towell, Hos- 
ital Director; and the Diocese of Owens- 
ro with Rev. R. G. Hill, Hospital Di- 
rector. 


Bassinets: 


366 


Mount Mary Hospital, Hazard 


Vice-Pres.: Sister Margaret Teresa 
St. Joseph Hospital, Lexington 
Mother Maria 
Taylor Manor, Versailles 
Treasurer: Sister Agnes Brendan 
St. Joseph Infirmary, Louisville 


Secretary: 


Director: 
Covington 


Publication: Catholic Hospital Bulletin 


WEST SOUTH CENTRAL STATES 





Arkansas Conference of Catholic Hospitals 
Originally established: 1924 Reorganized: 1955 
No. of Hospitals 13 Beds: 1,540 


The Diocese of Little Rock includes the 
State of Arkansas with Rev. John W. 
Kordsmeier as Hospital Director. 


Bassinets: 


275 


Oklahoma Conference of Catholic Hospitals 


Originally established: 1921 Reorganized: 1951 
No. of Hospitals: 10 Beds: 1,823 


This Conference includes the Diocese of 
Oklahoma City and Tulsa with Rt. Rev. 
Msgr. Gilbert Hardesty, Hospital Director. 


Rt. Rev. Msgr. C. A. Towell 


Bassinets: 
















314 





Officers 1960-61: 
President: 
Pres.-Elect: 
Sec’y-Treas: 
Ex.-Sec’y: 


Director: 


Sister M. Leonarda, R.S.M. 

Warner Brown Hospital, Eldorado 
Sister M. Fabian, R.S.M. 

St. Edward Mercy Hospital, Fort Smith 
Sister M. Antonita, O.S.B. 

St. Mary’s Hospital, Dermott 
Delphine Sutton 

Little Rock 
Rev. John W. Kordsmeier 

Little Rock 


Louisiana Conference of Catholic Hospitals 
Originally established: 1921 Reorganized: 1954 


No. of Hospitals: 20 Beds: 5,719 


Bassinets: 681 


This Conference includes the Archdiocese 
of New Orleans with Rev. Paul R. Moore, 
Hospital Director; the Diocese of Alex- 
andria with Very Rev. Msgr. Gerard Du- 
Cote, Hospital Director; and the Diocese 
of Lafayette with Rev. Peter Blom, Hos- 


Officers 1960-61: 


President: Sister Mary de Paul 

Ponca City Hospital, Ponca City 
Pres.-Elect: Sister Mary Coletta 

Mercy Hospital, Oklaboma City 
Secretary: Sister M. Francis Eugene 

St. Anthony Hospital, Oklaboma City 
Treasurer: Sister Mary Lucina 

St. Jobn’s Hospital, Tulsa 
Sp. Dir.: Rt. Rev. Msgr. Gilbert Hardes 


St. Anthony Hospital, Oklahoma City 


Texas Conference of Catholic Hospitals 
Originally established: 1934 Reorganized: 1942 


No. of Hospitals: 41 Beds: 4,819 


Bassinets: 877 





pital Director. 


Officers 1960-62: 
President: 
Vice-Pres.: 
Secretary: 
Treasurer: 


Sp. Dir.: 


Sister Mary Germaine 


T. E. Schumpert Memorial Hospital, 
Shreveport 


Mother Mary Dolores 

St. Joseph’s Hospital, Thibodaux 
Sister Yvonne Marie 

Terrebonne General Hospital, Houma 
Sister Mary Madeleine Sophie 

Opelousas General Hospital, Opelousas 
Rev. Paul R. Moore 

Chalmette 


Galveston Diocesan Council of Catholic Hospitals 


This Conference includes the Diocese of 
Galveston with Rt. Rev. Msgr. John J. 
Roach, Hospital Director. 


Officers 1960-61: 
Chairman: 


Chairman- 
elect: 
Vice- 
Chairman: 
Secretary: 


Sp. Dir.: 
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Sister Mary Ascension 
St. Mary’s Hospital, Port Arthur 


Sister Mary Thecla 
St. Joseph’s Hospital, Houston 


Sister Mary Justina 
St. Therese’s Hospital, Beaumont 


Sister Mary Ruth 
St. Mary’s Hospital, Port Arthur 


Rt. Rev. Msgr. John J. Roach 


Houston 


This Conference includes the Archdiocese 
of San Antonio with Rev. J. J. Lazarksy, 
O.M.I., Hospital Director; the Diocese of 
Amarillo with Very Rev. Msgr. A. M. 
Bottoms, Hospital Director; the Diocese 
of Corpus Christi with Rt. Rev. Msgr. A. 
H. Schmitt, Hospital Director; the Diocese 
of Dallas-Ft. Worth with Rt. Rev. Msgr. 
W. F. O’Brien, Hospital Director; the 
Diocese of Galveston with Rt. Rev. Msgr. 
John J. Roach, Hospital Director; the 
Diocese of Austin with Rev. M. C. Dea- 
a Hospital Director; and the Diocese of 















aso. 
Officers 1960-61: 
Pres.: Sister Peter Gerard 
St. Joseph’s School of Nursing, Fort Worth 
Pres.-Elect: Sister M. Annella 
St. Anne’s Hospital, Abilene 
Vice-Pres.: Sister de Chantal 
Bethania Hospital, Wichita Falls 
Sec’y-Treas.: Sister M. Benigna 


Madonna Hospital, Denison 


Publication: T.C.C.H. “News Letter”, quarterly 


San Antonio Archdiocesan Conference of Catholic 


Hospitals 


Organized: 1957 


Officers 1960-61: 


Director: Rev. John J. Lazarsky, O.M.L. 
San Antonio 
Secretary: Sister M. Agnelis 





Yorktown Memorial Hospital, Yorktown 
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Organized: 


No. of Hospitals: 


59 Beds: 


EAST NORTH CENTRAL STATES 








Wisconsin Conference of Catholic Hospitals 


1921 


8,448 Bassinets 1,328 


Officers 1960-61: 







This Conference includes the Archdiocese 
of Milwaukee with Rt. Rev. Msgr. E. J. 
Goebel, Hospital Director; the Diocese 
of Green Bay with Rt. Rev. Msgr. H. C. 
Head, Hospital Director; Diocese of La- 
Crosse with Very Rev. J. Krasowski, Hos- 
pital Director; the Diocese of Madison 
with Rev. L. L. Rummel, Hospital Di- 
rector; and the Diocese of Superior with 
Re. Rev. Msgr. W. A. Beaudette, Hos- 
pital Director. 


President: Sister M. Mirella 

St. Elizabeth Hospital, Lafayette 
Pres.-Elect: Sister Elizabeth 

St. Mary’s Hospital, Evansville 
Vice-Pres.: Sister Michaeleen 

St. Joseph’s Hospital, South Bend 
Sec’y-Treas.: Sister M. Odilla 

St. Joseph’s Hospital, Fort Wayne 
Sp. Dir.: Rev. Victor Wright 


Bloomington 


Conference of Catholic Hospitals of the Archdi- 


ocese of Detroit 


Publication: 


Officers 1960-61: 


President: Sister Austin 

St. Mary Hospital, Milwaukee 
Vice-Pres.: Sister M. Regula 

St. Francis Hospital, LaCrosse 
Sec’y-Treas.: Sister Mary Patrice 

St. Anthony Hospital, Milwaukee 
Exec. Sec’y: Gertrude M. Gloeckler 

437 West Galena Street, Milwaukee 
Sp. Dit.: Rt. Rev. Msgr. Edmund J. Goebel 

Milwaukee 


70 


Wisconsin Catholic Hospitals Bulletin, quarterly 


illinois Conference of Catholic Hospitals 
Originally established: 1921 
No. of Hospitals: 


Reorganized: 1952 
Beds: 12,651 Bassinets: 1,938 


This Conference meets monthly and is 
directed by a Steering Committee com- 
posed of representatives of the different 
participating Religious Orders, with Rev- 
erend John A. Trese, Hospital Director. 


Officers 1960-61: 


Chairman: Sister Denise 

Providence Hospital, Detroit 
Secretary: Sister Francis Xavier 

St. Joseph’s Mercy Hospital, Detroit 
Sp. Dir.: Rev. John A. Trese 


Detroit 


Ohio Conference of Catholic Hospitals 
Originally established: 1921 Reorganized: 1955 
No. of Hospitals: 38 Beds: 8,695 Bassinets: 1,458 
This Conference includes the Archdiocese 








This Conference includes the Archdiocese 
of Chicago with Rt. Rev. Msgr. John W. 
Barrett, Hospital Director; the Diocese 
of Belleville with Very Rev. Msgr. C. G. 
Schindler, Hospital Director; the Diocese 
of Joliet with Rev. Armand Rotondi, Hos- 
pital Director; the Diocese of Peoria with 
Rev. John Weishar, Hospital Director; 
the Diocese of Rockford with Rev. R. G. 
Stewart, Hospital Director; and the Dio- 
cese of Springfield with Rt. Rev. Msgr. 
Jesse L. Gatton, Hospital Director. 


Officers 1960-61: 


of Cincinnati with Very Rev. Msgr. J. C. 
Staunton, Hospital Director; the Diocese 
of Cleveland with Rev. John J. J. Hu- 
mensky, Hospital Director; the Diocese 
of Columbus with Very Rev. Msgr. W. 
E. Kappes, Hospital Director; the Diocese 
of Steubenville with Rt. Rev. Msgr. P. L. 
Richter, Hospital Director; the Diocese of 
Toledo with Rt. Rev. Msgr. R. A. Maher, 
Hospital Director; and the Diocese of 
Youngstown, with Rev. J. P. Gallagher, 
Hospital Director. 


Officers 1960-61: ‘ 


Pres. : Sister M. Stephanie 

Loretto Hospital, Chicago 
Vice-Pres.: Sister Hughes 

St. Bernard Hospital, Chicago 
Sec’y.: Sister M. Leonoris 

St. Anne’s Hospital, Chicago 
Treas.: Sister M. Almarita 

Holy Cross Hospital, Chicago 
Sp. Dir.: Rt. Rev. Msgr. John W. Barrett 


Organized: 


26 Beds: 


Very Rev. Msgr. J. V. Moscow, Asst. 


Indiana Conference of Catholic Hospitals 


1921 
4,783 Bassinets: 771 


President: Sister M. Baptista 

St. Elizabeth Hospital, Youngstown 
Pres.-Elect: Sister Mary Lucia 

Providence Hospital, Sandusky 
Secretary: Sister Mary Aniceta 

Marymount Hospital, Garfield Heights 
Treasurer: Sister Mary Ruth Ann 

Mt. Carmel Hospital, Columbus 
Sp. Dir: Rev. J. P. Gallagher 


Youngstown 


Peoria Diocesan Conference of Catholic Hospitals 


This Conference includes the Diocese of 
Peoria with Rev. John Weishar, Hospital 





No. of Hospitals: 


This Conference includes the Archdiocese 
of Indianapolis with Rt. Rev. Msgr. A. 
R. Fussenegger, Hospital Director; the 
Diocese of Evansville with Rt. Rev. Msgr. 
T. J. Clarke, Hospital Director; the Di- 
ocese of Fort Wayne; the Diocese of 
Lafayette with Rev. Robert Fosselman, 
Hospital Director; and the Diocese of 
Gary with Rev. Robert Emmons, Hospital 
Director. 


Director 


No. of Hospitals: 
Officers 1960-61: 


President: 
Vice-Pres. : 


Secretary: 





14 Beds: 


2,205 Bassinets: 335 


Sister Mary Demetria 
St. Joseph’s Hospital, Joliet 


Sister Mary Radegundis 


St. Clara’s Hospital, Lincoln 


Sister Catherine Ann 
St. Francis Hospital, Peoria 
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WEST NORTH CENTRAL STATES 





lowa Conference of Catholic Hospital Association 
Organized: 1923 
No. of Hospitals: 33 Beds: 4,445 Bassinets: 638 


This Conference includes the Archdiocese 
of Dubuque with Rev. F. J. Kaufmann, 
Hospital Director; the Diocese of Daven- 
port with Rev. H. V. Bongers, Hospital 
Director; the Diocese of Sioux City with 
Rt. Rev. Msgr. W. B. Bauer, Hospital 
Director; and the Diocese of Des Moines 
with Rev. Paul J. Connelly, Hospital Di- 
rector. 


Officers 1960-61: 


President: Sister Mary Carmeline 
Sacred Heart Hospital, Le Mars 
President- Sister Mary Francis 
Elect: Mercy Hospital, Des Moines 
Sec’y-Treas.: Sister Mary Elaine 
Mercy Hospital, Anamosa 
Sp. Dir.: Rev. F. J. Kaufmann 


Oclweim 


Minnesota Catholic Hospital Conference 
Organized: 1953 


No. of Hospitals: 30 Beds: 4,095 Bassinets: 584 


This Conference includes the Archdiocese 
of St. Paul with Rev. F. W. Curtin, Hos- 
pital Director; the Diocese of Crookston 
with Rev. A. J. Lemire, Hospital Director; 
the Diocese of Duluth with Rev. Bene- 
dict Scheuer, Hospital Director; the Di- 
ocese of St. Cloud with Rev. P. Riley, 
Hospital Director; and the Diocese of 
Winona with Rev. D. J. Corcoran, Hos- 
pital Director. 


Officers 1960-61: 


President: Sister Sainte Marie 

St. Joseph Hospital, Park Rapids 
Pres.-Elect: Sister Marybelle 

St. Mary’s Hospital, Duluth 
Vice-Pres.: Sister M. Jamee 

St. Cloud Hospital, St. Cloud 
Sec’y-Treas.: Sister Marie Gertrude 

St. Joseph Hospital, Park Rapids 
Sp. Dir.: A Hospital Director serves in each Di- 

ocese 

Publication: Voice of M.C.C.H., monthly 


Catholic Hospital Association of South Dakota 
Organized: 1947 


No. of Hospitals: 18 Beds: 
This Conference includes the Diocese of 
Rapid City with Rt. Rev. Msgr. M. T. 
Costigan, Hospital Director; a ‘the Di- 
ocese of Sioux Falls, with Rev. A. Durac- 
zynski, Hospital Director. 


Officers: 1960-62: 


1712 Bassinets: 294 


President: Sister M. Edith 
St. John’s McNamara Hospital, Rapid City 
Vice-Pres.: Sister M. Vincent 
Sacred Heart Hospital, Yankton 
Secretary: Sister M. Theophane 
St. John’s Hor pital, Huron 
Treasurer: Sister M. Carmelita 
Gettysburg Memorial Hospital, Gettysburg 
Publication: Insteurare—“To Restore All Things in Christ— 
Through Mary” 
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Catholic Hospital Conference of the Archdiocese 
of St. Louis 
Organized: 1950 
No. of Hospitals: 14 
Officers 1960-61: 


Beds: 3,079 Bassinets: 485 


President: Brother Matthew 
Alexian Brothers Hospital, St. Louis 
1st Vice- Sister M. Rene 
Pres.: St. John’s Hospital, St. Louis 
2nd Vice- Sister M. Ursula 
Pres.: St. Francis Hospital, Maryville 
Sec’y-Treas.: Sister Columba 
St. Josepb’s Hospital, Boonville 
Director: 


Rev. ¥, Jonge B. B. Winter 


Nebraska Conference of Catholic Hospitals 
Originally established: 1923 Reorganized: 1949 

No. of Hospitals: 21 Beds: 2,216 Bassinets: 371 

This Conference includes the Archdiocese 

of Omaha with Rev. V. L. Decker, S.J., 

Hospital Director; the Diocese of Grand 

Island with Rev. Carl J. Hollie, Hospital 

Director; and the Diocese of Lincoln with 

Rev. M. G. DeWitt, Hospital Director. 


Officers 1960-61: 


President: Sister M. Anne 

St. Catherine of Sienna, McCook 
Pres.-Elect: Sister M. Patrice 

St. Joseph’s Hospital, Alliance 
Sec’y-Treas.: Sister M. Adeline 

St. Catherine of Sienna, McCook 
Sp. Dir.: Rev. V. L. Decker, S.J. 

Omaba 


Catholic Hospital Conference of North Dakota 


Organized: 1939 
No. of Hospitals: 25 Beds: 1,670 Bassinets: 298 
This Conference includes the Diocese of 
Bismarck with Rt. Rev. Msgr. A. J. Galo- 
witsch, Hospital Director, and the Diocese 
of Fargo with Very Rev. A. R. Peschel as 


Hospital Director. 
Officers 1960-61: 
President: Sister M. Emma 


Linton Hospital, Linton 


Sister Corinne 
St. Aloisius Hospital, Harvey 


Pres.-Elect: 


Vice-Pres.: Sister M. Helen 
S#. Gerard’s an Hospital, 
"Hankinson 
Secretary: Sister M. Cecilia 
Linton Hospital, Linton 
_ Treasurer: Sister DePaul 
St. Michael’s Hospital, Grand Forks 
Sp. Dir.: Rt. ney. ! Msgr. A. J. Galowitsch 
Veey Rev. A. R. Peschel 
sel; 
Publication: Catholic Hospitals of North Dakota; Bulletin, 


annually 


Kansas Conference of Catholic Hospitals 
Organized: 1958 

No. of Hospitals: 30 Beds: 3,498 Bassinets: 562 
This Conference includes the Archdiocese 
of Kansas City with Very Rev. Msgr. J. 
W. Horvat, Hospital Director: the 
Diocese of Dodge City with Rev. John 
Zenner, Hospital Director; the Diocese of 
Salina with Rt. Rev. Msgr. Raymond M. 
Menard, Hospital Director; and the Dio- 
cese of Wichita with Rt. Rev. Msgr. Wil- 
liam Schaffers, Hospital Director. 


Officers 1960-61: 


President: Sister M. Leona 
Mt. Carmel Hospital, Pittsburg 
Vice-Pres.: Sister M.’ Adele 


St. Jobn Hospital, Salina 


Sec’y-Treas.: Sister Joan 
St. Thomas Hospital, Colby 














MOUNTAIN STATES 








Colorado Conference of Catholic Hospitals (in- 





New Mexico Conference of Catholic Hospitals 







cluding Wyoming) Organized: 1956 
Originally established: 1921 Reorganized: 1949 No. of Hospitals: 10 Beds: 712 Bassinets: 131 
hotles . eee This Conference includes the Archdiocese 
No. of Hospitals: 19 Beds: 2,450 Bassinets: 340 of Santa Fe with Rt. Rev. Msgr. W. T. 
This Conference includes the Archdiocese Bradley, Hospital Director, and the Dio- 
of Denver with Rt. Rev. Msgr. John R. cese of Gallup with Rev. Titus Gehring, 
Mulroy, Hospital Director; and the Di- O.F.M. Hospital Director. 
ocese of Pueblo. Also included is the Officers 1960-61: 
Diocese of Cheyenne (Wyoming). ca Mr. Thomas Shinas oes 
t. Francis Hospital, Carls 
Officers 19-61: Vice-Pres.: Sister Benetia 
President: Sister Zita Marie St. Francis Hospital, Carlsbad 
St, Mary’s Hospital, Grand Junction Secretary: Sister Rose Therese 
; . a Nazareth Sanatorium, Albuquerque 
Pres.-Elect: Sister Mary Lina Treasurer: Sister Mary Teresa 
St. Anthony’s Hospital, Denver Holy Cross Hospital, Taos 
Secretary: Very Rev. Msgr. William J. Monahan Exec.-Sec’y: Frank E. McDermott 
Denver uquerque ; 
Sp. Dir.: Rt. Rev. Msgr. William Bradley 
Treasurer: Sister Mary Kieran Santa Fe 
M Hospital, D 
mt owen Western Conference of Catholic Hospitals 
oe Oe: — heeateties A Federation of the Conferences of Catholic Hospitals in the 
Ten Western States 
Organized: 1954 
No. of Hospitals: 111 Beds: 14,290 Bassinets: 2,906 
Officers 1960-61: 
Idaho Conference of Catholic Hospitals Paeegans: i Merced, California 
Organized: 1948 Pres.-Elect: Sister M. Philippa 
St. Mary’s Hospital, San Francisco, California 
No. of Hospitals: 9 Beds: 721 Bassinets: 143 Sec’y-Treas.: Sister John Joseph 


Santa Rosa Memorial Hospital, Santa Rosa, 


This Conference includes the Diocese of California 

Boise with Rt. Rev. Msgr. N. Hughes as 

Hospital Director. Montana Conference of Catholic Hospitals 
Organized: 1934 


Officers 1960-61: a * 
Presid Si No. of Hospitals: 15 Beds: 1,539 Bassinets: 
resident: ent Mary Anthonette This Conference includes the Diocese of 
+, Benedict's Hospital, Jerome Great Falls with Rev. John Michelotti 
Vice-Pres.: Sister Helen Frances as Hospital Director, and the Diocese of 
St. Joseph’s Hospital, Lewiston Helena with Rt. Rev. Msgr. D. J. Har- 
rington as Hospital Director. 
Secretary: Sister M. Ardette t Officers 1960-61: 
Sacred Heart Hospital, Idaho Falls President: Mother Marilyn 
Treasurer: Sister M. Alverna __ Manes Temes Maapltel, Havre 
Sacred Heart Hospital, Idaho Falls Pres.-Elect: Sister a Wascoude 
Sp. Dir.: Rt. Rev. Msgr. Nicholas Hughes Vice-Pres.: Sister Mary Elizabeth 
St. Alphonsus Hospital, Boise St. Mary’s Hospital, Conrad 
eee Sec’y-Treas.: Sister Mary Joseph 
Publication: Newsletter, quarterly Sacred Heart Hospital, Havre 


PACIFIC STATES 





Southern California and Arizona Conference of Officers 1960-61: 


Catholic Hospitals President: Sister Agnes of the Sacred Heart 
Originally established: 1921 Reorganized: 1928 & Jonth Soaked, eke 
No. of Hospitals: 26 Beds: 5,000 Bassinets: 1,027 Vice-Pres.: Sister Mary Eymard 


. r - St. Mary’s Hospital, Long Beach 
This Conference includes the territory 
covered by the Archdiocese of Los An- i : ; 
geles with Rt. Rev. Msgr. Thomas J. Sec’y-Treas.: Sister Eleanore Francis 
O’Dwyer, Hospital Director, and the Dio- Daniel Freeman Hospital, Inglewood 
cese of San Diego. Also included in this 
Conference is the Diocese of Tucson Sp. Dir.: Rt. Rev. Msgr. Thomas J. O’Dwyer 


(Arizona). Los Angeles 
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Organized: 1947 
No. of Hospitals: 20 Beds: 2,672 


This Conference includes the Archdio- 
cese of Seattle with Rev. Lawrence M. 
Willenborg as Hospital Director, the Dio- 
cese of Spokane with Rev. E. J. Kowrach 
as Hospital Director, and the Diocese of 
Yakima with Rev. E. T. McHugh, O.M.I. 
as Hospital Director. 


Officers 1960-61: 


President: Sister Mary Antonia 
St. Joseph Hospital, Tacoma 
Pres.-Elect: Sister Fidelis 
St. Helen’s Hospital, Chebalis 
1st Vice- Sister Regina Marie 
Pres. : St. Joseph’s Hospital, Bellingham 
2nd Vice- Sister M. Mariam 


Pres.: St. Joseph Hospital, Aberdeen 


Secretary: Sister M. Evelina 
St. Joseph Hosptal, Tacoma 
Treasurer: Sister M. Carmelina 


St. Elizabeth Hospital, Yakima 
Publication: Nursing Service Newsletter, Quarterly 


Oregon Conference of Catholic Hospitals 
Organized: 1954 
No. of Hospitals: 12 Beds: 1,716 Bassinets: 231 


This Conference includes the Archdio- 
cese of Portland in Oregon with Rev. 
L. J. Derouin, Hospital Director, and the 
Diocese of Baker City with Rev. John 
Baumgartner, Hospital Director. 


Washington State Conference of Catholic Hospitals 


Bassinets: 501 


Officers 1960-61: 


President: Sister John of the Cross 

St. Vincent Hospital, Portland 
Pres.-Elect: Sister Cuniberta 

St. Elizabeth Hospital, Baker 
Sec’y-Treas.: Sister M. Aloysius 

Holy Rosary Hospital, Ontario 
Sp. Dir.: Rev. L. J. Derouin 


Providence Hospital, Portland 





Northern California and Nevada Conference of 


Catholic Hospitals 
Originally established: 1921 
No. of Hospitals: 25 Beds: 3,177 


This Conference includes the Archdiocese 
of San Francisco with Rev. T. E. O’Brien, 
Hospital Director, and the Diocese of Sac- 
ramento with Rt. Rev. Msgr. T. H. Mark- 
ham as Hospital Director and the Diocese 
of Monterey-Fresno with Very Rev. Msgr. 
J. F. Durkin, Hospital Director. Also in- 
cluded in this Conference is the Diocese 
of Reno (Nevada) with Very Rev. Msgr. 
D. F. Carmody, Hospital Director. 


Officers 1960-61: 


President: 


Bassinets: 


Sister John Joseph 


Reorganized: 1928 


630 


Santa Rosa Memorial Hospital, Santa Rosa 


Sec’y-Treas.: Sister Mary Gabriel 
St. Joseph’s Hospital, Stockton 


Il. CANADA 
WESTERN PROVINCES 





Catholic Hospital Conference of British Columbia 
Organized: 1940 
No. of Hospitals: 17 Beds: 2,331 Bassinets: 270 


This Conference includes the Archdiocese 
of Vancouver, the Dioceses of Kamloops, 
Victoria and Nelson, and the Vicariate 
Apostolic of Prince Rupert. 


Officers 1960-61: 


President: Sister M. Loretto 
St. Vincent’s Hospital, Vancouver 
lst Vice- Sister M. Angeline 
Pres. : Mount St. Joseph’s Hospital, Vancouver 
2nd Vice- Sister M. Scholastica 
Pres. : St. Paul’s Hospital, Vancouver 
Secretary: Sister M. Canisius 
St. Vincent’s Hospital, Vancouver 
Treasurer: Sister M. Charlotte 


St. Vincent’s Hospital, Vancouver 


Rev. J. A. Leahy, S.J. 


Vancouver 


Sp. Dir.: 


Publication: Newsletter 


Catholic Hospital Conference of Alberta 


Originally established: 1933 Reorganized: 1943 


Rev. John J. O’Brien 
Calgary 


Publication: Newsletter and Proceedings 


Catholic Hospital Conference of Saskatchewan 


Organized: 1933 


No. of Hospitals: 24 Beds: 1,928 Bassinets: 329 


This Conference includes the Archdiocese 
of Regina; the Abbatis Nullius St. Peter 
of Muenster; the Dioceses of Prince Al- 
bert, Gravelbourg and Saskatoon; and the 
Vicariate Apostolic of Keewatin. 
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Officers 1961-62: 


Sister Helen Joseph 
St. Peter’s Hospital, Melville 
Sister Beatrice Bigelow 
St. Therese Hospital, Tisdale 
Sec’y-Treas.: Sister Olivia Frances 
St. Peter’s Hospital, Melville 
Sp. Dir.: Rev. C. S. Godin 


Moose Jaw 


President: 


Vice-Pres.: 


Publication: C.H.A.N., semi-annually 


No. of Hospitals: 38 Beds: 3,080 Bassinets: 492 
This Conference includes the Archdiocese 
of Edmonton and the Dioceses of Calgary 
and St. Paul; the Exarchate Apostolic of 
Ukrainian Catholics of Canada; and the 
Vicariates Apostolic of Grouard and Mac- 
Kenzie. 
Officers 1960-61: 
President: Sister Mary Clare 
St. Mary’s Hospital, Camrose 
lst Vice- Sister Helen Levasseur 
Pres.: St. Joseph’s General Hospital, Vegreville 
2nd Vice- Sister Delia Clermont 
Pres. : Holy Cross Hospital, Calgary 
Secretary: Sister Mary Adele 
St. Mary’s Hospital, Camrose 
Treasurer: Sister M. Lourdes 
General Hospital, Killam 
Sp. Dir.: 





EASTERN PROVINCES 








Maritime Conference of Catholic Hospital Asso- Ontario Conference of Catholic Hospital Associa- 
ciation 


Organized: 1922 


No. of Hospitals: 28 Beds: 3,126 Bassinets: 508 


This Conference includes the Province of 
New Brunswick with the Archdiocese 
of Moncton and the Dioceses of Bathurst, 
Edmundston and St. John; the Province of 
Nova Scotia with the Archdiocese of Hali- 
fax and the Dioceses of Antigonish and 
Yarmouth; also the Province of Prince Ed- 
ward Island with the Diocese of Charlotte- 
town. Included too is Newfoundland and 
the Diocese of St. John. 


Officers 1960-61: 


President: Sister Fabian 
St. Clare’s Mercy Hospital, St. John’s, Nf. 


Ist Vice- Sister Kenny 
Pres.: Hotel Dieu Hospital, Chatham, N.B. 


2nd Vice- Sister Catherine Gerard 
Pres.: Halifax Infirmary, Halifax 


Sec’y-Treas.: Sister M. Brenda 
St. Clare’s Mercy, St. John’s, Nf. 


Sp. Dir.: Rev. J. B. Nearing 
Sydney Mines, Nova Scotia 


Publication: Proceedings of Annual Meeting 


Quebec Conference of Catholic Hospitals 


Organized: 1933 


No. of Hospitals: 63 Beds: 19,332 Bassinets: 1,094 


This Conference includes the Archdiocese 
of Québec and the Dioceses of Trois 
Riviéres, Chicoutimi, Amos, Sainte-Anne- 
de-la-Pocatitre; the Archdiocese of Ri- 
mouski and the Dioceses of , Gulf 
of St. Lawrence and the Vicariate Ap- 
ostolic of Labrador. 


Officers 1960-61: 


President: | Mo. Marie-de-Graces 
A @ Esti: ille, Giffard 





Vice-Pres.: Mo. Saint-Adolphe 
Hotel Dieu de Quebec 


Secretary: Sister St. Madeleine 
Hotel Dieu de St. Augustine, Montmagny 


Sp. Dir.: Rev. Lorenzo Danis, O.M.I. 


Ottawa 


Montreal Conference of Catholic Hospitals 


Organized: 1933 


No. of Hospitals: 61 Beds: 22,272 Bassinets: 2,013 


This Conference includes the Archdiocese 
of Montreal and the Dioceses of Valley- 
field, Joliette, Saint-Jean-de-Québec and 
Saint-Jérome; the Archdiocese of Sher- 
brooke and the Dioceses of Saint-Hya- 
cinthe and Nicolet; and the Archdiocese 
of Ottawa. 


Officers 1960-61: 


President: Sister Germaine Michaud 
Hétel Dieu of Montréal, Montréal 


Vice-Pres.: Sister Gertrude du Sacré-Coeur 
H + eine de VEspérance, St. 
en 


Secretary: Sister Marie Aimée de Jésus 
Hépital de la Miséricorde, Montréal 






tion 
Organized: 1932 


No. of Hospitals: 45 Beds: 9,472 Bassinets: 1,402 


This Conference includes the Archdiocese 
of Ottawa and the Dioceses of Pembroke, is 
Mont-Laurier, Timmins, Hearst and the r 
Vicariate Apostolic of James Bay; the P 
Archdiocese of Toronto and the Dioceses e 
of Hamilton, London and Fort William; f 
the Archdiocese of Kingston and the Di- 
oceses of Peterborough, Alexandria and 5 
Sault Ste-Marie. ; 


Officers 1960-61: 


President: Sister Mary Janet 
St. Michael’s Hospital, Toronto 
Ist Vice- Sister Mary Sheila 
President: St. Joseph’s Hospital, North Bay 
2nd Vice- Sister M. de Sales 
President: St. Michael’s Hospital, Toronto 
3rd Vice- Sister Mooney 
President: Hotel Dieu, Kingston 
Sec’y-Treas.: Sister Jeanne Mance 
Hotel Dieu, St. Catharines 


Sp. Dir.: Rt. Rev. Msgr. John G. Fullerton 


Toronto 














Publication: Proceedings of Annual Meeting 


Comite des Hopitaux du Quebec 
Fondé: 1948 


325, Chemin Ste-Cathérine, Outremont, Montréal 8, Québec 


Officers 1960-61: 


President: M. Marcel Langlois, M.D. 
Hospital St.-Francois d’assise, Quebec 
Vice-Pres.: Mere Bernadette-Soubirous 
Sanatorium Mastai, Quebec 
Secretaire- Frere Victor Morin 
tresorier: Mont St. Aubert, Oursainville 
Directeur ‘Rev. Pere Hector-L. Bertrand 
General: Montreal 


Publication: L’Hépital d’aujourd’hui (1955) [Une Revue 
Mensuelle au Service des Hépitaux Francais d’Amérique] 











Catholic Hospital Conference of Manitoba | 
Originally established: 1933 Reorganized: 1943 | 


No. of Hospitals: 11 Beds: 1,836 Bassinets: 213 


This Conference includes the Archdiocese 
of St. Boniface and Winnipeg and the 
Vicariates Apostolic of Keewatin and 


Hudson Bay. 
Officers 1960-61: 
Pres.: Sister M. Justina 


Arborg, Manitoba 


Vice-Pres.: Sister Ste. Helene de Rome 
Misericordia General Hospital, Winnipeg 
Sec’y-Treas.: Sister Ethelburga 
Johnson Memorial Hospital, Gimli 
Sp. Dir.: Rev. R. Durocher, o.m.i. 
Winnipeg 
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HE 32ND ANNUAL EDITION of the 

Catholic Hospital Directory pre- 
sents material relating to the activities 
of hospitals and related health facili- 
ties serving the people of the United 
States and Canada. This edition also 
introduces a substantial revision of the 
criteria for listing hospitals and related 
health facilities. 

For listing purposes, a hospital is an 
institution that meets the requirements 
for hospital listing of the American 
Hospital Association, as witnessed by: 
1. annual listing by that organization; 
or 2. formal application presently 
pending. (This is independent of 
membership in the American Hospital 
Association.) Consequently, some of 
the institutions which were previously 
listed as hospitals have been reclassified 
either as related health facilities, or 
have been dropped from the listing. 

In addition, the related health facili- 
ties (formerly called Allied Agencies) 
have been separated from the hospital 
listings and now follow the hospital 
listings as a separate unit of the Di- 
rectory. An institution may be listed 
asa related health facility if it provides 
organized health services but does not 
fulfill the above requirements for a 
hospital. 

The various types of related health 
facilities have been defined as follows: 

Chronic-Convalescent — Most nurs- 
ing homes will be classified in this 

category. 

a. Admits patients who are chroni- 
cally ill or disabled. 

b. Objective is to discharge patients 
as soon as medically prescribed 
by a physician; includes medical 
and nursing services as well as 
supportive and_ rehabilitative 
services. 
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Catholic Health Facilities in 1960 


by EDWARD A. BEHRMAN e St. Louis, Mo. 


c. May be referred from a hospital 
or from a private source. 

d. Admission physical. 

e. Average stay over 30 days. 
pA for the Aged 

a. Admits well, aged individuals 
only. 

b. Objective is to provide a perma- 
nent home for the individual. 

c. Provides facilities for medical 
care as needed for residents, in- 
cluding bed nursing care, but 
hospital medical care available 
elsewhere on a transfer basis. 

d. Patient under care of a physician 


in the medical care facility. 
(Homes for the Aged which do 
not provide bed-nursing care 
when needed by residents are 
not listed.) 
Cancer—chronic-convalescent facility 
restricting admissions to cancer pa- 
tients. 
Maternity—a related health facility 
which provides principally obstetri- 
cal care including deliveries within 
the institution. 
Pediatric—a related health facility 
which provides pediatric, medical 
(Continued on page 56) 


TABLE 1. CATHOLIC HOSPITALS IN THE UNITED STATES, 
PUERTO RICO AND CANADA—1959-1960 























Number Beds Bassinets 
1960 | 1959 1960 1959 1960 | 1959 
UNITED STATES 
General Short Term.....] 815 133,531 21,521 
pone Short Term...... 18 1,661 420 
Special Long Term...... 35 5 ‘073 69 
CO ae 868 880 140, 265 | 142,884 || 22,010 | 22,837 
PUERTO RICO 
General Short Term..... 7 159 81 
Special Short Term...... _ — a 
Special Long Term...... 2 600 _ 
Lor a 9 9 1,359 1,485 81 62 
CANADA 
General Short Term..... 228 2 5,628 
Special Short Term...... 11 1,913 132 
Special Long Term...... 39 584 14 
WOR ce cvccceaucnce 278 285 || 60,409] 62,104 ]] 5,774] 6,252 
TOTAL—USS., P.R., 
CANADA 
General Short Term..... 1,050 169,202 27,230 
Special Short Term...... 29 : 552 
Special Long Term...... 16 29,257 | 83 
VE arceacduaceees 1,155 | 1,176 || 202,033 | 206,475 |] 27,865 | 29,151 
































TABLE 2. DISTRIBUTION OF CATHOLIC HOSPITALS IN THE UNITED STATES, 
, PUERTO RICO AND CANADA—1960 











General Short Term Hospitals 


Special Short Term Hospitals 












































































































l 
State, Territory and Maternity Pediatric Other 
Province No. Beds Bass. 
No.| Beds | Bass.| No.| Beds | Bass. | No.| Beds | Bass. @ 
PIBVAMS... 6 05:. 0 655 ee 8 1,158 183 7 ; : : a 
DRRNMMID § 20 cacosstv ops tala Se 5 307 56 : ; ; ; & 
CA a re ee ae 3 690 158 , ; ; a ; a 
PRN Se oy ccna salen tea te 13 1,435 290 ; ey oes , , Ae : : 
SRCOVSIA «056,003 s50.6-0000 40 6,471 1,280 1 11 13 : 1 164 ; 
CORDENOO soos 5.54 00-0 ae 16 2,397 347 : aah cor f ; ie : 
Connecticut......... 5 1,807 293 1 11 7 ; ; ; 
DIGINWELO, ...«. 6-6 sss 0 1 116 20 ; eat a ans ‘ : ; 
District of Columbia. . 2 730 118 : ee ohn ; ‘ : 
MUTI 6 5ice)ov.s0.6 hes dsc 0 8 2,005 251 1 13 17 . ; : 
Ct re a 5 769 125 ; ote rae ; : ; 
LESS? | earner 1 225 24 : : ; : ‘ : 
LS aR eae apices se) 9 691 135 , ae ee ; steed : nee P 
EM 5/0) 5c cozacaiets 64 12,147 1,824 1 98 70 1 50 ; poe ; | 
CYTES 22 4,397 744 : ae sacs : He 1 200 : | 
MM 8 wie ene 30 4,060 648 , ‘ ‘ rhe : 
CET ee neice. 28 3,399 523 ' , : Ree 
MON UOOKY «.... 6 6 s.3 co 18 2,266 389 : : 1 193 ; 
ousiena..-........ 17 2,171 | 407 - : ; sone p 1 
| eRe 8 730 | as |. iS eee 6 
MAryiAnd.......50.- 5 1,138 161 ; aes acne ; : ie : 9 
Massachusetts....... 13 3,142 | 460 1 122 112 : . ine ! 9 
LEO 32 6,688 | 1,140 : oer cats ‘ 1 125 ; 9 
Minnesota.......... 29 4,152 605 : ‘ a : nee ; 9 
Mississippi.......... 3 341 66 : : sued : : 9 
DISGOUT). ..... i s00 0% 26 4,793 808 ; 1 121 f ; 2 
MODtADS, «6 05000 15 1,656 247 ; , ans ; ; 9 
Nebraska........... 20 re ly Al 358 : F , : 
PUVA, 6 6 ose ors 3:0 0 0s 2 207 38 : : : , 2 
New Hampshire..... 4 472 88 : : P : BY 
New Jersey.......... 17 4,034 642 ; : : , ‘ 3) 
New Mexico......... 10 735 157 ; ie Bey : BK : ees : 3! 
DIOW-POUE.. 5 oo Ss 51 10,736 1,574 1 63 78 2 98 1 160 : 3 
North Carolina...... 5 646 109 : pans meee ; we . nae ‘ 34 
North Dakota....... 25 1,705 288 , hcg ae F : 3! 
CC EE ee Seah oar ee 35 8,955 1,341 2 167 123 : ; 3¢ 
Oklahoma........... 10 2,078 366 : teas ci ; , 37 
NOR ee ox. oat iciese.solssian 12 1,656 211 : ‘ 38 
Pennsylvania........ BY f 8,436 1,224 ; : 30 
Rhode Island........ 2 585 60 : ‘ 40 
South Carolina...... 5 390 98 : ; 4] 
South Dakota....... 18 1,676 281 : ; 42 
ORUMOBNOO. 6 oso ose ooo 5 1,223 168 : dere : 43 
RN eS es at, 39 4,540 810 1 65 F 44 
LS rere: 3 415 88 f as ; 45 
WRUIONG sso ss osc os 3 272 39 : 46 
iO aera 4 693 127 : 47 
Washington......... 20 2,627 466 ; ‘ 48 
West Virginia........ 9 1,483 219 : ; 49 
Li Co ( e 52 7,795 1,316 ; 50 
WE OWING... sso e ses 1 120 18 P 51 
TOTAL—USS..... 815 133 ,531 21,521 8 485 420 4 269 6 907 : 52 
Puerto Rico......... if 759 81 ; : 53 
TOTAL—U.S. and 54 
Puerto Rieo...| 822 134,290 21,602 8 485 420 4 269 6 907 55 
RUOTGD G6. oases oes 31 2,458 476 é ; mm 56 
British Columbia..... 13 1,929 287 ; : aa 57 
Manitoba........... 11 1,530 197 ‘ : Fic 58 
New Brunswick...... 13 1,401 254 ‘ ; a 59 
Newfoundland....... 1 132 48 ; : 60 
Nova Scotia......... 8 926 223 , . Rc 61 
J a ae 42 8,497 1,554 : : re ; a : ry a 62 
Prince Edward Island. 2 186 42 : rhe - ‘ ee ans ae “ 63 
OS i as = 82 15,933 2,240 3 53 45 1 831 44 819 32 64 
Saskatchewan....... 23 1,839 299 A se a : bats i biekiee a 65 
Northwest Territories. 1 60 4 210 11 66 
RRO 56S) as Bia klctias 1 21 4 Bes Mas 67 
TOTAL—Canada.| 228 34,912 5,628 3 53 45 1 831 44 7 11,029 43 68 
TOTAL—U.S., 69 
P.R. & Canada..| 1,050 169 , 202 27,230 | 11 | 538 465 5 |1,100 44 13 | 1,936 43 70 
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TABLE 2. DISTRIBUTION OF CATHOLIC HOSPITALS IN THE UNITED STATES, 














































































Special Long Term Hospitals Total 
Line Line 
Num-| Chronic-Convalescent | Psychiatric Tuberculosis Other Num- 
ners Hos- Bassi- | bers 
pitals Beds nets 
No. Beds No. Beds No. | Beds | Bass.| No. | Beds | Bass. 
1 Ree 4 Seer ey ee. ae >” thee eee Si ee 8 1,158 183 1 
y: nd ae ee ay eens Fae a oe Stee ee 5 307 56 2 
3 Pe ere er tm || BSA Be Pere (tke ane cee eee 3 690 158 3 
4 aE ty Pare se Fe ee rein Coe ee ee «MEMS: eaten. <3 13 1,435 290 4 
5 2 112 By Sane | Ware ae 1 49 2 136 | 45 47 6,943 1,338 5 
6 eon ORR eos so WiNeicaralrs > deeeare a Wet Bee on 16 2,397 347 6 
7 en eae ote an coe a Oe. Ae Ses oe 6 1,818 300 « 
8 i Sa |, aoe Pw ee ober nd tend Paceear | ene 1 116 20 8 
9 eT. are eee Pe gee OE eae a re te oe ae eee 2 730 118 9 
10 wo i a ceaenes Swe gee. Fe ee See Aguilas aas 9 2,018 268 | 10 
11 see’ OW cae ee eee ae| Ree a Cee 5 769 125 11 
12 eh SID Sa ee ee ce, Het iaake > Mee os ars 1 225 24 12 
13 ae ee atte! WAM A hon ead ee, Sates Lan Wea 9 691 135 13 
14 ne gl eae 1 215 | 175 << eae: 68 12,685 1,894 | 14 
15 Ay nn || MEO cree ae eres 8 DR sscsaaer ne eect 23 4,597 744 | 15 
16 hi! 75 2 367 ee AEA eae eee 33 4,502 648 | 16 
17 ee Meet Pe eee aS ae eee ae eee 28 3,999 523 | 17 
18 pvc MHL Acacantere | a ee Par TO e eee em Sere 19 2,459 389 18 
19 Tn eee ae oe 1 205 x oul eaten a oe ee 18 2,376 407 19 
20 | BRR Ge FEN ee ala is Peete Abad! cee: 8 730 133 20 
21 L 88 1 300 a pees ek ber ee 0) 1,526 161 21 
22 tele etl paaiebranens eu tert Wcncarcaran ey een eae 1 125 15 3,389 572 | 22 
23 rod en Se eee 1 209 an reo 5. teheoes 34 7,022 1,140 | 23 
24 ae ee Peg erent hee vee Tee Pe, ee | 29 4,152 605 | 24 
25 ee peer eee som Uh tis’. crt Sait sescotend Peay ee eee 3 341 66 | 25 
26 1 110 1 250 ey eae ee ee eee 29 5,274 808 | 26 
ry ey Ui ok Mer ce Je [ara ans A SG Pee bee re fe 15 1,656 247 | 27 
28 ae ie | Aaeers Ries | ahora ee: ay) vere patigg| leatie 20 2,171 358 | 28 
29 eye nD ) BeOS Bode Madea Fm 4 elect 2 207 38 | 29 
30 | Qe Ae me onde 5 ilies ceaca ek an | eee & 4 472 88 | 30 
31 Sar Wy Goines: ae ee eee D4 pba es Mae aes 17 4,034 642 | 31 
32 ets ED Raweaceds 1 45 ee ae Slew Meretst sea 11 780 157 | 32 
33 1 415 1 208 3 841 1 60 61 12,581 1,652 | 33 
34 Mn eres Ses. oR she feared ae, ee ae | ere 5 646 109 | 34 
35 A ee ee pe | ren eee wen ies & mlecedarme 25 1,705 288 | 35 
36 nn eee | eee ere 1 90 1 50 39 9 , 262 1,464 | 36 
37 1 49 mPAIDr eat ar Bet | rere a, ees 11 2,127 366 | 37 
38 Res | agree 0 Sicee ties ks Sooech me ae rd Oe ree Sees © a3 12 1,656 211 38 
39 Fy Mace I 16 | FO 2 305 | 24 40 8,757 1,248 | 39 
40 ae aS oc Re | mereka so ella Rel rane oe 2 585 60 | 40 
41 athe) Alfa eareens ia. | Deere ees ee re Ea DS PP 6/98.» 5 390 98 | 41 
42 eee re 5d ete Me eer es See ee a er 18 1,676 281 42 
43 1 105 pees | Seen ee Penn eerie! | eek! rie 6 1,328 168 | 43 
44 en | Beet *2 ees | Laren sc elite svareat Lee on Geena 40 4,605 810 | 44 
45 ay aoe ea ere ae eas any aig «ee 3 415 88 | 45 
46 rn eee aM ee ee eee pea ae ee) eee 3 272 39 | 46 
47 Ree ee Br) | Petia ee ee ee ee eee Me | ee 4 693 127 | 47 
48 | ales ar re iro cat nu feccaee ete ee ea eee: 20 2,627 466 | 48 
49 ae eee ih te gtr ee ete atk ss Merle’. Seen 9 1,483 219 | 49 
50 2 323 1 100 1 | nn en Brae r 56 8,268 1,316 | 50 
51 te ee an tree © Re oe EO eens ee rarer on ieee eae Or eee 1 120 18 | 51 
52 10 1,277 1 1,915 Z 1,205 z 676 | 69 868 | 140,265 | 22,010 | 52 
53 aa eae oF 1 375 1 225 = © Mbareecta 9 1,359 81 53 
54 54 
55 10 1,277 12 2,290 8 1,430 7 676 | 69 877 | 141,624 | 22,091 | 55 
56 2 306 PE A oa gone fen aac ; ‘e |Wetete ee ne 33 2,764 476 | 56 
57 eh ee, |) ate ene a kOe eka eb vawae ; y ilpxe areas oe 13 1,929 287 | 57 
58 ee ailment: ee Gl ae ee 1 297 3 eA | Ree -e 12 1,827 200 | 58 
59 ek palace es We Gi he leer 2 320 : Pa EEO: fas 15 1,721 254 | 59 
60 CEN det 3 Saree We a EN Pt eee ey ; a Es eee of 1 132 48 | 60 
61 ae ae eee ee Ae Ge koe bared ee eee j ie Trees we 8 926 223 | 61 
62 5 1,368 SEN Week ee Ses) MCT aie ; a PF oe 47 9,865 1,554 | 62 
63 eae (alt sseseeuees ame waar Al ataaren ; se | rete ae Sa 186 42 | 63 
64 12 3,264 8 15,624 6 1,814 : 2 483 7 118 38 ,821 2,368 | 64 
65 te Tb pale oly e PAS cee he Bate: ; ME Ne s 23 1,839 299 | 65 
ee scl bake eee coats 1 | ee -. areas copie 5 378 19 | 66 
REPS eee FO a ee Wawa a eee Mele 1 21 4| 67 
68 19 4,938 8 | 15,624 | 10 2,539 7 2 483 7 278 | 60,409 5,774 | 68 
69 69 
70 29 6,215 20 | 17,914 | 18 3,969 7 9 1,159 | 76 | 1,155 | 202,033 | 27,865 | 70 






























































DIRECTORY NUMBER 












TABLE 3. Catholic 


Hospitals in the United States and Puerto Rico by Region—1960 














REGION* 


SHORT TERM GENERAL 
AND SPECIAL HOSPITALS 





SPECIAL HOSPITALS 
LONG TERM ILLNESS 





TOTAL 














Middle Atlantic..........seeee. 
SO Oe ee eer 
East North Central..........206 
East South Central 
West North Central...........6. 
West South Central 
RRMININ 6 nsie'o.n% 068:54:000'8 S50 0010 
TURE b aie s'ese is diss0e'6 o:a'eisalew ole 


eeoeeeereerseee 


Ceoeeeeereeeeesesese 


Territory 
RON NINO vivine'sdos essere 


TOTAL—U. S. and Territory.. 





New England.........sseseee0 ; 











159 


81 


No. Beds Bassinets | No. Beds_ | Bassinets | Hospitals Beds Bassinets 
37 7,141 1,192 1 125 — 38 7,266 1,192 
109 23,527 3,518 9 1,845 24 118 25,372 3,542 
45 7,983 1,245 2 388 _ 47 8,371 1,245 
211 40,622 6,558 9 1,212 _ 220 41,834 6,558 
35 5,181 806 1 105 _ 36 5,286 806 
177 22,077 3,511 5 802 oo 182 22,879 3,511 
80 10,289 1,873 2 254 — 82 10,543 1,873 
59 6,911 1,188 1 45 _ 60 6,956 1,188 
80 11,461 2,050 5 297 45 85 11,758 2,095 
833 135,192 | 21,941 35 5,073 69 868 140,265 | 22,010 


1,359 











135,951 








22,022 

















141,624 

















in the United States by Bed Size and Region—1960 





TABLE 4. Distribution of Short Term and Long Term Catholic Hospitals 

































































Percent of 
Region* Under 25-49 50-99 100-199 | 200-299 | 300-499 | 500 Beds | Total by otal by 
25 Beds Beds Beds Beds Beds Beds and Over | Region Region 
New England......... 1 3 8 12 5 7 2 38 4 
Middle Atlantic....... 1 4 12 43 32 23 3 118 14 
South Atlantic........ 1 3 8 15 12 8 oon 47 5 
East North Central..... mo 12 45 74 52 31 6 220 25 
East South Central..... 2 8 6 10 6 4 = 36 4 
West North Central.... 7 54 35 53 14 15 4 182 21 
West South Central.... 7 21 16 20 11 5 2 82 10 
Mountain.......... os 3 14 17 16 5 5 _ 60 7 
Pacific.....+0- pacinie 3 10 33 17 12 9 1 85 10 
Total by Size...... 25 129 180 260 149 107 18 868 100 
Percent of Total 
(by Size)....... 3 15 21 30 17 12 2 100 
& 
TABLE 5. Distribution of Beds by Short Term and Long Term Catholic 
Hospitals in the United States by Bed Size and: Region—1960 
500 Beds} Total Percent of 
Region* Under | 25-49 50-99 | 100-199 | 200-299 | 300-499] and Beds by | Total Beds 
25 Beds| Beds Beds Beds Beds Beds Over Region | by Region 
New England.....ccsccccseees 11 98 554 1,829 1,178 2,477 1,119 7,266 5 
Middle Atiantic.......0...00. 16 145 820 6,393 7,334 8,511 2,153 25,372 18 
ES rer 13 121 601 2,019 2,937 2,680 ae 8,371 6 
East North Central.......+....] — 465 | 3,268 | 10,233 | 12.912 | 11,356 | 3,600 | 41,834 30 
East South Central...........- 42 288 392 1,56 1,432 1,570 ae 5,286 4 
West North Central........... 154 1,879 2,453 7,244 3,167 5,292 2,690 22,879 16 
West South Central........... 155 786 1,040 2,878 2,654 1,883 1,147 10,543 8 
Mountain...... ap eaibiases en's 56 503 1,189 2,246 1,210 1,752 6,956 5 
1 ae gi AS a ae a REE 54 364 409 2,386 2,901 3,124 520 11,758 8 
Total Beds by Bed Size 
ENUM pains 5100's 10 sie ele -| 501 4,649 | 12,726 | 36,790 | 35,725 | 38,645 | 11,229 | 140,265 100 
Percent of Total Beds by 
Bed Size Group........ 3 9 26 26 28 8 100 






































*N.E.—Me., N.H., Vt., Mass., R.L., Conn.—M.A.—N.Y., N.J., Pa.—E.N.C.—O., Ind., Ill., Mich. Wis.—W.N.C.—Minn., la. 
Mo., N.D., $.D., Neb., Kans.—S.A.—Del., Md., Va., W.Va., N.C., S.C., Ga., Fla., D.C.—E.S.C_—Ky., Tenn., Ala., Miss.—W.S.C— 
La., Tex., Ark., Okla.—M.—Mont., Wyo., Colo:, N.M., Ariz., Utah, Nev., Ida.—P.—Wash., Ore., Calif., Hawaii, Alaska 
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TABLE 6. CATHOLIC HOSPITAL UTILIZATION IN THE UNITED STATES BY 











REGION—1960°2 
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CATHOLIC HOSPITALS—1961 
(Begins on page 49) 


and nursing care on a limited basis. 
More serious cases are sent to a hos- 
pital. 

Psychiatric—a related health facility 
which provides care for various types 
of psychiatric patients to include 
epileptic and mentally retarded pa- 
tients. 

Clinic—a related health facility 
which provides organized health care 
for ambulatory patients under the 
supervision of a physician. This in- 
cludes provision for diagnostic and 
therapeutic services. 

Visiting Nurse—an organization 
which provides nursing care in the 
patient’s home. 


Catholic Hospitals 


For the United States and Canada 
the magnitude of the Catholic hospital 
field is set forth in Table 1. A survey 
of Catholic hospitals in the United 
States and Canada in 1960 shows that, 
in terms of number of hospital beds 
and bassinets, there are 1,155 hospitals 
having 202,033 beds and 27,865 bassi- 
nets. Catholic hospital facilities were 
increased by the addition of 18 hos- 
pitals in the United States and Canada 
having 1,299 beds and 252 bassinets. 
Redefinition and reclassification of 
hospitals and related health facilities 
mentioned above resulted in the de- 
cline in the number of institutions 
formerly listed as hospitals. 


Catholic Hospitals 
in the United States 


The number of Catholic hospitals in 
the United States was increased by the 
addition of 12 hospitals with a bed 
and bassinet complement totaling 881 
beds and 199 bassinets respectively. 
There are 833 general and special 
short term Catholic hospitals in the 
United States having a total bed ca- 
pacity of 135,192 and 21,941 bassi- 
nets; and there are 35 special long 
term hospitals with 5,073 beds and 69 
bassinets. Detailed information is 
given for each state in Table 2. Table 
1 shows a decrease in hospitals which 
is due to reclassification and redefini- 
tion of institutions listed in previous 
years as hospitals. 
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TABLE 8. Number and Per Cent of Short-Term General & Special 
Catholic Hospitals in the United States Providing Specified Facilities 
and Services—1960 























SHORT TERM GENERAL 
FACILITIES AND SERVICES AND SPECIAL HOSPITALS 
Number Per Cent 
DEPARTMENTAL FACILITIES AND SERVICES 
Central Sterile Supply.......eecseeseseceeees 738 89 
Mra NUNN TIINA o0) 514 :0:4.5:¥ 6) d5050'01sie'e oreceteve eiois-oreie 57 7 
Dental Department.........2.0ssceeeeceeeeees 205 25 
Drug Room (not Pharmacy)..........seeeeeee. 329 40 
Electrocardiographic Service.........2ssseeeee% 808 97 
Electroencephalographic Service..........+++0- 170 20 
Fees B TT NONE ois o0'e/s 10s) ¢6:9.616:01010'6.6-010:6:0 6 sieiece's 290 35 
ADORE SEIVICR s 6c5s0'e 00 6010 cie.cctc.c ccievic ven 820 98 
PAMEM TN NBIN scigic cisie.b'¢.0i0'0.6:6,0'010,0 014 ¢.10 010 6.5.64 700 84 
Medical Record Library...........sseeeee. bets 778 94 
Medical Social Service........ssscccccccssees 156 19 
Occupational Therapy Service........ssseeeee0 102 12 
WERNER ics lotatoa oicisieisioie.ee'p\cisisisieieiciowbiocs osssisort 556 67 
Physical Medicine Department (directed by M.D.) 144 17 
Physical Therapy Service.......ssssecscccseces 498 60 
X-ray——Diagnostic.......eeeeccccsescccsssecs 818 98 
X-ray—Therapeutic.......scccssssssccccccecs 458 55 
SPECIAL NURSING DIVISIONS 
oN ES, [SE Ree ee Ce Mra Ter” 14 9 
MSMTSNIN’ cias\ciaie1e%os4:a10;0'19;016:6.4 9" ovevoie: :00:0/elaigreveroteielale 207 25 
CHEB IEsCONVEIBIGEN Co's. 065.6:00:0 0c sccessescos 115 14 
ESS SS Se ee err 44 5 
NOMRR CG 5 5 6:5 6:6 )5 6: sie Seis 050i0;04.oiese' wi 8s Siewiesisie'erels 682 82 
RMPRIINREMERIEY So sc\5\ 45 0:6 ce. s416  dieie 4io'0i6:eLorpieie aiessisige 362 44 
WME R ERNE 15 5-ay 6:6! 5 v0 so von 015/009, 0%0 ote eve:0)0\bt6ve'9 10:00 SIRE 616 74 
Wa NHNMR ER ANAL 5.6°55414:6:0 oisv0's:ocececescvatere’e’e eit: ocere e o1slers 71 9 
EVR BUIEERI Vc o'c5:0:0'9: 010.0 4:05soclesoneceeesed 455 55 
PUNT fos o5s5< 6 oiviaie ois 0 ie. die.s as ois oasiaisieisaiei' 128 15 
Recovery Room: Obstetrics (No. of Beds 542). . 135 16 
Recovery Room: Surgery (No. of Beds 3253).... 480 58 
FAP TAN OBIS 8 6: 6.c:0; cis 0167s !sie aierere cictsie sisielosels'e/ieieraie 20 2 
OUTPATIENT AND CLINIC SERVICES 
Outpatient Department........ceccceseccceees 383 46 
PU MEIC oy cieie'c.c's.6-6.c.0ipieiesicioieleie citieie ooed 9 1 
MOMENT TEN ERIS 5 6/40 06700 0140036: 010'4i9-0%s Sie areieoreieiereie 127 15 
WME cca alelsers ais sisal sie Slosinic aloo cored 110 13 
Mental Hygiene Clinic.........scsssssecscecs 35 4 
Peay CHIP EPAC ROMAIN Giga vine ole 6 o/e'' 9.01410) 6 o.0it aleveisie ire 64 8 
TOTAL NUMBER OF HOSPITALS REPORTING . 830 
g 














Canadian Hospitals 


Six new Canadian Catholic hospitals 
were listed in 1960 having 418 beds 
and 53 bassinets. Of this number three 
were general, one cardiac, one psychi- 
atric and one chronic-convalescent. 
There are 239 general and special short 
term Catholic hospitals in Canada hav- 
ing a total bed capacity of 36,825 beds 
and 5,760 bassinets; and there are 39 
special long term hospitals with 23,584 
beds and 14 bassinets. It also can be 
noted that reclassification and redefi- 
nition effected an over-all decrease in 
the number of hospitals. These insti- 
tutions were either reclassified as re- 
lated health facilities or dropped from 
listing in the Dérectory. Detailed in- 
formation appears in Table 2. 


Regional Distribution 


The general location and extent of 
facilities in the United States is pre- 
sented in Table 3. The heaviest con- 
centration of Catholic hospitals is 
found in the East North Central States; 
second in rank is the West North 
Central, while the Middle Atlantic and 
the West South Central states rank 
third and fourth. Based on bed comp- 
lement, the order of rank changes to 
the East North Central, the Middle At- 
lantic, the West North Central and the 
Pacific regions. 

A regional analysis of Catholic hos- 
pitals by bed size is illustrated in Table 
4. In reviewing the Table, it will be 
noted that 68 per cent of the Catholic 
hospitals fall in the 50-299 bed size 
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group with the highest concentration 
(30 per cent) falling in the 100-199 
bed category. The picture changes 
somewhat when a similar analysis is 
made by total bed capacity as shown in 
Table 5. Seventy per cent of the total 
beds fall in the 100-499 bed category, 
while the highest concentration of 
beds is in the 300-499 bed category. 


Hospital Utilization 


The 1961 Directory inaugurates re- 
ports of utilization of beds and bassi- 
nets in Catholic hospitals for 1960. 
On the average day in 1960 there were 
105,217 patients in Catholic hospitals 
throughout the United States as re- 
ported by the 852 hospitals out of 868. 
There were almost five million admis- 
sions reported by these hospitals. It is 
interesting to note that 682 of the re- 
porting hospitals recorded 1,712,360 


Catholic admissions which represents 
44 per cent of the patients admitted to 
those hospitals, and conversely 56 per 
cent were non-Catholic admissions. 

The per cent of occupancy was 76 
per cent which reflects the national 
occupancy rate for this type of hospi- 
tal. The East North Central region re- 
ported the highest occupancy rate, 
while the lowest rate of occupancy was 
reported by the Pacific region. Seven 
hundred and eight-five of the hospitals 
reported 876,913 births and an average 
daily census of 11,169 with a bassinet 
occupancy rate of 52 per cent. On the 
average day during 1960, 2,396 chil- 
dren were born in United States Cath- 
olic hospitals, as reflected in the rec- 
ords of reporting hospitals. Specific 
information pertaining to a given hos- 
pital region and state can be obtained 
in Tables 6 and 7. 


Departmental, Nursing, Clinic 
Services in General and 
Special Short Term Hospitals 


Information concerning hospitals 
providing specified facilities and serv- 
ices is presented in Table 8. The scope 
of the information in this area includes 
the following: departmental facilities 
and services, special nursing divisions 
and outpatient and clinic services. 
More than 90 per cent of the hospitals 
reported Laboratory Service, Medical 
Record Library and Diagnostic X-ray. 

It is of interest that 14 per cent re- 
ported Chronic-Convalescent Divisions; 
and six per cent reported Homes for 
the Aged with 1,641 beds. In addition, 
58 per cent had post-operative re- 
covery rooms in surgery with 3,253 
beds; and 16 per cent reported obstet- 
rical recovery rooms with 542 beds. 


HAO 


Catholic Hospitals and Contract 


Services—A\ Survey 


HE CENTRAL OFFICE receives nu- 

merous inquiries about the advan- 
tages of utilizing contract services. In 
an attempt to determine just how com- 
mon this practice has become in our 
short-term hospitals, the information in 
Figure I was accumulated. 

The 865 hospitals answering this 
question reported 240 service contracts 
in the four listed areas. As might 
be expected, greatest utilization was 
in providing laundry services. Small 
hospitals in many areas find it eco- 
nomically advantageous to have linen 
Processed by commercial firms. Al- 
though we do not have comparative 
figures for previous years, it is safe to 
assume that the practice of delegating 
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responsibility for the provision of 
service has increased. Since an increas- 
ing number of our hospitals find it ex- 
pedient to operate under such an ar- 
rangement the need for further study is 
emphasized. Some of the questions we 
hope to answer include: 1. Form of 
contract. 2. Number of hospitals who 
have abandoned contract service after 
a reasonable trial. 3. Advantages and 
disadvantages of: a. service, b. cost, c. 
flexibility. 4. Size of hospital most 
effectively utilizing outside services. 
5. Does this represent a trend in the 
Catholic hospital field? 

A perennial problem involves rela- 
tionships with medical specialists. In 
an effort to clarify existing patterns 


hospitals were requested to report on 
arrangements for providing the serv- 
ices of anesthesiologists, cardiologists 
and radiologists. 

Three hundred and thirty-eight hos- 
pitals have one or more anesthesiol- 
ogists on their staffs. (See Figure Il) 

The practice of considering the anes- 
thesiologist a completely independent 
practitioner not subsidized by the hos- 
pital in any form is desirable and fol- 
lowed in 63 per cent of reporting 
hospitals. The figures are perhaps sur- 
prising in that over 20 per cent of the 
anesthesiologists receive a salary from 
the hospital and slightly more than 16 
per cent have a commission arrange- 
ment. In order to test the validity of 
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the statistics, questionnaires were re- 
viewed and combinations of salary and 
commission were arbitrarily included 
as commission arrangements in the 
breakdown. All relationships then fell 
into the three categories of salary, com- 
mission, or independent practitioners. 

The most common arrangement is 
that of paying the cardiologist a com- 
mission on each film strip interpreted. 
Questionnaires reporting other ar- 
rangements were analyzed and in most 
instances the physician sent his state- 
ment directly to the patient. (See Fig- 
ure Il) 

Six hundred and eighty-three hos- 
pitals of the 865 reporting indicated 
a formal arrangement for reimburse- 
ment of pathologists. Based on experi- 
ence, it is probably safe to assume that 
a majority of the remaining hospitals 
send their tissues to a laboratory out- 
side the hospital. Worthy of note is 
the number of pathologists on a 
straight salary basis. The 91 question- 
naires reporting another arrangement 
were spot checked for additional infor- 
mation. Several variations were found, 
including four’ hospitals where space 
was leased to the pathologist. The ma- 
jority of the remaining hospitals re- 
porting in the “other” category had a 
flat fee per tissue arrangement. Most 
of these hospitals were small and did 
not require the full-time services of a 
pathologist. (See Figure II) 

Seven hundred and thirty of the 865 
hospitals reporting indicated a formal 
contractual arrangement with radiol- 
ogists. Again, the number of radiol- 
ogists on salary exceeded expectations. 
The commission arrangement appar- 
ently is the most widely accepted. As 
with the pathologist, those hospitals 
reporting in the “other” category indi- 
cated many and varied contractual 
agreements. Two hospitals leased space 
to the radiologists. Other arrangements 
included guaranteed incomes, a flat 





rate per plate, and in some instances a 
flat fee per part of body examined. 
Each of these programs were undoubt- 
edly designed to meet a particular situ- 
ation and fill a need on mutually agree- 
able terms, but no evidence exists that 
there is any trend away from the al- 
most traditional commission contract. 
(See figure II) 





specialists’ services in the areas indi- 
cated are agreed upon the method of 
reimbursement. The hospitals report- 
ing arrangements other than salary or 
commission represent a relatively small 
percentage and the methods of reim- 
bursement reported were so varied as 
to exclude the likelihood of a new 
trend developing in methods of reim- 








In summary, it would appear that bursement. * 
the majority of the physicians offering 
FIGURE I. Catholic Hospitals in the United States 
Reporting Contract Services 
Hospitals Per Cent of Hospitals 
Services Reporting Reporting 

RONRMRA 5 o:c 5.c's cin: 99's 9 olsis oleisio oie cree sini elereielore 42 5 
HRI; (pic ie'sicioicisioia'e 0e Fes cisiReleeieine 35 4 
MONTE 6:6'o 10’ cies0) 6:4 eXoininieis veieve.eseiece aise reteiselbie aa 123 14 
MODE 5105s oie clare wlotove ai gislaveieieaisisieiaceisineeeiotoiste 40 5 

















FIGURE II. Hospitals Reporting Arrangements With 
Medical Specialists 
































SPECIALTY AND FORM OF Number of Per Cent of 
CONTRACT Hospitals Reporting | Hospitals Reporting 
ANESTHEOLOGISTS 
BMA oclaels a eis preieiowicisine @ siaaisiewiseie 72 21 
MSP MSTOMEIS FAS 2c os'0:sia ie soo '0 Siete aisisinreacosel 55 16 
ROPEN DDN soi oss'0:8:0-0-< eieis ip 00 re eratornosaieaes 211 63 
Me litwsars Saciwieee vad ncaes 338 100 
CARDIOLOGISTS 
PUMDM IM ara\aleyole aio oelece seis aioreieveleleieieicascetecd 62 14 
MENON T ENT OS Mic ofa'cfoTa'ets 4 6%5) avers! 6iaveres0¥eie/s-a8 314 69 
MUPRETMR Sg 2o 5 a0 iio s' ox6'0ie\eie Sia oistd io oeeoett 76 17 
Co 4 EE a nae ee ae a 452 100 
PATHOLOGISTS 
NUM iciaieia nies 'v)¥io\ “«:nioie-@-0ie1619\e1 0 s-slee ere 165 24 
WAPRPMTT URI CSIN 5 is‘o:s'eiaig:sxeoera-0:a1aidubievocerecccote 427 63 
MORE sv .she 60:8 oss eardedios seineaerisie 91 13 
TMS sacekurtswaswucnnesuniee 683 100 
RADIOLOGISTS 
SUM UMIAD Coral tales creueie'oiicisceieie\elsaleioieloere ate 103 14 
RA AUMI MINES a.o\c:is Scolvsleiein iosiers are eioeles 569 78 
aN 5 v5 5 Vase aes oie'ie ko seri Lean ieloralocarsvere 58 8 
OTA vias eiesintenicnieirein awa 730 100 

















Related 


For the United States and Canada 
the magnitude of the Catholic related 
health facilities is set forth in Table 
9. In terms of the number of related 
health facility beds, there are 402 in- 
stitutions having 33,292 beds and 165 
bassinets. Included in these bed totals 
are domiciliary beds for Homes for the 
Aged and Chronic-Convalescent insti- 
tutions. Institutions providing only 
domiciliary care and no organized 
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Health Facilities in the U. S. and Canada 


health services are not included in 
these figures. 

In the United States and Puerto Rico 
there are 349 related health facilities 
having 27,865 beds and 126 bassinets; 
Canada has 53 related health facilities 
with 5,427 beds and 39 bassinets. 

The regional location and the extent 
of the facilities in the United States is 
presented in Table 10. The heaviest 
concentration of Catholic related health 


facilities is found in the Middle Atlan- 
tic States with the East North Central 
States second in rank; while the heavi- 
est concentration of Catholic hospitals 
is found in the East North Central 
States with the West North Central 
States second in rank. 

In reference to the type of facility, 
Homes for the Aged lead with 185 in- 
stitutions; second in rank are Chronic- 
Convalescent institutions with 89. * 
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TABLE 9. DISTRIBUTION OF CATHOLIC RELATED HEALTH FACILITIES IN THE UNITED STATES a RIC 
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HOSPITAL PROGRESS, 1961 











ne cncshe haps oor 
‘vious years. Reclassification of some 
institutions has been necessary, as an 

was made to adhere more 
uirements for 


‘Closely to the listing req 
hospitals of the American Hospital As- 
sociation. All institutions in the hos- 
" pital section are either listed or have 
| applied for listing. (See next page for 


THE CATHOLIC HOSPITALS 


of the United 


et rangement af the 
.S 


listing requirements of A.H.A.) Each 
hospital listing in this section is a self- 
contained unit showing bed size and 
services available. Special nursing units 
are now designated by a code number 
rather than stating the full description 
in the listing, as was formerly done. 
Hospitals are listed alphabetically by 
state and city. Canadian hospitals are 
listed immediately following United 


States 


and Canada 


if sae ’ 
L*CAELLATY 


States hospitals in the 1961 Directory. 

This year, following the hospital 
section, there is a separate section for 
related health facilities, formerly called 
allied agencies. This classification in- 
cludes health institutions which do not 
fulfill the listing requirements men- 
tioned above. These were formerly 
listed immediately following the hos- 
pitals in a given state. 





a Symbols for Professional and Educa- 
 Honal Status 


To supply as much information as 

_ possible and at the same time to con- 

_ Setve space, the following symbols have 
been employed: 


A Accredited—Joint Commission on Ac- 
creditation of Hospitals (as of De- 
see 31, on ig ) 


Br Amedeoe'Ledicel Association 


(for United — 
Canadian Medical 


placed at the end ot Ge tala 
the name of the medical 


Hospital School of Nursing 
4 Hospital School of Practical Nursing 


Ownership of the Hospital 
_ Following the name of the institu- 


tion is the code number denoting the 


‘Teligious group conducting it. Refer- 
| face to Part IV will afford the reader 


the end of a column records the 
name of the owning group, whereas 
the code number following the name 
of the hospital designates the reli- 
gious group responsible for its op- 


pe 
: 


ESERYS 


ays 
7 


<4 
zy 


Facilities and Services 


Facilities and services are designated 
by the following code preceded by an 


W@enwAau AWN 


Titles of Designated Hospital Person- 
nel 


Titles of designated hospital per- 
sonnel appear at the right side of the 
i 

Administrator (A) 

Director of Nursing Service (N) 

The Reverend Chaplain (C) 








Key to Abbreviations of Ecclesiastical Jurisdictions 


The abbreviation of the Ecclesiastical Jurisdiction is placed on the right of the 
city or town wherein a Catholic hospital is located. 





UNITED STATES & PUERTO RICO 
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RF 


Og. 
Okla, 
Owen. 
Pat. 
Peo. 
Pitt. 
Ponce 
Port. 
Pro. 
PbL 
| 
RC 
Reno 
Rich. 
Roch. 
Rock. 
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LISTING OF CATHOLIC HOSPITALS IN THE UNITED STATES AND PUERTO RICO 








ALABAMA 
Diocese of MOBILE-BIRMINGHAM 
Re. Rev. Msgr. J. J. Raleigh, Hospital Director 
HOSPITALS 
Number Number Number 
0 of 0; 
Hospitals Beds Bassinets 


+ General Short Term 1,158 183 





BIRMINGHAM 
Jefferson County 


St. Vincent Hospital Ax © 
2701 9th Court, | eal 
Tel: Alpine Nig 
Est. 1898: Gen. 195 beds 25 bass. 
8, io 11, 14, 17, 18, 31, 34, 35, 


Mob. 
(1701b) 


ENSLEY 
Jefferson County 


Holy Family HospitalA 
191519 ie te (2) 


: -46 fi 
Est. 1946: Gen. 58 beds 25 bass. 
~» 2, 4, 5, 6, 9, 10, 11, 17, 34, 38 
Sr. Philip Maria, S.C.N., B.S. 


(1201) 


GADSDEN 
Etowah County 


Holy Name of Jesus HospitalA© 
(1 


Mob. 


601) 
Moragne Park 

Tel: Liberty 3-4541 

Est. +a ar 140 beds 2 

> 1, 8, 9, 10, 11, ‘2 ts, 16, 17, 34, 

Sr. Mary of the Pooctons Beed, M.S.B.T. (A 

Sr. Marie Humilita, M.S.B.T (N 

Rev. James P. Mundy (C 


MOBILE 
Mobile County 


Blessed Martin 


de Porres HospitalA 
704 vipiols Street (21) 

Tel: He 8-1661 

Est. 1 ions ‘Gea. 35 beds 10 bass 

> 1, 2, 3, 4, 5, 6, 7, 8, 9, 10, il, 17, 38, 3%, 
34, S63 “ar 

py ee 

it, Mary Redempta, 

Rev. J. Gasson, S.J. 


Mob. 


(1161a) 


iS} 
(N 
(C 


Providence osnieal ao (1701b) 
1504 Sprin - gure Ave. (19 
Tel: Hemloc! 
=, = : Ya 195 ions 
3, 6, 9 4°, a, a4, 15, 16, 17, 

” 6, a: 35, 36, Ne 
Sr. Vincent Thomas, tg yi (A 
ft. Ursula Cazale, D.C., B.S. (N 
Rey, Hughes (C 


MONTGOMERY 
ayepraggt sepa Mob. 


(1711) 


> 1,2, 5,6 Bes “ty, 18, 30, 31, 
32, 34,” 38, 36, $y. ile 


Sr. M. Evangelista, WSC, P*. (A 
Sr. Mary James, V.S.C., i 


_ 


Owned by the Diocese of Mobile but ted 
by the Vinsondlon Sisters of Charity. eae 


DIRECTORY NUMBER 


St. Margaret’s a (1701b) 


ams Ave. 


935 beds 35 5 bass 
3, $ es, 9, 10, 11, 14, 17, 18, 34, 36, 


Sr. Catherine, D.C., 
Sr. Deloune. D.C., Ri s. 
Rev. T. Kennedy 


SELMA 


Dallas County Mob. 


est eae oT’ Bh 33, 3035, 36 


Sr. Louis Bertrand, S.S.J. 
Rev. Joseph Walsh, S.S.E. 


KODIAK 


<Griffin Memorial Hospital 
Tagura Road 

Tel: 5001 

Est. 1939: a 20 beds 6 bass. 

> 5, 6, 9, 11, 17, 34, 36 

Sr. Mary Sao G.N.S.H. 

Rev. M. E 








ARIZONA 
Diocese of GALLUP" 
Diocese of TUCSON 
HOSPITALS 
Number Number Number 
0; of of 
Hospitals Beds Bassinets 
General Short Term.......... 3 690 158 








ALASKA 
Vicariate-Apostolic of ALASKA 
Diocese of JUNEAU 


HOSPITALS 
Number Number Number 





General Short Term 





ANCHORAGE J. 


Providence I Hospital (1317a) 
8 
Tel: Broadway 7-0101 
™, Re Gen. 75 beds 1 
2, 6, 9, 11, 14, 16, 7, vm 36, 41, we 


Sr. es Clare, F.C.S.P., M.S. 
Myrtle L per 
Rev. James P. _ 


FAIRBANKS 
St. F oseph Hospital 


. Cushman St. 


Tel: 6655 
Est. 1906: Gen. 70 beds 15 bass. 
—> 2, 6,9, 11, 14, 16, 17 


Sr. Romuald, F.C.S.P. 
Stella Muckenthaler 
Rev. Nei! Murphy, S.J. 


JUNEAU 


St. Ann's Hospital 
$19. ¢ 
Tel: 6 elt 
Est. 1886: Gen. 72 beds 1 
> 5,6,7,9, 10, 17, 34, 33, 5 54, 55 


Sr. Mary Luca, S.S.A., B.A. 
Sr. Mary Delora, S.S. A, 
Rev. John Marx 


KETCHIKAN 
Ketchikan General Hospital 


347 Bawden St. 
Tel: Canal 5-2171 
Est. 1923: Gen. 65 beds 11 bass. 
> 5, 6, 9, 10, 11, 17, 34, 36, 50 


Sr. M. tot, CS, M.H.A. 
Sr. M. Helena, S.J. 
Rev. Joseph Maciineel, S.J. 


(943a) 


if} 
(N 
(C 


Owned by the Fathers of St. Edmund but 
managed by the Sisters of St. Joseph. 


(1317a) 


NOGALES 

Santa Cruz County 
St. Joseph's Hospital 
Tel: Atwaeee 7-2771 
Est. 1906: Gen, 50 beds 1 
> 1, 2, 5, 6, 9, 11, 34. OS" 36, 38, 41, 50 


Sr. Constance (A) 
Rev. Charles Macedo (C) 


Tuc. 
(1118) 


PHOENIX 
Maricopa County 


St. h’s HospitalAx*k + © 
as homas Ra 

Tel: Crestwood 7-6 

Est. 1895: Gen. Ase i 102 bas: 
>» 1,727,446 7, 9,10, 11, 14 15, 16, 17, 
” 18, 34, 35, ” 36, 38, 41, 50, 52, $3, 5 

Sr. M. Placida, S.M. 

Sr. Helene Marie, S.M. 

Rev. John C. Geary, S.J. 


Tuc. 
(1157) 


TUCSON 
Pima County 


St. Mar ’s ’'s Hospital Ak + © 


Teh * Migs 2-5833 
oes 1880: . 305 beds 45 bi 
2, 6, , 9, 10, 11, 12 14, 16, 17, 31, 
a 35, 36. $5, 38, 41, 53 
Sr. Mary Esther, CS. B.S. 


Georgia B. Hudso 
Rev. F. Lutz, O.F.M.Cap. 


(941a) 








ARKANSAS 


Diocese of LITTLE ROCK 
Rev. John W. Kordsmeier, Hospital Director 
HOSPITALS 
Number Number Number 
f of of 
Beds B 


oP) 





General Short Term 1,435 





BRINKLEY 
Monroe County LR. 


Mercy Hospital — 
Gazzola Memorial 
505 So. New York 

Tel: 


770 
Est. 1953: Gen. 42 beds 1 
~ 2, 5, 6, 9, 10, 16, 17. 34, 5ee 38, 41 


(1161g) 


dOwned the State of Alaska on operated 
the Grey Nuns of the Sacred Heart 
1This Diocese, the See for which is in Gallup, 
N. Mex., includes part of this state. 


65 








Arkansas 
Sr. Mary Maurelia, R.S.M. (A 
Sr. Mary Colette, R.S.M (N 
Rt. Rev. Msgr. Farag A. Hemmen (C 
CLARKSVILLE 
Johnson County L.R. 
¢ Clarksville HospitalaA (209) 
205 Rogers St. 
Tel: Slement 4-2060 
Est. 19 Gea. 45 beds 1 
~ 1, 2, 5, 6, 9, 10, 11, 17 ve 56, 38 
Sr. 3. ” Hilda, O.S.B. fA) 
Sr. Brendan, O.S.B. (N 
bag mee Herda, O.S.B. (C) 
DERMOTT 
Chicot County L.R. 
St. Mary HospitalA (209) 


610 Pecan Street 
Tel: Rae! 4-4242 
Est. 1940: ee 37 bode 5 bass. 
> 1, 2, 5, 6, 9, 10, 11 
Sr. Mary Grace, O.S. B. (é} 
Rev. Raymond O’Dwyer (C 


EL DORADO 
Union County LR. 
Warner Brown Hospital A} (1161g) 
460 West Oak S 
Tel: Union 3-4 


: ist. 
Est. 1927: Gen. 130 beds 30 bas 


~» 1, 2, 3, 5, 6, 9, 10, 11, 14, 17, 18, 34, 36, 
38, 41,50, 52 

Sr. Mary Leonarda, R.S.M. (A 

Sr. Clara Marie, R.S.M. (N 

Rev. Joseph Murphy (C 


EUREKA SPRINGS 
Carroll County LR. 


€Carroll County Hospital 

24 Sioeete Street 
Tel: 227 
Est. 1359: Gen. 19 beds 6 b 
> 1, 2, 5, & 9, 10, 2%, 17 34°38 
Sr. 4, " Jullene, O.S.B. ta) 
Rev. Francis Janesko (C 


FORT SMITH 
Sebastian County L.R. 


St. Edward's Mercy HospitalA© (1161g) 
1411 Rogers Ave. 


$ 3071 
ae, 1905: Gen. 200 beds 44 bass 
<2 + 1° Q° 10, 14, 16, 17, 18, 34, 35, 36, 


Sr. ao «ll R.S.M. (A 
Mrs. Jewel Bennett (N 
Rev. Michael J. Norton (C 
HOT SPRINGS 

Garland County L.R. 


St. Joseph’s HospitalA © (1161g) 


100 Whittington yo 


Est, 1888: Gen. 220, a 30 bass. 
6, 8, 9, 10, 11, 14, 16, 17, 18, 34, 
> 33, 46 38, 4i, 0 


Sr. Mary Carol, "R.S.M. B.S. (A 
Sr. Mary Callista, R.S.M., B.S. (N 
Most Re~ James A. Duffy, D.D. (C 
JONESBORO 

Craighead County LR. 


St. Bernard’s Hos a (221) 


224 E. Matthews 


1246 9, 10, 
36, 57°38 8, 41, 50 

Sr. M. Rita, O.S.B. MHA. (A) 

Sr. M. Thomasine, 0.S.B., B (N) 


Owned by the City of Clarksville and the 
County of Johnson and operated by the 
Benedictine Sisters. 
ub-leased from the City of Eureka Springs 

by the Olivetan Benedictine Sisters. 


Hospitals—United States 


LITTLE ROCK 
Pulaski County LR. 


St. Vincent InfirmaryA*k*© (1201) 
Markham & University Avenue 

Tel: Mohawk 6- a 

Est. 1888: yen. 315 beds 50 bi 

ee ON SEE 8, 9, 10, 11, 14, 16, 17, 18, 34, 
35, 36, 38, 40, 41, $0, $2 


Sr. Margaret Vincent, S.C.N., B.S. (A 
Sr. James Bernadette, S.CN., B.S. N 
Rev. Charles Kordsmeier (C 
MORRILTON 

Conway County LR. 
St. Anthony HospitalA (209) 

202 Green Street 
Tel: Fleetwood 4-24 
a, ages <% 55 beds 15 bass. 

» 4, 5, 6, 9, 10, 11, 17, 34, 38 
sr. ‘. " Sabina, O.S.B. (A 
. Gertrudis, O.S.B. (N 

Reve gm L. Kuhn (C 
ROGERS 

Benton County L.R. 
Rogers Memorial HospitalA (416) 

Walnut & 13th 
Tel: Melrose at300' 
Est. 1950: Gen. 40 beds 8 bass. 
=> 1, 2, 4; 5,65 9p 20) 245: 17, 41 
Sr. Catherine Dominic, O.P. (A) 
Sr. Mary Paulus, O.P. (N) 
Rev. Joseph Heffner () 
TEXARKANA 

Miller County L.R. 
St. Michael HospitalA (801) 


315 56} on St. 
Tel: 2-4 
Est. 1348: ‘Gen. 37 beds 30 bas: 
> 1, 2, 6,8 11, 14, 16, 17, 18, 31, 34, 


35, 36, 37, bgt vie $2 
Sr. Mary Daniel, CCV. (A) 
Sr. Mary Denis, C.C.V.I. 33 
Rev. Paul McLaughlin (C 
VAN BUREN 

Crawford County LR. 
€Crawford County Memorial HospitalA 

(209) 

Tel: Granite 4-181 
Est. 1951: Gen. 50 —_ 
~> 1, 2, 5, 6, 9, 10, Py 54. 533° 36, 41 
Sr. Mary Eleanora, O.S.B. ( A} 
Rev. Charles S. Diamond (C 








CALIFORNIA 


Archdiogese of LOS ANGELES 
Rt. Rev. Msgr. T. J. O'Dwyer 
Hospital Director 
Archdiocese of SAN FRANCISCO 
Rev. Timothy E. O’Brien, Hospital Director 
Diocese of MONTEREY-FRESNO 
Very Rev. Msgr. John F. Durkin, 
Hospital Director 
Diocese of SACRAMENTO 


Rt. Rev. Msgr. T. H. Markham, 
Hospital Director 





Diocese of SAN DIEGO 
HOSPITALS 
Number Number Number 
of of 
Hospitals Beds Bassinets 
General Short Term.......... 40 6,471 1,280 
Special Short Term: 
ol a eee 1 11 13 
eid stipe icaietenie 1 14 —— 
Total Special Short Term... 2 176 18 
Special Long Term: 
Chronic-Convalescent...... 2 12 —— 
MINT 5 os ois cove cesccs 2 136 45 
Tuberculosis.............. 1 49 —— 
Total Special Long Term. . 6 297 46 
| SE ee ee renee 47 6,943 1,388 








¢Owned by the Rogers Memorial Hospital As- 
sociation and conducted by the Sisters of the 
eon Wr Ceowk ed County d ed b 
wfor unty and operat 
yoread by, Ceswiged Comey end op . 


California 


APPLE VALLEY 


San Bernardino S.D. 
St. Mary Desert Valley HospitalA 
(1106) 
18300 Hwy. 18 
Tel: Victorville 5-9331 
Est. 1956: Gen. 47 beds 8 
> 2, 5, 6,9, 10, Ei, £9 3 36 
Sr. M. Adrian, I.H.M. (A 
Sr. M. Augustine, I.H.M., B.S. i 
Rev. Michael O'Duignan (C) 
ARCATA 
Humboldt County Sac. 


Trinity Hospital A (927) 
Tel: Vandyke 2- acai 
a gt Gen. 49 beds 7 bass. 

2, 5, 6, 9, 11, 17, 44 35, 36, 38, 50 
Sr. Rita, C.S.J. (A) 
Sr. M. Eileen, C.S.J. (N) 


BAKERSFIELD 
Kern County M.F. 


Mercy HospitalA 

2215 Truxtun re 
Tel: Fairview 7-3371 
9s 1910: Gen. 175 beds 30 bas: 
ee ee A ae A 10, 11, 14, 15, 17, 18, 32, 
34, 35, 36, 38, 41, $2 


- M. Marian, R.S.M (A 
. M. Baptist, RS. M., B.S. (N 

amy Leonard Smith (C 
BRAWLEY 

Imperial County S.D. 
Pioneers Memorial HospitalA (402) 
7 » 1, Box 7! 

a 


1800 
Est. 1950: Gen. 80 beds 21 bass. 
(Nonreporting 1960) 


Sr. Rose Therese, O.P. (A 
Sr. Mary 7. O.P. (N 
Rev. Leo Albers (C 
BURBANK 

Los Angeles County L.A. 
St. Joseph Hospital A+ (1317a) 


501 S. Buena wT qevees 
Tel: Thornwall 8-553 
Est. 1943: Yi) ig i 52 
> 1, 2, 3, 6, aly te 14 16, 17, 16 
” 31, 34, 35, 38, 33.4 
Sr. nes of the sa ll F.C.S.P. (A 
Mrs. Melba Rardin, R.N. (N 


Rev. Steponis (C 
DUARTE 
Los Angeles County L.A. 


Santa Teresita Hos ospital A (301a) 
1210 Royal Oaks 

Tel: Elliot 9-3243 

Est. 1990 oe 65 beds 20 bass. 

»1,2 6, 9, 10, 11, 13, 14, 16, 17, 32, 33, 
34, 3 41 

Mo. Margarita Masia, O.C.D.T., M.A. & 

Martha n, N 

Rev. John Pain, S.V.D. 


EUREKA 
Humboldt County Sac. 


St. Joseph Hospital A (927) 
Tel. “Millside 3-1661 
Est. 1920: Gen. 96 


96 beds 24 bass. 
Se i rR 6, 9, 10, bap 146) 1% 16, 17, 18, 34, 
” 3, 36, 38 
Sr. Jean paherete, C.S.J. 4} 
Sr. Paul, C.S.J. i 


¢Owned by the Pioneers Memorial Hospital 
District but under the administration of the 
Sisters of St. Dominic. 


For Key to Symbols and Abbreviations See Page 61 
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California 


FORTUNA 


Humboldt County Sac. 


Redwood, Memorial Hospital 
Renner D 
Tel: ed cneg 5-3361 
me, 1957: Gen. 27 beds 
5. Dy Gy Do. Ls 16, E75 i evn 35, 36, 38 
poten M. Bertrand, C.S.J. (A) 
Rev. Brendan O'Sullivan (C) 


(927) 


FRESNO 


Fresno County M.F. 


St. Agnes HospitalA 
530 W. Floradora Ave. (5) 
Ng Amherst 6-9551 
Est. 1929: Gen. ee beds 30 

11, 14, 16° a, 18, 32, 34, 








> 1, 2, 6, 9, 10, 

38, 40, 41 
Sr. M. Laurencita, C.S.C. ‘i 
Bernice Iskra (N 
Rt. Rev. Msgr. John F. Durkin (C) 
FULLERTON 

Orange County L.A. 


St. dude Hospital 

101 E. Valencia _ Dr. 
Tel: Lambert 6-336 
Est. 1957: Gen. iS. beds 24 bass 
ad ty 7, 8,9, 10, 11, 14, 16, 17, 18, 34, 


Sr. Jane Frances, C.S.J. (A 
Sr. Mary Esther, C.S.J. (N 
Rev. Cornelius Ravlic (C 








Santa Maria Convalescent Home (927) 


Fst. 1954: Chr.-Conv. 32 beds 


Sr. M. Thomasine, C.S.J. (A) 
Rev. Felix Cleary (C) 


HANFORD 
Kings County M.F. 
Sacred Heart HospitalA (405) 
1025 N. Lan A Le 
Tel: Ludlow 2-2 
Est. 1915: Gen. 33 ipeds 11 bass. 
> 5, 6, 9, 10, 12, 16, 17 
Sr. M. Immaculata, O.P. (a) 
Rev. Patrick J. Kearney (C 
INGLEWOOD 
Los Angeles County L.A. 
Daniel Freeman Memorial 
HospitalA + (941a) 


333 N. Prairie Ave. (1) 
Tel: Orchard 2-0112 
Est. oe Gen. 29 beds 56 b 


> 1, 2, 6, t; EI, ¥2, 14, 16, 17, 18, 34, 
35, 36, 38, 4 So 

Sr. Albert — C.S.J., M.S. (A) 

Sr. Eleanore aeaee, CsJ., B.S. C8 


Rev. Patrick Kelly (C 


LAKE ARROWHEAD 
San Bernardino County S.D. 


Santa Anita HospitalA 
Tel: Lake Arrowhead 795 
Est. 1951: Gen. 28 beds 8 bass. 
+ 1, 2, 5, 6, 9, 10, 11, 16, 18, 32, 34, 50 





Sr. Mary Margaret, C.S.J. (A) 
Rev. B. Francis Ross (C) 
LONG BEACH 
Los Angeles County L.A. 
St. Mary’s Long Beach HospitalA* + 
(801) 


509 E. 10th Se. (13) 
Tel: Hemlock 239-51 
my i on, fe beds 50 bass 
b te 9, 10, 11, 12, 14, 16, 17, 
? a 34° 35, 86. 38, 41, 50, 53 
Sr. M. David, C.C.V.I. (A) 
Letterina Iorio, B.S. ves 


Rev. Peter Bullum Cc 
LOS ANGELES 

Los Angeles County L.A. 
Queen of Angels HospitalAk-+© 


(559) 
2301 Bellevue Ave. (26) 


DIRECTORY NUMBER 


Hospitals—United States 


Tel: Dunkirk 2-5411 
Est. 1926; Gen. 424 beds 70 b: 

+i "9, 10, 11, 12, 13, 14, 15, 16, 
“Hh ds 43° 36, 5 34, 35, 36, 38, 39, 41, 50, 


Sr. M. aie O.S.F. (A 
Mrs. Johanna Sutton ( 8) 
Rev. James Holmquist, O.F.M. (C 


St. Anne’s Materni Hosgieelas (559) 
155 N. Occidental Blvd. (26 
Tel: Dunkirk 7-2396 
= 1908: Mat. 75 beds 
2, 4, 5, 9, 10, 11, 12, iz, ns 40, 50 
Pe Ma Winifred, O.S.F. 
Sr. M. Carmelita, O.S.F. 
Rev. Joseph Mikulich, O.F.M. 


A 
N 
Cc 


ian 
wee 


St. John of God Hospital (M.4a) 
2035 W. Adams Blvd. (18) 

Tel: Republic 1-2431 

Est. 1941: Meee 80 beds 


> 2, 5,9, 1 

Bro. al Handley, O.H. ( Ri 
Bro. Raymond Rooney, O.H. (N 
Rev. Joseph Carrier (C) 


St. Vincent’s eo (1701b) 
2131 W. 3rd 
Tel: Dunkirk 1-32 
oa ee oe 300 beds 
6, 8, 9, 10, i , atid, B5,.. 16, 17, 
> te, %e 35° 38, 39, 40, 41 
Sr. Fidelis, D.C. (A) 
Mrs. Margaret Shur; % BS. oy 
Rev. lesb Bereswill, (C 


Santa Marta Maternity Hospital & Clinic 


(1163) 
328 N. bing a4 St. (22) 
Tel: Angelus 8-6998 
Est. 1949: Mat. 11 beds 13 bass. 
~ 4, 6, 9, 50, 53 
Sr. St. Guy, S.M. (8) 
Rev. Dosiche Trudel (C 
LYNWOOD 
Los Angeles County L.A. 
(545c) 


St. Francis ral ighws 

3630 Imperial pares 
Tel: Nevada 6 
Est. 1945: seg 987 beds 77 bass. 
+ . 6 Fe Se *, ba 11, 14, 15, 17, 18, 
34, 35, 36, 38, 41, 


Sr. M. Christine, O.S. “ (A) 
Mrs. Pearl Martino ves} 
Rev. Emmett F. Panner (C 
MERCED 

Merced County M.F. 
Mercy HospitalA (405) 


2740 M Street 
671 


: 3-167 
™ 1949: 76 beds 
2, 6, 9, 10, 1, 14, 17, ~~ 36, 41 


Sr. M. Stanislaus, O.P. (A) 
Mrs. Carmella Williams (N) 
Rev. John Walsh (C) 
MONROVIA 

Los Angeles County LA. 
Maryknoll Hospital & 

Sanatorium (1119) 


300 Norumbega Drive 
Tel: Elliott 9-6625 
930: T.B. 49 


Est. beds 
— 1, 2, 5, 6, 9, 10, 11, 17, 41, 50 
Sr. Maura Piegtajen, O.P., B.S. {A} 
Sr. Mary Giles (N 
Rev. Michael O'Sullivan (C) 
NAPA 

Napa County S.Fr. 
Queen of the Valley HospitalA (926) 


100 Trancas St. 
Est. 1957: Gen. 96 beds 18 bass. 
A Pas 11, 14, 17, 18, 31, 34, 


> > ’ , 

35, 36, 38, 40, 
Sr. M. Paul, C. ry (A 
Angus Somerville (N 
Rev. George V. Schirle (C 


California 


OAKLAND 
Alameda County S.Fr. 
Providence HospitalA } (1317a) 


378—30cth Street 
Tel: Templebar 6-3166 


Est. 190% hoy 228 beds 2 
> 1, 8, 9, 10, 11, 3 af as, 16, 17, 18, 
34, 48" 41, 50, 53, 55 
Sr. Charles Reymond, F.C.S.P. is} 
Hanna Johnson (N 
Rev. Robert Adams (C 
ORANGE 
Orange County LA. 


St. Joseph rien (927) 


Stewart aay 


Tel: ioe 
Est. 7 io beds 42 bass 
a i ag » 9, 10, 11, 14, 16, 17, 18, 34, 
_ 38, 41 
Sr. M. Alma, C.S. BF (A 
Sr. go S.J. (N 
Rev. ge L. Nee (C 
OXNARD 
Ventura County L.A. 
St. John’s Hospital A (1157) 
333 North F 


Tel: Hunter 3-1141 
Est. Sse Gen. ag beds 2 
>1,2 5 & byt , 11, 14, 22 a7, 31, 32, 34, 


35, 36, 38, 
Sr. M. Aime, S.M. (A 
Sr. eh ose, S.M. (N 
Rev. F. Whelan, S.S.C, (C 
PASADENA 

Los Angeles County L.A. 
St. Luke Hos aston (927) 

2632 E. Was ingeoe St. (8) 
Tel: Sycamore 7 
Est. 1933 en. 165 beds 7. bass 
> 1, 4&7 «Se 10,298, 14, 16 17, 18, 34, 36, 
Sr. M. Liguori cs. (A 
Sr. Se. John, CS J. i 
Rev. Patrick pnw S.S.C. (C) 
RED BLUFF 

Tehama County Sac. 
St. Elizabeth Hospital (1161c) 

402 Main St. 
Tel: Lawrence 7-2112 
Est. 1906; See. 52 beds 8 bass 

=> ly 2y Se. Gy.9, 105. B1¢ 16 17, 31,34): 88:56 
a M. NaAnie h R.S.M. §& } 
Sr. Mary Rita Ann, R.S.M. N 
REDDING 

Shasta County Sac. 
Mer Hospital A (1149) 

Clairmont 


Tel: Chestnut 3-2121 
Est. 1953: Gen, 84 bets 23 b 


> 1, 2, 6, 9, 10, 11, 14, 16. 1 17, 18, 34, 35, 
36, 38 
Sr. Mary Andrew, S.M., B.S. i 
Sr. Mary Gerard, S.M. N 
Rev. William P. Kinane (C 
SACRAMENTO 
Sacramento County Sac. 
Mercy Hospi italA + (1149) 
(Includes Mercy io 's Hospital) 


4001 Jay Street ( 
Tel: Gladstone 6- asst 
Est. 1897: ow 311 beds 68 bass 
8, 9, 10, 11, 14, 17, 18, 34, 36, 


=> 2, 3, 

38, 41, 50 
Sr. Mary Peter, S.M., B.A. fa} 
Sr. Mary Redempta, ”$.M., BS. N 
Rev. Patrick Nolan (C) 


SAN BERNARDINO 
San Bernardino County S.D. 
St. Bernardine’s HospitalA (801) 
2101 Waterman ara 
Tel: pee 3 2-2911 


Est. 1931: Gen. 133 beds 26 bass. 
> 2, 6 9, 10, 11, 14, 46, 17, 18, 34, 36, 38, 
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California 
Sr. Mary Cyril, C.C.V.I (A 
Sr. Mary Vir ilius CCNV.L (N 
acEwen (C 
SAN DIEGO 
San Diego County S.D. 


Mercy Hospital Ax +0 (1157) 
4099 Hillcrest Drive (3) 


Tel: Cypress 8-3911 


me, i. 2 i.) 322 beds 65 bass. 
5 ie: BS ;o. 50, cay tay 14, 16, 17, 
* i, 31 34, 38, 36, 38, 41, 30, 52, 
Sr. M. Sachasta, S.M. (A 
Sr. M. Michele, S.M., B.S. (N 


Rev. E. L. Kokoska (C 


SAN FRANCISCO 
San Francisco County S.Fr. 


qMary’s Help Hospital Ak +0 (1701b) 
145 Guerro S 
Tel: Underhill 5.07: 3 
me, 1912: Gon, at beds 40 bas: 
4, 6, 9, 11,12, 14, 16, 17, 34, 36, 
* %, 50, 52, $35 


Sr. Hermine, D.C. (A 
Sr. Clare, D.C., M.A. (N 
Rev, Francis Wajda (C 





Notre Dame 70 (1157) 
1590 Broadwa 

Tel: Graystone -3364 

me, 1946: Med. 164 beds 

2, 5, 6, 9, 10, 11, 14, 15, 16, 17, 32 


re ae Emilian, S.M. (A 
Sr. M. Edmund, S.M., B.S. (N 
Rev. Peter Kelly (C 


St. Elizabeth’s Infant Hospital (1701b) 
100 Masonic Ave. (18) 

Tel: Jo. 7-8370 

Est. 1921: Mat. 61 beds 20 bass 

+> 2, 9, 11, 12, 13, 14, 34, 38, 40, 50, 55 


Sr. John Gabriel, D.C., B.S. (A 
Sr. epine D.C. (N 
Rev. Wm. j. Klement, S.J. (C 


St. Joseph Hospital & #0 
300 Buena Vista Ave. (17) 
Tel: Hemlock 1-3900 


me, i? Gon. 215 beds 35 bass. 
7 4%, 34, 29 16, a) 18, 31, 
” 33, $3, 834 35, '36, 38, 41, $0, $2, 53 
Sr. M. Agnes, O.S.F. (A 
Mrs. b Ai meg Hr (N 
Rev. Flavian Ward, O.F.M. (C 


St. pee “ut allel (1157) 


50, $2, $3, 54,55" 
Sr. Mary Philippa, S.M., B.S. (A 
Sr. Mary Anita, S.M., BS. ve 


Rev. Ernest Spacher Cc 
SAN JOSE 
Santa Clara County S.Fr. 


O’Connor HospitalA + © (1701b) 


yorum & EK; ae St. (3) 


Tel: ress 
Be, 11936 Ta 55 beds 61 bass. 
6, 7, 9, 10, 11, 14, 16, 17, 18, 34, 38, 


Sr. Roberta, D.C. (A 
Sr. Anita, D.C. (N 
Rev. Joseph B, Garrity (C 


SANTA BARBARA 
Santa Barbara County LA. 


St. Francis HospitalA (559) 
601 E. Micheleotone Street 

Tel: Woodland 2-766 

Est. 1908: Gen. ti9 beds 24 bass 

~% yA 9, 10, 11, 14, 16, 17, 18, 34, 36, 





4Owned by the corporation of Mary's Help 
recent and operated by the Daughters of 
arity. 





Hospitals—United States 


Sr. M. Melitta, O.S.F., B.S. (A 
Mrs. iieten Brady (N 
Peter Krieg, O.F.M. (C 
SANTA CRUZ 
Santa Cruz County M.F. 


Dominican Santa Cruz HospitalA (427) 
bad nang Avs 

Tel: n 3-3 

Est, 1 1950; Gen, 4 ‘eae 15 bass. 

~» 2, 5, 6, 9, 10, 11, 16, 17, 34, 36 


Sr. Daniel panenese O.P. (A 
Sr. Mary P O.P. (S} 
Rev. ae? eas, Ruscitto (C 
Sisters HospitalA (427) 


190 W. Cliff Drive 


2 
Est. beds 7 bass 
+ 1, 2, 5, 6, 9, 10, 11, 17, 31, 34, 35, 36, 37 


Sr. Marie Brigid, O.P. (A 
Sr. Marie Daniel, O.P. (N 
Rev. Raymond Ruscitto (C 


SANTA MARIA 
Santa Barbara County LA. 


Our Lady of Perpetual Help HospitalA 
(545c) 


124 S. Airport Ave. 
Tel: Walnut 5-2616 
Est. 1940: Gen. 84 beds 24 bass 
*i.% 5, 6, 8, 9, 10, 11, 16, 17, 18, 34, 35, 


Mo. M. Tharsilla, O.S.F., B.S. (A 
Sr. M. Maureen, O.S.F., BS. iS} 
Rev. Vincent McCabe (C 


SANTA MONICA 
Los Angeles County L.A. 


St. John’s Hospital 
Association, Inc. A+* 
1328—22nd Pies 

t, 1942: a an | beds 67 7 bass 
mgs 8, 9, 10, il, 12, 13, 14, 16. 

” 14, 18° 3, 35 36, 38, 39, 41, 50, 53, 58 
Se. Mary David, S.C.L. (A 


(1001) 


Mary Teresita, $.C.L. (N 
Rev. Philip McKiernan (C 
SANTA ROSA 

Sonoma County, S.Fr. 


0 beds 24 bass. 
— 2, 6, 9, 10, 11, 14, 16, 17, 18, 34, 36 


Ss h h, A 
Sr. aul comin, e334” _ i} 
STOCKTON 
San Joaquin County S.Fr. 
St. h’s Hospital 415 
aa ON. California St. 46 ¢ ) 


Tel: Howard 6-554 
Est. 1899: Gen. re 
~ 2, 6, 8, 9, 10, 4 14, 16, 17, 18, 34, “ 41 





Sr. Mary Gabriel, O.P. ni 
Vergil Daly é N 
TORRANCE 
Los Angeles County LA. 
Little Company of Mary Hospital 
(1103a) 


4101 Torrance Boulevard 

Tel; Fr, 1-1255 

Est. 1360; Gee. 135 beds 32 bass. 

> 1, 2, 6, 7, 8, 9, 10, 11, 14, 16, 17, 18, 34, 
36, 3 6° 41 


Mo. M. Patricia, L.C.M. (A 
Sr. M. ‘Angela, L.CM. (N 
Rev. Emil Cipcic (C 


For Key to Symbols and Abbreviations See Page 61 


Colorado 








COLORADO 
Archdiocese of DENVER 


Re. Rev. Msgr. ‘o% . eae 


Very Rev. Msgr. 
Hospital Directors 


Diocese of PUEBLO 
Rev. E. McGowan, Hospital Director 


HOSPITALS 
Number Number Numbers 


0, of 0, 
Hospitals Beds Bassinet 





General Short Term.......... 16 2,397 347 
CANON CITY 
Fremont County Pbl. 


St. Thomas More HospitalA (215) 


431 Macon Ave. 
Tel: Crestwood 5-3381 


5 beds 
+ 5, 6, 9, 10, 11, 17, 34, 5 ets 50 


Sr. M. Radegund, O.S.B. (A 
Sr. M. Aimee, O.S.B. (N 
Rev. Justin McKernon, O.S.B. (C 


CHEYENNE WELLS 
Cheyenne County Den. 


St, t. Joseph Hospital (569b) 
Ese 1930: Gen. 29 beds 6 bass. 
> 5, 6, 9, 14, 17, 34, 36, 50 
Sr. M. Silvina, S.S.J., M.A. (A 
Sr. Mary Antoinette, S.S.J. (N 
Rev. G. Kearney (C 
COLORADO SPRINGS 
El Paso County Den. 
Penrose HospitalAk + @ © (1707) 
(Includes Penrose Cancer Hospital) 
2215 N. Cascade Ave 
Tel: Melrose 3-6611 
Be, be ig bes Ja tite 0 bass. 
2 oe & 8, 9, 10, 11, 14, 15, 16, 17, 
“— 35° 3G 38, 40, 41, 42, 50, 52 
Sr. ‘on §.C., D.S (A 
Sr. Ma Florence, $.C., B.S. (N 
Rev. Edward Madden (C 
(517b) 


St. Francis 1 Hospital A+ 
5 E. Pikes Peak Ave. 
Tele tabi 3-1713 
Est. 1887: oe. 560 beds 24 bass 
> ye os ai 16, 17, 18, 34, 
35, 36, 37, 5a, 49) 


Sr. Mary Erharda, 0. : 4 ' S, (A 
Sr. Mary Cajetan, O.S.F. (N 
Rev. Arthur G. Dresen (C 
DEL NORTE 

Rio Grande County Pbi. 
St. Joseph’s Hospital (939) 
Tel: Olive 7-3311 
Est. 1908: ee. “ beds 10 bass. 
> 2, 5, 6, 9, 7, 40 
Sr. Mary dbrthg C.S.J. (A 
Sr. Mary Victor, C.S.J. (N 
Rev. Stephen Murawski (C 
DENVER 

Denver County Den. 


Mercy Hospital Ax +O (116le) 
1619 nonin St. 
Tel: Fremont 7-2 


771 
Est. eo ee 250 beds 30 bass. 


> 2, 3, 6 10 oe 14, 16, 17, 18, 34, 35, 
36, 38, ai, So, 

Sr. M. Miguel, aes B.S. (A 

Rosa L. Schrammel, B.S. (N 

Rev. Owen McHugh (C 


St. Anthony | Hopinlart? , =m 


West 16th Ave. i. Quitma 


Tel: Tabor 

Est. 7 a g'3% ds 40 b 

as 1. he 10, it ae 4, 15, 16, 17, 
B34 36, 41" 

Sr. = oo party A.B. (A 

Mrs, Sadie Pierce, M.S. (N 

Rev. John Nelson (C 


HOSPITAL PROGRESS, 1961 


















RLS 5 ee tea ae 





Colorado 


St. Joseph’s HospitalAx% +> (1001) 
1818 Humboldt Se. (18) 

Tel: Main 3-945 

Est. 1978 ce 380 beds 60 bass 

> 1, 10, * _)* 15, 16, 17, 18, 31, 
34, 45 36, ei 4 1, 

Sr. Mary Ansella, phon B.S. (A 

i ~ Jerome, §.C. L (N 

F, G. Morfeld (C 

DURANGO 
LaPlata County Pbl. 

Mercy Hos "Find (116le) 
1905 East Third Ave. 


1 
35, 36, 38, 50° 


Sr. Mary Urban, R.S.M. (A 
Sr. Mary Anselmo, R.S.M. (N 
Rev. Herold Gleason (C) 
FLORENCE 

Fremont County Pbl. 


St. Joseph Hospital 
3rd and Washington 
F og Su. 4-6361 
1948: Gen. 26 beds 6 b 
a Zo Sp Oo Be Ly O8s 3p —t 35, 36, 38, 50 


ra < Anthony, O.S.B. {A> 
Sr. M. David. O.S.B (N 
Rev. James Mahrer, O.S.B. (C) 


GRAND JUNCTION 
Mesa County Ppl. 


St. Mary’s HospitalA (1001) 
7th & Patterson Road 

Tel: Chapel 2-1550 

Est. 1896: Gen. Ne ets 24 bass 

o i4s 16, 17, 18, 34, 


> 5% 0 O92) 


36, 38, 39, 41, 
Sr. Zita Marie, re B.S. (A) 
Sr. Mary Matthew, $.CL. 3 
Rev. Denis Begley (C 
LA JUNTA 

Otero Co. Pbl. 
Santa Fe Hospital (202) 


401 Smithland Ave. 
Tel: Dudley 4-2411 


beds 1 
> 2, 5, 6, 9, 11, 15, 16, 17, 34°36, 50 
Sr. Mary Euphrasia, O65, A.B. (A 
Sr. Mary Stella, O.S.B., A.B. (N) 


Rev. Francis J. Wagner Cc 
LAMAR 
Prowers County Pbl. 
Sacred Heart HospitalA (403) 
1001 South Main St. 
Tel: 336-4343 
Est. 1946: Bog 57 beds 12 bass. 
~» 5, 6, 9, 11, 17, 34, 38, 4 
ge. pia Alfreda, O.P., af. A ‘* 
enrietta, O.P., B.S. (N 
e. Placid White, O.5.B. (C) 
LEADVILLE 
Lake County Den. 
St. Vincent’s Hospital (1001) 


fr, bate 3 a and Washington St. 

el 

Est. 1879: Gen. 36 beds 8 bass. 

> 2, 5, 6, 9, 11, 17, 32, 33, 34, 36 

Sr. Mary Lillian, S.C.L. 8} 
Rev. Maurice McInerney (C 


PUEBLO 
Pueblo County Pbi. 
St. 
t, Mary-Corwia Hospital Ax& + > (1707) 


Tel: Lincoln 2-5860 
=, 1957: Gen. 432 beds 32 
6, 7, 8, 9, 10, 11, Ty t4 a6, 17, 18, 34, 
” 3s, 36, 38, 39, 40, 4 


Sr. Grace Marie, $.C., oe] hey A. (A 
Sr. Beatrix, S.C., 
Rev. Thomas Fitzgerald and Rev, Edward 

wan (C) 


DIRECTORY NUMBER 


Hospitals—United States 


TRINIDAD 
Las Animas County Pbl. 
Mt. San Rafael HospitalA (1707) 
E. Main S 
Tel: Victor 6- 


: 3321 
Est. 180?) Gen. 75 beds 1 
6, 9, 10, > 14, 17 a 36, 41, 50 


> 1, 2, 

Richard J. Conn {A} 
Sr. Marie de Sales, S.C., B.S. (N 
Rev. Ralph Woodward (C) 








CONNECTICUT 
Archdiocese of HARTFORD 
Rev. L. E. Skelly, Hospital Director 
Diocese of BRIDGEPORT 
Diocese of NORWICH 


HOSPITALS 
Number Number Number 





0. of of 
Hospitals Beds Bassinets 
General Short Term.......... 5 1,807 293 
Special Short Term: 

WIS osc cencccaccce 1 11 7 
ROTA iid excise invader ets 6 1,818 300 
BRIDGEPORT 

Fairfield County Bri. 


St. Vincent’s HospitalAxk + © 
2820 Main St. (6) 

Tel: wae 6-3601 

ie, wi ce 372 beds 70 bass. 

ere 3 ey 14, 16, 17, 18, 


(1701a) 


7h 46 56, 
Sr. Anne ks ad D.C., M.H.A,. (A 
Sr. Mary Louis, D.C., MS. is} 
Rev. Philip Morrissey (C) 
HARTFORD 

Hartford County Hart. 
¢St. Francis HospitalA* + © (919a) 


114 Woodland St. (5) 

Tel: Chapel 9-8281 

Est. 1897: Gen. 560 beds 69 bas 
> 1, 4, » 9, 10, 11, 12, 13, 14, 15, 
16, 17, 18, 31,’ 34,, Fe 36, 37, 38, 39, 40, 
41, $0, 52, 53, 54 A; 

Sr. Bernard Ma 


csp M. ;. (A 
Sr. Mary Gabriell a, C j.,M (N 
Rev. Eugene Torpey and ie * William Duda\ 


NEW HAVEN 
New Haven County Hart. 
Hospital of St. t. Raphaclak +0 (1703) 
0 Chapel S 


Tel: Spruce S esa1 
Est: a b ar 772 beds 60 bas 
me BS he rF 


>1, 4, 6, 7,8 » 14, 15, 16, 
1%, 18 31, 34, 35, 36, 38, 41, ” 50, 52, 53, 
Sr. Louise Anthony, E> BS, (A 
Mary Anne Hurl y tH (N 
Rev. Clement J. inty (C 
STAMFORD 
Fairfield County Bri, 
€St. Joseph’s 7 Hil aves (919a) 
128 Strawber: a 
Tel: Fireside 8- 
Est. Ste oN 160 beds 
> 1, 9 pil, Oe ‘ee 17, 18, 34, 36, 
38, 0, di, 301% 
Sr. Macy Beatrice, C88, M.H.A. (A 
Sr. ag Christine, C.S.S.J., M.A. (§) 
Rev. John J. Draper (C 
WATERBURY 
New Haven County Hart. 
St. Mary’s Hospital Ak + © (919a) 


56 Franklin St. (6) 
Tel: a 
Est, st 7s 345 beds 50 bass 
ae 8, 9, 10, 11, 12, 14, 15, 16, 

78, Si, "qe 35, 36, 38, 41, 50, 52, 53, 


Owned by the St. Francis Hospital Corpora- 
= con operated by the Sisters of Se Jo. 


enna by the Diocese of Bridgeport and 
operated by the Sisters of St. Joseph. 

















Florida 
Sr. M: Visi , C.S.S.J., M. A. A 
Sr. Mary Edwarding, Caey, &K 
Rev. Francis Callahan (C 
WEST HARTFORD 
Hartford County Hart. 
¢St. Agnes Home (1137) 
211 Steele io 17) 
fg woe 3-40 
14: Mat. Yh beds 7 bass. 
nag M. Damian, ria ‘§} 
Sr. Susanne, R.S.M. ( 
Revs Raymond a Mulready (C 
DELAWARE 
Diocese of WILMINGTON 
HOSPITALS 
sa” sel he Huge 
Hospitals Beds Bassinets 
General Short Term.......... 1 116 20 
WILMINGTON 
New Castle County Wil. 
St. Francis nny wr i (505b) 
8th & Clayton 
Tel: Olympia 8-9351 
Est. 1924: Gen. 116 beds 
> 1, 2, 4, 6, 9, 10, 11, te 78, 36, 38, 50, 


St. Mary St. Kevin, O.S.F., B.S. (a3 
Sr. M. Cecilia St. Francis, 'O.S.F. N 








DISTRICT OF COLUMBIA 


Archdiocese of WASHINGTON 
Rev. Leo J. Coady, Hospital Director 








HOSPITALS 
Number Number Number 
Ly, f of of ad 
General Short Term.......... 2 730 118 
WASHINGTON, D. C. Wash. 
Georgetown University 
HospitalA* +00 @ (1201) 


3800 eee a N.W. (7) 
Tel: Federal 3-2 
~ or r 3 380 beds 60 bass 


6, sy S 10, 12, 13, 14, 15, 

” 16, 7 18, 34, 46, 38, 41, 50° 
Sr. Mary Evangelist, $.C.N. (A 
Mrs. Martha Van Horn, BS. (N 
Rev. J. H. Cunnif, S.J. (C 


Providence HospitalA* + 
1150 Varnum St., N.E. (17) 
Tel: Lawrence 6-2000 


(1701a) 








Est. 18 set; Gea, 350 beds 58 as 
ie a a 12, 14, 16, 17, 
18, 75 4, 46 36, 37, 8° 40, 41, 50, 52; 
Sr. Eleanor, D.C., (A 
Sr. ar heey, Felicita pe: (N 
Rev. Robert B. Clifford, C.M. (C 

FLORIDA 

Diocese of MIAMI 


Rev. L. J. Genovar, Hospital Director 


Diocese of MOBILE—BIRMINGHAM' 
Ret. Rev. Msgr. J. J. Raleigh, Hospital Director 


Diocese of ST. AUGUSTINE 


Owned by the Archdiocese of Hartford and 
operated by th the Sisters of Mer 

€Owned bi yee tate Univers ty and staffed 
one: the Sisters of Charity of Nazareth. 

cooems etown Yow School of Medicine, 

ington, 

th Diocese, the See for which is in Mobile, 
Ala., includes part of this State. 
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Florida 





HOSPITALS 
Number Number Number 


of 0 of 
Hospitals Beds Bassinets 


General past Pome... 8 2,005 251 
Special Short Term: 

Maternity......... cae 1 13 17 
1 I ERISEES De ree Peace 9 2, 018 268 





FORT LAUDERDALE 
Broward County 


Holy Cross Hospital, Inc.A 
4701 North renee Highway 


Miami 


(1145) 


Tel: Logan 4-2371 
Est. 1955: rn 196 beds 23 b 
> 1, 2, 10, 11, 14, 16, a7, 18, 31, 34, 
35, 36, 38, %o. 41 
Sr. M. Innocent, R.S.M. (A 
Sr. M. Alphonsa, R.S.M. (N 
Rev. James H. Grad dy (C) 
JACKSONVILLE 
Duval County St. A. 


St. Vincent’s Hospital k +0 (1701a) 


Barrs & St. Johns A 
we ec el a 0 oe 
iy fig 6, 9, 10, 11, 14, 16, 17, 18, 34, 35, 
36, “ba "39. 41, 50, "52 


Sr. DeChantal DG . r (A) 
Sr. Mary Paul, D. (N) 
Rev. Vincent tes: it SM. (C) 
MIAMI 

Dade County Miami 


ercy Hospital, mah 
ney, Miami Ave. (45) 
og A nen 
s ass. 
iD. 3, 6. 7, 8, 9, 10, 11, 14, 15, 16, 17, 
7% 3° 34, 35, 38, 40, 41, 50 


Sr. Seals Edwin S.S., (A) 
Sr. Mary Conrad, S. i: (33 
Rev. Columbiano’ Virseda (C 


MIAMI BEACH 


Dade County Miami 
St. Francis Hospital, loc ant (503) 
250 W. 63rd St. (41) 
tet: Union 6-1411 
, BSa7 sea. 250 pods z bass 
Dy, ai 14, 16, 17, 18, 34, 
ad > ae £8, 41, 50, $2" 33 
Sr. M. Magdalena, oss, B.S. (A) 
Sr. Marie Reacion, O.S.F yes} 
Rev. Edgar Barret, O.F. M. (C 
PENSACOLA 
Escambia County Mob. 
Our Lady of Angels Hospital (505b) 
133 W fon ten St. 
Tel: Hemlock 8 
Est. 1946: Mat. 2B beds 17 bass. 
~ 5, 34, 38, 50 
Sr. M. Joseph Antonine, O.S.F., B.S. (8) 
Rev. Patrick J. Ruddy (C 


Sacred Heart Hospital Ak +0 (1701a) 
1010 N. 12th Ave. (6) 
Tel: sit ne 3-6571 


Est. Gen. 155 beds 

— 2, 6, 9, 10, 11, 14, 16, 17, 18, 36, 41 

Sr. Frances Michael, D.C., M.A. (A 
Sr. M. Bertilla, D.C., M.S. (N 
Rev. Ernest Patrick (C 


ST. PETERSBURG 
Pinellas County St. A. 


St. Anthony’s Hospital, Inc. A (503) 
600—1 oe St., North (5 : 


3 
Est. 1931: Gen. 295 beds 4 
>1, 2, 8, 9, 10, 11, 1%, me 17, 18, 34, 


Sr. M. Victor, O.S.F. (A 
Ann McCann (N 
Rev. meng Giehl, O.F.M. (C 


Owned by the Diocese of Miami and operated 
by the Sisters of St. Joseph. 
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TAMPA 

Hillsborough County St. A. 
St. _gonnh's Begin. Inc. A (503) 
vein ag 1B 7th Ave, (2) 

ie 7 


Est. 1934: on, 215 beds 30 
7% 6,9 10, 11, 14, 17, is. "34, 35, 36, 38, 


Sr. Loretto Mary, O.S.F. (A) 
Virginia Springer (N) 
Rev. Gor rlacher, O.S.F. (C) 


WEST PALM BEACH 
Palm Beach County 


St. Mary’s HospitalA*x©} 
900—49th Street 

Tel: Victor 4-6311 

Est. 19993 i 234 beds 33 bass 
~1, o. 30, as de> 14, 17, 18, 34, 

36, 56°40" 41 41, 50, 52 














Mo. Josephine Marie, £: S.F. (A 
Sr. Dorothy Marie (N 
Rev. Eugene eaken O.F.M. (Cc 
GEORGIA 
Diocese of ATLANTA 
Diocese of SAVANNAH 
Rev. J. J. Cuddy, Hospital Director 
HOSPITALS 
Number Number Number 
LI, A 7, of of of 
General Short Term.......... 6 769 125 
ATHENS 
Clarke County Atl, 


qSt. Mary’s HospitalaA*® (1503a) 
360 N. Milledge Avenue 


Tel: Liberty 3-3611 
E ; i 3 beds 18 bass. 
> 6, 9, 10, ba ie 17, 34, 40, 50 


Sr. ee " Wilfrida, M.S.C. ‘s} 
Sr. M. Irmgard, M.S.C., B.S. (N 
Rev. Dale Freeman (C) 
ATLANTA 

Fulton County Atl. 
St. Joseph’s Infirmary, Inc A*«+*© 


(1161la) 
265 Ivy St., Ae. Add 
Tel: + son 5-468 
Est. eee e. 00 beds 35 b 
»1,2 AO, 11, 14, iG. 27; 28. 34, 
34, te 36, 3, 38, 41, 50, 52, 53 


Sr. M. Josetta, R.S.M., M.S. (A 
Sr. Mary Incarnata R'S. M., M.S. i) 
Rev. John Emmerth, S.M. (C 
AUGUSTA 

Richmond County Sav. 
St. Joseph’s HospitalA (941e) 

1600 Winter St. 
Tel: Regent 3-7793 
Est. 1952: ote. 112 beds 26 b 
1, 2, 67, 8, 9, 10, 11, i. 7, 34, 36, 38, 
Sr. Mary Louise, C.S.J., B.S. (A 
Mrs leman i} 
Rev. L. J. Mulry, S.J. (C 
COLUMBUS 

Muscogee County Sav. 
St. Francis Hospital, Inc.A© (509) 


Woodruff Road and Expressway 
Tel: Fa. 2-8281 
Est. 1947: Gen, 145 beds 24 bass 
~> 1, 2, 5, 6, 9, 10, 11, 14, 17, 18, 34, 36, 41 


Sr. Mary Evelyn, O.S.F., B.S, (A 
Sr. Mary Paula, O. iS} 
Rt. Rev. Msgr. Herman J. Deimel (C 


Owned b7 a o eg. board of directors and man- 
reed by the yo Sisters of the Most 
Sacred Heart of Jesus. 


Idaho 





SAVANNAH 
Chatham heal Sav. 


(1161a) 


. ds 22 
$5 6, 8, 9, 10, 11, 17, 183 34, 38, 39, 41, 








Sr. M. Cornile, R.S.M. (A) 
Mrs. Gertrude Ledlie (N) 
HAWAII 
Diocese of HONOLULU 
HOSPITALS 


Number Number Number 
of of of 
ual Beds B a 


HW, 








General Short Term.......... 1 225 24 
HONOLULU 
Honolulu County Hon. 


St. Francis HospitalAxk& + © (567a) 
2260 Liliha Street (17) 
Tel: 66-1 
Ee, i fea. 225 beds 24 b 

, De Be, Bhs. Bae 15, 14, 15, 16, 
> ty, ig’ 32, 34, 56, 38, At, 50, 53, 55 








Sr. Maureen, O.S.F., (A 
Sr. Mary Evelyn, B'sE “MS. (N 
Rev. Philemon Lefever, 8s.CC. (C 
IDAHO 
Diocese of BOISE 
Rt. Rev. Msgr. N. Hughes, Hospital Director 
HOSPITALS 


Number Number Number 
0, 0, of 
Hospitals Beds Bassinets 
General Short Term.......... 9 691 135 





ARCO 
Butte County B, 
Lost Rivers Hospital 
Tel: 788 
Est. 1959: Gen. 14 beds 5 bass. 
As Se Gy Be Bde 27 


Sister M. Muriel, F.S.P.A., B.S. (A) 
Rev. John Rafferty (C 


BOISE 

Ada County B. 
St: jeN, Fath Se Hospital A © (705c) 
re O56) 


Est. 1894: * “ss beds 24 bass 
— 2, 6, 7, 9, 10, 11, 14, 17, 18, 33, 34, 39, 41 


Sr. Alicia Marie, a 'S. C.. B.S. (A 
Sr. M. Laurent, C.S.C., B.S. (N 
Rt. Rev. Msgr. Nicholas V. Hughes (C 
COTTONWOOD 

Idaho County B. 


St. Mary’s HospitalA 

Tel: paenrewe 2-3251 

Est, 1930: nm. 32 beds 8 

Liter 17, 34°36, 50 

gr. M. Regina, O.S.B. (A 
M. Roberta, O.S.B. (N 

ev. Patrick J. Slattery (C 


IDAHO FALLS 
Bonneville County B. 


Sacred Heart HospitalA ¢ (565) 
25th & Boulevard Ave. 

Tel: wre 2-8308 

Est. 1 Gen. 100 beds 25 b 

-1, 0, 11, 14, 16, o17, 18, 33, 34, 

35, 36, 38, 41, 50 

St. Jean Marie, MP OP.A., BS. (A) 


«Owned by Butte County but leased by the 
Franciscan Sisters of he Adoration. 


For Key to Symbols and Abbreviations See Page 61 
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Idaho 
JEROME 
Jerome County B. 
St. Benedict’s HospitalaA ¢ (201) 
N. Lincoln Ave. 


: 36 
1952: Gen. 40 beds 
* 5, 6, 9, 10, 11, 17, 46, ro 34, 35, 36, 37 


Sr. M. Martina, O.S.B. (A 
Sr. M. Germaine, O.S.B. (N 
Rev. Pascal Merola, O.S.B. (C) 
‘ LEWISTON 
Nez Perce County B. 


St. Joseph’s HospitalA @ (941a) 
415 Sixth Street 
Tel: Sherwood OF bts 
= yi Gen. 97 beds 14 bass. 
ti » 2, 6, 9, 10, 11, re 16, 17, 34, 36 
pol Loretta, C.S.J., a. (A 
sr Helen Frances, C.S. J, 8 j. (N 


Rev. Sylvester Penna, € 
NAMPA 
Canyon County B. 


Mercy HospitalA (116le) 
615—8th St., South 
i 1513. Ge 92 beds 22 bass. 
n. eds 
: 1 6, 8, 9, 10, 11, 17, 18, 34, 36, 38, 


Sr. Mary Kevin, R.S.M. (A) 
POCATELLO 
Bannock County B. 


St. Anthony Mercy HospitalA@ (116le) 
650.N. 7th Ave, 

: Ce, 2-2733 

Est. 1918: Gen. a? beds 20 b 

» i, 2, 5, 6, 9, 10, 11, 14, 15%, 17, 18, 30, 
31, 32, 34, 35, 36. 37, 38, 41, 50 


Sr. Mary Consolata R.S.M., B. Ss. (A 
an Giraud (N 
ev. Michael Mroz (C 
WALLACE 
Shoshone County B. 
Providence HospitalA (1317b) 


Canyon Ave. 
Tel: Skyline 2-1201 
Est. 1891: Gen. 38 beds 5 b 
> 5, 6, 9, 10, 16, 17, 30, 31, “34, 36, 50 
Sr. Mary John, F.C.S.P. 
Rev. E. Schermanson 


a> 








ILLINOIS 


Archdiocese of CHICAGO 


ge me Directors 
Rt. Rev. Msgr. J. W. Barrett 
Very Rev. Msgr. J. V. Moscow 


Diocese of BELLEVILLE 


Very Rev. Msgr. C. G. Schindler, 
Hospital Director 


Diocese of JOLIET 
Rev. A. Rotondi, Hospital Director 
Diocese of PEORIA 
Rev. John Weishar, Hospital Director 
Diocese of ROCKFORD 
Rev. R. G. Stewart, Hospital Director 


Diocese of SPRINGFIELD 
Hospital Directors 
Re. Rev. Msgr. J. Gatton 
Rev. F. Dirksen 
HOSPITALS 
Number Number Number 


of of of 
Hospitals Beds Bassinets 





General Short Term.......... 64 12,147 1,824 
Special Short Term: 
[oS re 1 98 70 
Ere 1 5 —— 
Total Special Short Term. . 2 148 70 
Special Long Term: 
PUPOMIAWIO..... 0c cccccecee 1 215 —— 
Tuberculosis.............. 1 17% —— 
Total Special Long Term... 2 390 —— 
MMe soca foe dst isc 68 12,685 1,894 





DIRECTORY NUMBER 


Hospitals—United States 


ALTON 
Madison County Spfd. 
St. Anthony’s Hospital (541a) 
2120 Central Avenue 
Tel: Howard 5- ae 
Est. 1925: Gen. 101 beds 
> 1, 2, 6, 9, 11, in 16, 17, 36, 37 
Mo. M. Agatha, O.S.F., B.S. (A 
Sr. M. Theotima O.S-F., B.S. (S} 
Rev. John P. Dolack (C 
St. _oeepe Hospital © (1701b) 
Ta: A owana Sf “8831 
Est. 1963s Gen, 170 beds 30 bass 
> 1, 2, 4, 6, 9, 10, 11, 14, 17, 18, 31, 34, 35, 
36, 50 
Sr. Rene, D.C., (A 
Sr. Mildred we $, C., M.A. (N 
Rev. Thomas O’Connor (C) 
AURORA 
Kane County Rock. 
Mercyville Sanitarium (1161b) 


1330 North Lake St. 
yh Twinoaks 7-9217 
Est. 1915: Psych. 215 beds 
~ 2, 6, 9, 10, 11, 12, 13, 14, 17, 30, 32 


Sr. Mary Irene, R. - M. (A 
Sr. Mary Renee, R.S.M., M.S. (N 
Rev. D. R. Daley (C 


St. Charles HospitalA© 
400 New York soe 


(559) 


beds 
~ 2, 6, 8, 9, 10, 11, 14, 1a ots, 34, sae 


Sr. M. Florita, O.S.F., B.S. A} 
Sr. M. Juliana, O.S.F., M.A. in 
Rev. E. Berthold (C) 


St. 0%, coop M Mercy HospitalA© (1161b) 


Tels 4h ~ os 4681 
Est. gh it 106 beds 


“a5 6, 9, 10, 11, te ? “18, 34, 35, 36, 
Sr. Mary fommpte, R. ") M., M.H.A. (A 
Sr. Mary Xavier, R ,B. Ss. (N 
Rev. JM. Lonergan (C 
BELLEVILLE 

St. Clair County Bel. 
St. Blsabow's HospitalA (519a) 


S. 
Tel: pe dnry : 31 20 
Est. 1875: Gen. 250 beds 40 bass. 


+1, 2, 4, 6, 8, 9, 10, 11, 14, 16, 17, 18, 33, 
Mi. 35, 36, 41 
. M. Giles, O.S.F. (A 
M. Ranalic. 0.8.F., M.S. (N 
Rev Bernard Sullivan, Tia. ~ (C 
BELVIDERE 
Boone County Rock. 
St. h’s HospitalA (921) 
1005 03 Julien Street 
Tel: Lincoln 4-2195 
Est. 1903: Gen. 40 pods 15 bass. 
> 1, 5, 9, 10, 11, 16, 17 
Sr. M. Frederica, C.S.J. is} 
Sr. M. Pascal, C.S.J. (N 
BLOOMINGTON 
Prien County Peo. 
ote Hospital © (511) 
Te: “ana3e ; 


8-1 
ry 1889: as 196 beds 25 bas: 


3, é S¢ > 9, 18, 36, 37; 18, 30, 31, 34, 
3s, 36, 37, 
Sr. Mary Lh O.S.F. A) 
Sr. Mary Loyola, O.S.F., B.S. i) 
Rev. John S. Marker, O.E.M. (C 
BLUE ISLAND 
Cook County Chic. 


St. Francis Hospital Ayr 
12948 Gre; 
Tel: Fulton nr §r500" 


(531) 





Illinois 


Est. 1904: Gen. 160 beds 40 b 

> 1, 2, 6, 9, 10, 11, 14, 17, 18.5 34, 36, 38 
Sr. Posie Duchesne, S.S.M. (A 
Sr. Mary Agnes Charles, S.S.M. (N 


Rev. James Walsh (C 
BREESE 
Clinton County Bel. 
St. soph’ s HospitalaA (1159a) 
2 0. 350 N. San Se. 
Tel: Lambert 6 
Est. 1897: Gen. ri beds 9 bass. 
— 5, 6, 9, 10, 11, 17, 34 
Sr. Virginia, S.C.S.C. (A 
Sr. Jeanne Marie, | Si C.S.C., M.H.A. (N 
Rev. Donald Blaes (C 
CAIRO 
Alexander County Bel. 
St. Mary’s HospitalA (705b) 
2020 Cedar Street 
fg Main 2400 
1867: ors 120 beds 2 
» 1,2, 4, 5, 6, 9, 11, 17. rary 31, 34, 36, 41, 
ee. Mu. Emerita, C.S.C., B.S. (A 
. Leo Irene, C.S.C. (N 
CENTRALIA 
Marion County Bel, 
St. Mary’s HospitalA (501c) 


400 North Pleasant Ave. 
Tel: Centralia 2-6733 
= Sy oe 109 beds 20 bass. 
Me 10, 11, 14, 17, 18, 31, 34, 
” 3s, “re 41, 50, 52 


Sr. M. pg C.S.S.F., M.H.A. (A 
Rev. E. Ratermann ( } 


CHICAGO 
Cook County Chic. 


Alexian Brothers’ Hapiol ato (M.1a) 
1200 West Belden Avenue (14) 

Tel: Diversey 8-6500 

Est. 1866: er 248 beds 

> 2, 6, 7, 9, 11, 12, 14, 15, 16, 17, 18, 31, 
32, 35, 36, ti, 50, 53 


Bro. Dominic, C.F.A., B.S. (A 
Bro. Hourice, C.F.A., M.S. (N 
Rev, C. Jagodzinski (C 
Columbus Hospital Ak # g (1501la) 


2520 N. Lakeview Ave. 
Tel: Graceland 7-1000 
| 1903) ee 413 beds 
3, 6, 8, 9, 10, 11, ete 


“14, 16, 17, 18, 
es avi 38, 36, 39, 41, 50, $2 


Mo. M. Clelia, M.S.C. (A 
Mo. Irene, M.S.C., B.S. (N 
Rev. G. Slominski (C 


Frank Cueno HospitalA 
750 West Montrose 

Tel: Longbeach 1-9730 

Est. 1942: oe. 151 beds 31 bass. 

+h 446 7, 8, 9, 10, 11, 14, 17, 18, 34, 36, 


(1501a) 


Mo. Palasion M.S.C. (A 
Mo. Ilaria, M.S.C., B.S. (N 
Rev. J. J. Mulligan (C 


Holy Cross HospitalA 
2700 W. 69th Street (29) 
fg Hemlock 4-6700 
igae és 139 beds 36 bass 
i 53° 6, 9, 10, 11, 16, 17, 18, 34, 35, 36, 


(303) 


Sr. M. Almarita, S.S.C., M.H.A. (A 
Sr. M. Evelyn, $.S.C., M.S. (N 
Rev. J. Stankevicius (C 


Hospital of St. Anthony 
de Paduahk+© 
2875 W. 19th Street (23) 

Tel: Lafayette 1-1710 

Est. i hax 214 beds 28 bass. 

9, 10, 11, 14, 16, 17, 18, 34, 36, 


(559) 


> 1, 2 » 6, 8 

38, 41, 56 
Sr. M. Leonarda, O.S.F., B.S. (A 
Anna Sabara, M.A. (N 
Rev. W. Jendrusak, O.S.B. (C 








Illinois 





qLewis Memorial Maternity 
HospitalA 

3001 S. atichigne Ave. (16) 
Tel: Calumet 5 
: gin 98 beds 70 bass. 

agg 10, 11, 12, 14, 17, 34, 38, 50 


(1317c) 


Sr. Andy C.S.P. i 
Sr. Lucien ao F.CS.P. N 
Msgr. Moscow (C 


Loretto HospitlA* +0 
645 S. Central Avenue a4 

Tel: Mansfield 6-4300 

Est, 1993! eo Ve beds 2 


(303) 


~+1,2 ke ke 6p 14, 16, 17, 18, 
34, 56 33, * 10 

Sr. M. Seophenie, S.S.C., M.H.A. (A) 

Sr. M. Imeldine, S.S.C. (N) 

Rev. Richard Calek (C) 


Mercy HospitalA* +0 
2537 S, Prairie Ave. (16) 

Tel: Victory 2-4700 

Est 1852: Gen. 3 350 beds 40 bass 

6, 9, 10, 11, ar 13, 14, 15, 16, 

iat 3, 3? 34, 35, 36, 37, 39, 41, 50, 


Sr. gh ae R.S.M., M.H.A. (A) 
Sr. Ma y Macnee. R.S.M., "BS (N) 
Rev. . Riordan (C) 
Mother Cabrini 

Memorial HospitalA $ (1501la) 


1200 W. Cabrini St. (7) 

Tel: Monroe 6-735 

4 1928 $2. 574 a pods 30 pam *; 16, 17, 18 
7 hi, 40 3, 55; "46 50) 40, 41, 50,52 °° 


Mo. M. Teresa, eG (A) 
Mo. Giacomina, M.S.C., ( rs} 
Rev. Joseph Chimirello, P. $ S.C. (C 


Resurrection Hos ital Ax (1420a) 
7435 W. Taleose 2 ve. (31) 

Tel: cecum -800 

Est. 1953 en. 260 beds 45 bass 

7h. "sae di 10, 71, 14, 16, 17, 18, 32, 34, 
ge, Gregory, © M.H.A. fA? 
Sr. Mary aul, Re B.S. (N 
Rev. Edmund Godfrey (C) 


St. Anne’s on a (701a) 
4950 Thomas 

Tel: Estebrook 8-7 

=, 1903: Gen. 6 eds 84 bas: 


2, » ¢ 9, 10, 11, 14, 16, 1, 18, 34, 35, 
> 35; 38, 41, 50 
Sr. M. Almunda, P.H.J.C. ia} 
Sr. M. Jamesanne, P.H.J.C., M.S. (N 
Rev. R. J. Bermingham (C) 
St. Bernard’s Bopial ARtO (907c) 
6337 S. Harvard Ave. 
Tel: Triangle 3- 
Est. 130s Gen. 176 beds 36 b: 
— 2, 6, 7, 9, 10, 11, ~*~ ae 18, 34, 35, 36, 50 
Sr. Hughes Ras), 3 (A) 
Sr. Demulling, s.J., ‘BS. (N) 
Rev. Joseph Sheeran, CPP.S (C) 


St. Elizabeth’s Hospical Ax +0 (701a) 


1431 N. Claremont Ave. 
Tel: Deguowick 8- be 
~~. he Gea. 266 beds 50 bass 
We , sh 14, 16, 417,48; 51, 
435° 36, 38 50, 
Sr. ‘oann, P. HIS (A) 
Sr. M. argaritis, HJ.c., M.Ed. 
Rev. Stanley Dopak (C) 
St. George HospitalA (907c) 
449 Winneconna Pkwy. (20) 
Tel: Radcliffe 3-1000 
t 7. Gen. 133 beds 
> 2, 5, 6, 7, 8, 9, 11, 14, 17, 36 
Sr. St. Gerard R.H.S.J. (A) 
Sr. Bence, R.H.S.J. ves} 
Rev Rev. J. A  Beacaall (C 


4Owned by the Archdiocese of Chicago and op- 
got y the Sisters of Charity of Provi- 


oe Univeteley Stritch School of Medicine, 
Chicago, Illinois, 
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joseph Mesielah oO © (1701b) 
~ my t. 

Tel: p bed, 700 

Est. isos Ges. BS beds if bass 

1, o, 8, 9, 10, 11, 14, 16, 47,718; 

34, 45, %, Bee 41; 50, 53° 

Sr. Loulee Marie, Be (A 
Sr. Juliana, D.C., (N 


Rev. Bernard ar C.M. (C 


St. Mary of Nazareth sendin > 
(713a) 
1120 N. Leavitt St. (22) 
Tel: Humboldt 6-2600 
Est. 1894: See. 278 beds 37 bow 
6, a 9, 10, 11, 12, 14, 16, 17,16, 


34, 36, 38, 41, 50 
Sr. Mary Edelburg, C.S.F.N., M.H.A. (A 
Sr. Mary Amata, C.S.F.N., M.S. (N 
Rev. John Mecikowski (C 
Se. Vincent’s Infant Rewtalo (1701b) 

721 N. LaSalle St. (10 
Fg Be oy 7-8000 

50 beds 

oe Se 11, be i 17, 36 


Sr. Celestine, D.C. (A 
Sr. Eulalia, D.C. (N 
Rev. Roger J. Coughlin (C 


CHICAGO HEIGHTS 
Cook County 


St. James Hospital A 


oad 


(517a) 


Tel: Skyline 4-3200 
Est. 1911: Gen. 240 beds 60 bass 
ai 6, 9, 10, Ti, 14, 16, 17, 18, 34, 36, 38, 
M. Georgatee, O.S.F. (A 
Jean Kline, S} 
Witte a O.F.M.Conv. (C 
DANVILLE 
Vermillion County Peo. 
Sa Greene HospitalA © (559) 
Tel: Hicko 300 
Est, 1888: Gen. I 160 beds 30 bass 
12, a a 6 » 9, 10, 11, 14, 16, 17, 18, 34, 
Sr. ip - lll O.S.F. (A 
Mrs. Donna Grieco, M.S. (N 
Rev. Stanley Malinoski (C 
DECATUR 
Macon County Spfd. 
St. Mary’s HaspitalA (519a) 


220 S. Webster Street (35) 


: beds 30 b 
~ 3, 4, 6,7, 8, 9, 10, 11, 14, “16, 17, 18, 34, 


'. 7 


Sr. M. Jane, O.S.F., R.N. (A 
Mrs. Robert Mueller (N } 
DEKALB 

DeKalb County Rock. 
Se. Mary's | s Hospital A (1161b) 
Tel: 4836" 
Est. 1922: Gen. 50 beds 1 
> 2, 5, 9, 11, 17, 32, 34, 35) +. 4 
Sr. Mary Matilda, R.S.M. {A> 
Sr. Mary Willemin, R.S.M. (N 
Rev. Vincent Cottam (C) 
EAST ST. LOUIS 

St. Clair County Bel. 
St. Mary’s HospitalA (701a) 

N. 8th St. 

Tel: Bridge 4-190 
Est. 90: oe 324 


Be 9, 10. ea ‘o% 17 18, 31, 34, 
> 8, 41 ’ ? 

35, 56" 37, 41, 50 

Sr. M. whi hg i, < (A 
Sr. M. Antonella, P.H.J.C. a 
Rev. Robert Foppe (Cc 


DLoyola Univecsiey Stritch School of Medicine, 
Chicago, Illinois 


For Key to Symbols and Abbreviations See Page 61 





Illinois 





EFFINGHAM 
Effingham County Spfd. 
St. Anthony’s Memorial HospitalA 
(519a) 


mR a saa St. 
i 1875: Gen. 126 beds 26 b: 


oi.% 4, 6, 9, 10, 11, 14, 10 a7, 18, 34, 36, 
Sr. M. Francesca, O.S.F. (A 
Sr. Miriam, O.S. R. (N 
Rev. Medard Buvala, O.F.M. (C 
ELGIN 

Kane County Rock. 
St. Joseph Hos Fre (559) 

277 Jefferson 
Tel: Sherwood 1 
Est gage Gen. 150. beds 30 
1, 2, 6, 9, 20s ths ‘Oe 47, 18, 34, 36, 
Sr. M. Dolorita, O.S.F. (A 
Victoria Behan (N 
Rev. Thomas W. Neville (C 
EVANSTON 

Cook County Chic. 


St. Francis HospitalA* + © (517a) 
355 Ridge Avenue 
ae: Davis 8-2200 
se Gea. 401 beds 60 bass 


> i, 7, 8, 9, 10, 11, i. 14, 15, 16, 
ty 2 35, 36, 38, 50, 

Sr. vl Gertrudis, O.S.F., B.S. (A) 

Agnes C. Maloney, M.S. (N 


Rev. J. P. O'Callaghan, M.A. (C) 


EVERGREEN PARK 


Cook County Chic. 
The Little Company of 
Mary HospitalA*k + © (1103a) 
2800 W. 95th St., (4 
Tel: Hilltop 5-6000 
Est. 1930: ‘cm 552 beds 95 bas 
> 1, 2, 33° Se. 9: 10. 21, 34, 13, 34, 35, 27, 
16, 32 34, "35, 36, 38, 39, 40, 41, 50, 52, 
Mrs. Bao hag S. Todd, M.H.A. (A 
Bernyce Bieganski, M.A. (N 
Rev. Roy Grotenroth, C.PP.S. (C 
FREEPORT 
Stephenson County Rock. 
St. Francis HospitalA (559) 


1209 S. Walnut Avenue 


3 145 : 
Est. 1901: bay 116 beds 5 
1, 2:6, 8) 9, 10, 11, 14 46 a7, 18, 34, 36, d 
* M. Anita, O.S.F. (A 

M. Aneysia, O.S.F., BS. (N 
ey P, Watgen (C 
GALESBURG 

Knox County Peo. 

St. Mary’s Hospital A (511) 

239 S. Cherry Street 
Tel: Dickens 2-2161 
Est. 1909: Gen. 105 beds 
> 1, 2, 6, 9, 11, 14, rig, On a6, 50 
&. Ma Concepts, pst. (A) 

M. Canisi ia, O.S F., M.A. (N) 
Rev "ihe Hunt (C) 
GRANITE CITY 

Madison County Spfd. 
St. Elizabeth HospitalA (1319b) 

2100 Madison —7 

Tel: te 6-2020 
Est. 1921: Gen. 125 beds 25 bi 
> 1, 2, 6, 9, 10, 11, 14, 17, 18, 31, 34, 35, 36 
Sr. M. Stanisla, C.D.P. (A) 
Sr. Mary Thomas, CD. P., B.S. (N 
Rev. J. P. Jordan (C 
HIGHLAND 

Madison County Spfd. 

(519a) 


St. Joseph’s HospitalA 
Wer: Main deseo 
Tel: 2171 
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Illinois 
Est. 1878: o> 146 beds 24 bass 
ae et , » 9, 10, 11, 14, 16, 17, 18, 34, 
Sr. M. the O.S.F., Y (A) 
Sr. M. me O.S.F (N) 
Msgr. Wm. Whalen (C) 
JACKSONVILLE 
Morgan County Spfd. 
Our Saviour’s HospitalA (705b) 
446 E. State St. 
Tel: Chestnut 5-6141 
Est. ioe" hg 118 beds 12 bass. 
» 1, 2, 4, 5, 6, 9, 10, 11, 17, 34, 41 
Sr. 4 Nazarite, C.S.C., B.S. (A 
Sr. M. Maura, C.S.C. } 
Rev. Michael J. O'Reilly (C 
JOLIET 
Will County J 
St. Joseph's H HospitalA + © (559) 
Broadway 
Te: Saratoga 6-5421 
Est. 1882: n. 296 beds 44 bass. 
>i, 2, 6, 9, 10, 11, 14, 16, 17, 18, 34, 36, 
38, 40, 41 
Sr. M. Theresa, O.S.F., M.S. (A 
Mrs. Esther Bracken ( 8} 
Rev. Jasper Mauss, O.F.M. «Cc 
KANKAKEE 
Kankakee County J: 


St. Mary’s HospitalA © 
150 S. Fifth Street 

Tel: we 9.2531 

Est. 1897: a 253 beds 40 bas 


(1113a) 


>i, 4, i & 8. » 9, 10, 11, 14, 16, 17, 18, 34, 
Sr. hell S.S.C.M., M.H.A. (A 
Rev. Francis A. McLaughlin (C 
KEWANEE 
Henry County Peo. 
St. Francis HospitalA (553) 
513 Elliott Street 
Tel: 2101 
Est. 1902: Gen. 81 beds 15 bass. 
1, 2, 5, 6, 9, 11, 16, 17, 34, 41 
Sr. Mary Rose, O.S.F. {A} 
Sr. M. Immaculate, O.S.F., B.S. (N 
Rev. R. Prendergast (C) 
LASALLE 
LaSalle County Peo. 
St. 1013 HospitalaA (559) 
‘Connor Ave. 
Tel, CA 3-0607 
Est. 1887: Gen. 120 beds 24 bi 
> 2, 6, 9, 10, 11, 14, 16, 17, 18.34, 41 
Sr. M. Fabiola, O.S.F. (A 
Sr. M. Dorothy, O.S.F., B.S. (S} 
hy Gerard Woerneche, O.S.B. (C 
LINCOLN 
Logan County Peo. 
St. Clara’s Hospital A (519a) 
303 Maple Street 
Tel: 357 
Est. 1884: Gen. 66 beds 9 bas 
+1, 2, 6,9, 10, 11, 14, 16, 17, 34, 36, 50 
Sr. Radegundis, O.S.F., R.N. ss 
Mrs, Wilam Dehner, R.N. N 
Rev. Edward Killian, O.M.I. (C 
LITCHFIELD 
Montgomery County Spfd. 
St. Francis HospitalA (519a) 


706 S. State Street 

Tel: 190 

Est. 1875: Gen. 147 beds 1 

od te 6, 9, 10, 11, 14, 7" is 34, 35, 36, 41, 


St. M. Carmeline, O.S.F., B.S. (A) 
Rev, Wm. E. Bloomfield’ (C) 
MACOMB 
McDonough County Peo. 
St. Francis Hospital A (539) 
1000 S. Johnson 


Tel: ames 3-2191 
Est, 1903: Gen. 50 beds 5 bass. 


DIRECTORY NUMBER 


Hospitals—United States 


> 2, 5, 6, 9, 10, 12, 17, 34, 41 

Sr. M. Lois Ann, O.S.F. (A) 
Sr. M. Agnese, O.S.F. ( 
Rev. Edward Buttgen (C 


MT. VERNON 
Jefferson County Bel. 


Good Samaritan HospitalA (508) 
605 N. 12th Se. 

Tel: Chestnut 2-4600 

5 be ie Gen. 75 beds 10 bass. 

'» & & 8, 9, 10, A 14, 16, 17, 18, 34, 


Sr. Mary Clare, O.S.F., M.A. (A 
= gy 4 Henrietta, O. S.F., B.S. (N 
P.S. (C 


Rev. John L. Blasick, C.P. 
MURPHYSBORO 

Jackson County Bel, 
Se. h Memori al Hospital 1305a 
- obo Nb North Second S tie ‘3 ) 
Est. 1960: Gen. 64 beds 12 b: 
+i, e% » 9, 10, 11, 14, 17, Pee 34, 35, 36, 40, 
Sr. Mary Jerome, Ad.PP.S. (A) 
OAK PARK 

Cook County Chic. 
Oak Park HospitalA* © (1163) 


525 Wisconsin Ave. 
Tel: Village 8-5700 
Est. 1907: ag 242 beds 54 bi 


> 1, 2, 5, 6, 8, 9, 10, 11, 14, “16, 17, 18, 34, 
Sr. Se. ag ll 8.m, is} = 
Sr. St. Rodolphe, s.m. (N 
Rev. J. Dufficy (C 
PANA 

Christian County Spfd. 
Huber Memorial HospitalA (1163) 

9S. Jocuss St. 
Tel: 270 
Est. 1913° Gen. 70 beds 1 
~ 2, 5, 9, 10, 11, 14, 17, he 34, 36, 41 
Sr. St. Marcellin, s.m. (A) 
Sr. St. Laure, s.m. (N) 
Rev. Thomas O’Neil (C) 
PEORIA 

Peoria County Peo. 
St. Francis Elospital Ak +0 (511) 


530 N.E. Glen Oak Ave. 

Tel: 4-7731 

Est. 1878: Gen. - beds 25 bi 

> 1, 2, 3, 4, 6, 7, 8, 9, 10, 11, 12, 13, 14, 15, 
16, 17, 18, 32, 34, 35, 36, 37, 38, 39, 41, 
50, 52, 53, 55 


i ¥ Canisia, O.S.F., (A 
Frances Marie, é' a F., M.A.. (N 

lay Joseph McGowan (C 
PONTIAC 

Livingston County Peo. 
St. - James Hospital (511) 

610 E. Water Street 

Tel: 5032 
Est. 1907: Gen, 86 beds 1 
> 2, 5, 6 9 1G, 81, 17, 4 sa 41 
Sr. Bi Bonaventure, O.S.F. ta} 
Rev. John M. Whelan (C 
QUINCY 

Adams County Spfd. 
St. Mary s a (527a) 

1400 amg A 
Tel: Baldwin 3- 
™, kw Gen. la beds 30 bass. 

2, 6, 9, 10, 11, 14, 15, 17, 18, 34, 36, 41, 

Sr. M. Aameeagn, S.P.S.F. (A 
Mrs. Frances Kooken (N 
Rev. Seraphin Tibesar, O.F.M. (C 
RED BUD 

Randolph County Bel. 
St. Clement’s HospitalA (1305a) 

333 Locust 
Tel: 52 





Illinois 


t. 1900: Gen. 74 beds 18 bass 
* 9, 10, 11, 14, 16, 17, 18, 34, 36, 41, 50 


Sr. M. Stanislaus, Ad.PP.S. (A) 
Sr. M. Daniel, Ad.PP.S., B.S, CN} 
Rev. Bernard Moorman (Cc 
ROCK ISLAND 

Rock Island County Peo. 


St. Anthony’s HospitalA > 
767—30th Street 
Tel: 8-7631 
™* ky Gen. 250 beds 36 b 
172 © 9, 10, 11, 16, 17, 18, 34, 36, 38, 39, 


(553) 


Sr. ae Basil, O.S.F. a (A 
Sr. Mary Clarice, O.S.F., B (N 
Rev. Edward Phelan (C 
ROCKFORD 

Winnebago County Rock. 
St. Anthony’ s Hospital k+ > 18) 


1401 E, State S 
Tel: Woodland 2. 3771 
Est. 199% Gen. ai beds 40 bass 


»1,2 5 8, 9, 10, 11, 14, 16, 17, 18, 34, 36, 
Se. M. Benigna, O.S.F. (A 
Sr. M. Linus, 0.8 M.S. (N 
Rev. Lawrence ae (C 
SPRINGFIELD 

Sangamon County Spfd. 


St. John’s Hospital A© 
701 East pines Street 
Tel; 2-688 
me, 1979) Gen, oe beds 54 bas 
4, 6, 9, 10, * 13, 14, B, 17, 
18, 44 "36, 36, So; 40, 4 


(519a) 


a. M. Regula, O.S.F. {A} 
Margaret Mary, O.S.F., M.S. (N 

Maen illiam Cassin (C) 

St. John’s Tuberculosis SanatoriumA 

19a) 
Sangamon Avenue Rd. 

Tel: aenep ‘ ore 

Est. 1919: 175 beds 

— 2, 4, 6, 9. io Ak: 13, 14, 17, 50 

Sr. M. John Baptist, O.S.F., Ph.B. is 

Sr. M. Rose Lima, 0.S.F., B.S. (N 

Rev. Zvonimir Damjanov (C) 


SPRING VALLEY 
Bureau County Peo. 


St. Margaret’s HospitalA (1307a) 
600 East First Street 

Tel: 261 

Est. 1903: Gee. 143 beds 15 bas: 
1, a 5, 9, 10, 11, 16, 13, 18, 32, 34, 
35, 36 , 38, a 


Sr. Helen Marie, F.S.M., B.S. (A 
Sr. Leo, F.S.M., B.S. (N 
Rev. George Cody (C 
STREATOR 

LaSalle County Peo. 


St. Mary’s Hospital (519a) 
615 S. | a St. 

Tel: 2-214 

Est. 1368s 7 112 beds 15 bass. 

> 1, 2, 6, 8, 9, 10, 11, 14, 16, 17, 18, " 36 


Sr. M. Som O.S.F. 4} 
Rev. Vladimir Sors té 
TAYLORVILLE 
Christian County Spfd. 
St. Vincent Memorial HospitalA 
(1305a) 


201 E, Pleasant St. 
Tel: Vandyke 4-3331 
Est. 1906: 


beds 22 bass. 
4, 6, 8, 9, 10, 11, 13, 14, 16, 17, 18, 
34, 35,'36, 38, 41, 50 


Sr. Mary Denis, Ad.PP.S., B.S. 
Sr. Mary Maurice, Ad.PP, S., B.S. & 
Rev. Joseph O’Dwyer (C 
URBANA 

Champaign County Peo. 





Illinois 






Mercy HospitalA© (1113a) 
412 W. Park St. 
Tel: Sapice 3 7-1195 
Est. 1923: Gen. 113 beds 25 bass. 
~1, 2, 3, ? 6, 8, 9, 10, 11, 16, 17, 34, 35, 
36, 37, 41 
Sr. M. Gabriel, 8.S.C.M., M.H.A. (A 
Se. Mary Florence, $.8.C.M., B.S. (N 
Rev. J. Dean (C 
WAUKEGAN 
Lake County Chic. 


St. Therese Hospital A © (709a) 
pe Weshiagsce Street 
ie c 11, oo 76 tA 18, 31, 34, 
7 35, 46 37, 38, cs 50 


Sr. Maril ~ » 
Sr. Camillu p.S., BS. 
Rev. Peter "e. Hayes 


(A 
(N 
(C 


WEDRON 
LaSalle County Peo. 


St. Joseph’s Health Resort & 
Sanitarium 
Sulphur Lick Sprin 
3 aomeaed 3-278 
Est. 1927: Gen. 94 beds 
~» 4, 5, 6, 9, 11, 15, 16, 17, 50 
ae. M. Hildburg, M.S.C., B.A. iS) 


(1503a) 





M. Consilia, M.S.C. 
Rev. Bernard Render (C 








INDIANA 


Archdiocese of INDIANAPOLIS 
Hospital Director 
Rt. Rev. Msgr. A. Fussenegger 


Diocese of EVANSVILLE 
Re. Rev. Msgr. T. J. Clarke, Hospital Director 
Diocese of FORT WAYNE 
Rev. John Reed, Hospital Director 
Diocese of GARY 
Rev. Robert Emmons, Hospital Director 
Diocese of LAFAYETTE 
Rev. R. Fosselman, Hospital Director 


HOSPITALS 
Number Number Number 


0 0. 0. 
Hospitals Beds Bassinets 





General Short Term... ; 22 4,397 744 
Special Short Term: 

Psychiatric.......... 1 200 — 
TOTAL.... 23 4,597 744 
ANDERSON 

Madison County Lft. 
St. John’s Hickey 

Memorial HospitalA (705b) 


127 West 19th St. 
Tel: 643-3391 
Est. 1894: Gen. 257 beds 50 bas 
71,2 “o 9, 10, 11, 14, 16, 17, 18, 34, 36, 38, 


Sr. Mary, C.S.C., M.S. (A 
Mrs. Dorothy Gossett (N 
Rev. R. D. Patrick, C.E.C. (C 
BATESVILLE 

Ripley County Ind. 


Margaret Mary Fi HospitalA (527a) 


- foremost Di 

= 1932. Gen. 63 beds 2 

> 1, 2, 6, 9, 10, 11, 14, nie 31, 32, 34, 35, 
36, 38, 50 

Sr. M. Loretta, S.F.P. (4 

Rev. Lambert Brockman, O.F.M. (C 


BEECH GROVE 


Marion County Ind. 
St. Francis Hospital A (517a) 
N. 17th A 
Tel: State 4- 2474 
Est. 1913: Gen. 275 beds 50 bass. 





Hospitals—United States 





31G, 7B09, 20, 41,44, 16, 47, 46, 
*h 46 38, 40, 41 
Sr. M. Vieseasions O.S.F. (A) 
Rosemary Haney, B.S. (N) 
Rev. Andrew O’Keefe (C) 
DYER 
Lake County Gary 
Our Lady of Mercy Hospital (1161f) 
Lincoln Hi aver 
Tel: Union $-214 
Est. 1942: Ps ng 200 beds 
> 1, 2, 4, 6 » 10, 12, 13, 16, 17 
Sr. Ma Clementia, R.S.M. (A 
Mrs. Lalva D (N 
Rev. Seennedies Hvizdos, O.F.M. (C 
EAST CHICAGO 
Lake County Gary 
St. Catherine agree (701a) 
4321 Fir Se. 
Tel: Export 7-308 
Est. - on 1 beds 55 bass 
+h 3 a; =" 14, 15, 16, 17, 18, 
iets 36, 33, 4 
Sr. oi Vetusa, “ny om B.S. is 
Sr. M. Martine, P. 4 Koll M.S. (N 
Rev. Anthony if Suelzer (C) 
ELWOOD 
Madison County Lft. 
Mercy Hos spital, Inc.A (935) 
1331 Sout 


Tel: Federal 2-3336 

Est. 1926: Gen. 70 beds 

> 1, 2, 6, 9, 11, 14, remey be 41 

Sr. M. Andrea, S.S.J. ta} 
Msgr. Seraczynski (C 


EVANSVILLE 
Vanderburgh County Eva. 


St. Mary's Hospketak?.. (1701b) 
3700 Washington Ave. (15 

Tel: A gar eed 7-1541 

Est. 1872: Gen. Rog beds 45 bas: 

ie ed Py ° 10; 11, 13, 14, 16, 17, 18, 
34, 35, 36, 48. 40, 41, 50, 5 


Sr. Elizabeth, D.C., ~ . (A) 
Sr. Catherine, DC. (N) 
Rev. Clinton Hisch 9 if EL. (C) 
FORT WAYNE 
Allen County Fr.W. 
St. Joseph ah Bern ° (701a) 
Broadway & 


Tel: Anthony 412 

Est. 1869: ote. 349 beds * bass. 
> 1, : 6, 11, ~~ 11% a7, 18, 

31, 32, 34, 35, 36, 37, 38, 39, 4 


Sr. M. Odillia, P.H.J.C., B.S. (A 
Sr. M. Theodorita, P.H.J.C., B.S. (N 
Rev. Seraphim Widman, C.PP.S. cc 
GARY 

Lake County Gary 


St. Mary Mercy HospitalAx%&® (701a) 
540 Tyler Street 

Tel: Turner 6-9131 

Est. 1907: ex rt beds 66 b 

> 12,6 8 ) 9) 40, 11, 14, 16" a7, 18, 34, 36, 


Sr. M. Cornelia, P.H.J.C., B.S. (A 
Betty Brinzo, B.S. S} 
Rev. Ambrose Newton, C.PP.S. (C 
HAMMOND 

Lake County Gary 


St. Margaret. HospitalA* © (517a) 
25 Douglas Street 
Tel: Westmore 2-2300 

Bee, 1g9e: on 365 beds 80 bass. 

8, 9, 10, 11, 14, 16, 17, 18, 34, 


> 6 ’ 
> 35, se 41 
Sr. M. Delphina, O.S.F., M.S. (A 
Sr. M. Huberta, O.S.F., M.S. S} 
Rt. Rev. Msgr. Paul J. Schmid (C 
HUNTINGBURG 
Dubois County Evn. 





Indiana 





Stork Memorial HospitalA (212) 
530 Fourth St. 

Tel: 139 

Est. aig Gen. 72 beds 12 bass. 

6, 9, 10, Ii, 14,85, 16, 17, 32, 33, 


2, 5, 
Sr. Mary James, OS.B., A.B. (A 
Sr. Mary Janet, O.S.B. iN} 
Rev. James Reed, O.S.B. (C 
INDIANAPOLIS 

Marion County Ind, 


St. Vincent’s Hos pinlak+© (1701b) 
120 W. ge Parkway 

Tel: Walnut 6-3301 

Est. 1881: Gen. 298 beds 35 bass. 

+1, 2, 6, 7, 8, 9, 10, 11, 12, 14, 17, 18, 34, 
35, 36, "40, 41, 50, 53 


Sr. Scholastics D.C., B.S. (A 
Braxl, M.S. (N 
Rev. T. J. Finneran (C) 
JASPER 
Dunbois County Evn. 
Momsosie! Wi Hospital A (1103a) 
Tel: 877 
| wi Gen. 79 beds 2 
Ne 9, 10, 11, 14, ié a 18, 34, 35, 36, 
Mo. M. Catherine, L.C.M., B.S. (A) 
Sr. M. Imelda, L.C.M., B.S. (N) 
Rev. A. B. Fichter (C) 
KOKOMO 
ig County Lfe. 


Se. Joseph Memorial HospitalA (935) 
Srppnese 5 t. 
Tel: GL 2-56 
iy ‘Gen. 220 beds 32 bass 
9, Ye 14, 15, 16, 17, 18, 31, 


+h, 24 $3, 9 6, 


Sr. Ann Rita, C.S.J. (A 
Sr. M. Bernadette, C.S.J. (N 
Rev. Otto Peters (C 
LA PORTE 

La Porte County Gary 


Holy Family Hospital (701a) 
205 E. Street 

Tel: 3151 

Est. 1900: Gen. 93 beds 14 bass 


~ i, 2, 5, 6, 9, 10, 11, 17, 34, 36, 38, 39, 50 
Sr. M. Justine, P.H.J.C., B.S. (A) 
Rev. Andrew Topor (C 
LAFAYETTE 
Tippecanoe County Lfe. 
j St. Elizabeth H HospitalAk+#®  (517a) 
Tel: Sherwood 36 
Bes, 1875: 7-7 3*4 beds 38 bas: 
2. 4 6, 10, 11, 14, 16, 17, 18, 31, 
“> 35, 36, rd "40, 41, "42, 50 
Sr. M. Mirella, O.S.F. (A 
Mrs. Betty Fairman (N 
Rev. Roderic Mac Gregor, O.F.M. (C 
LOGANSPORT 
Cass County Lft. 
St. _goseph' s Hospital A (517a) 
h & ane 
Tel: 414 
Est. 1308: Gen. 82 beds 19 bass. 
~ i, 2, 5, 6, 9, 10, 11, 14, 17, 18, 34, 36 
Sr. - "Gerande, O.S.F. 
M. Ralston (N 
Rev. Eugene Omlor, C.PP.S. (C 
MICHIGAN CITY 
La Porte County Gary 
St. Anthony fia a (517a) 
Wabash & Ann 
Tel: Triangle 4-5211 
Est. 1903: Gen. 100 pede 25 bass. 
it, 4, 6, 9, 10, 11, 7 
Sr. M. Regis, O.S.F., "ne. (A 
Rev. Richard Grunenberg (C 


For Key to Symbols and Abbreviations See Page 61 
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Indiana 
MISHAWAKA 
St. Joseph County Fe.W. 
(701la) 


St. on h ith See 


est 4th Street 


eer Ban 132 beds 22 b 
Est tS, 9, 10, 11, 14, 17, 18, 31, 34, 35, 36 





21, 2,° 
M. Re inalda, P.H.J.C. (A) 

_ Nicera Gunder (N) 
Rev. Stanley Cak (C) 
NEW ALBANY 

Floyd County Ind. 
St. Edward Hospital A (517a) 

703 East Spring 
Tel: b+ omar 5- cy gh 
& ves Gen. 135 beds 24 bass. 

6, 9, 10, 11, 14, ° 34, 36, 38 

Sr ‘M " Leonarda, O.S.F. (A 
Sr. Vitaliana, O.S.F. (N 
Rev. Manian Keenan, O.F.M., Conv. (C 
SAN PIERRE 

Starke County Gary 


Little Company of Mary Hospital and 
Home for Chronically Ill (1103a) 
Bs. 1958: Gen. 1134 beds 6 bass 
n 
‘ 16, it, a4 16, 17; 18, 32, 41, 


< ‘sie 
am M. Catherine, L.C.M. (A) 
Kevin, L.C.M. (N } 
fev 7 ert Kaiser, C.PP. S. (C 
SOUTH BEND 
St. Joseph County Fe.W. 
St. Joseph’s Hospi ik (705b) 


8i1 Ease rrxiTy St. (22) 
Tel: Central 4-2151 
Est. 1882: ha x a4 Pn 44 bas. 


"ae 9, ms, ot 14, 16, 17, 
18, 32, 34, 35; 38, O56) 41, 

Sr. M. Michaeleen C.S.C. (A) 
ulia Schuler, B.S. (N) 
v. John H. Murphy, C.S.C. (C) 

TERRE HAUTE 
Vigo County Ind. 

St. Anthony Hospital A © (517a) 
1021 S. 


Tel: C oe Sjo21 
Est, 1882: Gen. Me pede ie bas: 








»1, 2, 4, « » ide T4, 16, 17, 18, 
31, 32, 34, 3s. e% 38, ai 
Sr. M. Amelia O.S.F., B.S. (A) 
St. M. Alvera, O.S.F., M.A (N) 
Rev. John Volgyesi, O.F. M., Conv. (C) 
IOWA 
Archdiocese of DUBUQUE 


Rev. F, J. Kaufman, Hospital Director 
Diocese of DAVENPORT 
Rev. H. V. Bongers, Hospital Director 


Diocese of DES MOINES 
Rev. L. Connolly, Hospital Director 


Diocese of SIOUX CITY 
Very Rev. Msgr. W. B. Bauer, Hospital Director 
HOSPITALS 
Number Number Number 





of of of 
Hospitals Beds Bassinets 
General Short Term......... 30 4,060 648 
Special Long Term: 
Chronic-Convalescent...... 1 5% —— 
Pyshiatric re ae 2 367 —— 
‘otal Special Long Term. . 3 “el 
SE eee 33 4,502 648 
ALGONA 
Kossuth County S.C. 


DIRECTORY NUMBER 


Hospitals—United States 


(1161f) 


Est. "194 : 
~ 2, 5, 6, 9, 10, 11, Po re 35, 36 


Sr. Mary Etheldreda, R.S.M. (A 
Sr. Mary Dorothy, R.S.M. (N 
Rev. Otto Dentlinger (C 
ANAMOSA 

Jones County Dub. 
Mer of We (1129) 

106-108 eal 
ets HO 2-3 

1893: rong 34 beds 9 bass. 

3 %, » 9, 17 
Sr. M. Elaine, R.S.M., R.N., B.S. (a) 
Rev. Thomas J. Greener (C 
BURLINGTON 

Des Moines County Dav. 
Mercy HospitalA ©} (539) 


610 N. Fourth Street 
: Plaza 4-8451 
Be iaees Gen. 135 beds 15 b 
» 6, 9, 10, 11, 14, 16, 17, 34, 36, 37, 41 


rt y bo Florence, O.S.F., B.A. (A 
Sr. Mary Stanislaus, O.S. F., M.S. (N 
Rev. John Scherf (C 
St. Francis Hospital (511) 
210 South 5th Street 
Tel: Plaza 2-4564 
Est. 1886: Chr.-Conv. 75 beds 
— 2, 5, 6, 9, 11, 16, 17, 32 
Sr. M. Anita, O.S.F. (A) 
Rev. W. M. M. Vaughan (C) 
CARROLL 
Carroll County S.C. 
St. Anthony Hospitala ¢ (565) 


South Clark Street 


Tel: 3581 
= ha Gen. 103 beds 20 b 

>» 6, 9, 10, 11, 14, 16, ps 18, 34, 36, 38 
a “2 ‘het F.S.P.A., B.S. (A 
Sr. Mariquita, F.S.P.A., B.S. (N 


Rev. Norbert Sulkowski, C.PP.S. (C 


CEDAR RAPIDS 
Linn County 


Mercy HospitalA* © 
835 Sixth Avenue, S.E. 
Tel: Empire 2-1112 
“+ _ ag “eg beds 58 bass. 
3, » 9, 10, 11, 14, 16, 17, 34, 
“— 46 38. fo, es 50 


Dub. 
(1129) 


Sr. Mary Maura, R.S.M. (A) 
Sr. Mary Jeanne d’Arc, ‘ps. S. Mt, B. S. (N) 
Rev. Edward J. McNulty (C) 

CENTERVILLE 
Appanoose County Dav. 
(116le) 


St. Joseph Mercy HospitalA 
“ds 710 S. Main St 


i * 1903: Gen. 72 beds 12 bass. 


1, ; 6, 9, 10, 11, 16, 17, 32, 34, 36, 50 
Sr. Mary Seeneten R.S.M. (A) 
Mrs. Ilene Strunk (N) 
Rev. James Jost, C.PP.S. (C) 
CLINTON 

Clinton County Dav. 
Se, Joseph Mercy HospitalA (1161f) 


ON. 4th Street 


ds 2 
2. 14, 17 ta: 30, 31, 34, 35, 
” 36, 38, 39, 40, “a, 50, 52 


Sr. Mary William, R.S.M., B.S. i 
Mrs. Arlene Willits (N 
Rev. Herman V. Bongers (C) 
CORNING 

Adams County D.M. 
Rosary HospitalA (501c) 


662 
or. 1981: Gen. 34 beds 8 bass. 
> 2, 5, 6, 9, 10, 11, 17, 34 





Iowa 
Sr. Mary Monica, C.S.S.F (A) 
Rev. Ambrose Poznanski, ‘O.F.M. (C) 
COUNCIL BLUFFS 
Pottawattamie County D.M. 
Mercy HospitalA } (116le) 
420 a PD -/ aaaanaas Ave. 


fing 573 
1303; Gen. 185 beds 2 
ny A 9, 10, 11, te 16, uy. 18, 30, 
31, "54 4 sé 37, 41, 42, 50, 


Sr. Mary Anita, R.S.M. (A) 
Eyvonne ee (N 
Rev. J. MclIlhon (c) 
St. Bernard’s Hospital (116le) 
rag Zospuy St. 
Tel: 2-0271 
Est. 188%, Psych. 212 beds 
—~ 4, 5, 6, 9, 10, 11, 17, 39 
Sr. Mary Kevin, R.S.M. (A 
Sr. Mary Jeanice, R. S.M., BS. (N 
Rev. John Nemmers (C 
CRESCO 
Howard County Dub. 
(1161f) 


St. Joseph Mercy Hospital 
736 Me West Sessa Saeet 
Es ‘1510: Gen. 42 beds 1 


2 bass 
as 2, & 2 10, 11, 13, 14, 15, 17, 18, 32, 34, 
36, 40, 41, 50 


Sr. shar Ann, R.S.M., R.N., B.S. (A 
Msgr. Patrick F. Malone ta} 
DAVENPORT 

Scott County Dav. 
Mercy HospitalA } (1161b) 
™ 3 326 W mbard St. 

el: 


4-2611 
Be 1868: Gen a beds 42 bass. 
. 9 3 b 33, 13, 14, 16, 17, 18, 34, 
> 35, 46 38, yo. 





Sr. Mary Ludmilla, a S.M., B.S. (A 
Mrs. Inez Grady (N 
Rt. Rev. Msgr. M. J. Dingman (Cc 
DES MOINES 

Polk County D.M. 


Mercy HospitalAk + © (116le) 


5th & ——— ~~ 


Tel: ae 4-898 
Est. 1893: oe. 300 beds 5 
i, 2.6 6. ¢ 10, 11, 14, oe 17, 18, 34, 35, 
36, 38, 4i, § 50 
Sr. Mary Francis, aay B.S. (A 
Sr. Mary Ricarda S.M., B.S. (N 
Rev. Paul aaa (C 
DUBUQUE 
Dubuque County Dub. 


St. Joseph nw on By Hospital A © (1161f) 
James & Peabo 

fh 2-7241 
Est, 1879: Gen. 225 beds 35 bass 

10, 11, 14, 17, 18, 32, 34, 35, 36, 


> 1, 2, 6, 9, 
38, 41, 50 

Sr. Mary Assumpta, R.S.M. (A 
Hildegarde Wagner, B.S. (N 
Rev. Alfred Brosius (C 
St. , Joseph Santarium (1161f) 

P.O. Box 236, 2420 poe St. 
Tel: 3-8291 
Eee, 1887: Psych. 155 

i Bly ae Bae OO 30°% o 39, 50 
Sr. Mary Maurice, R.S.M. (a 
Rev. Cyril A. Reilly (Cc 
Xavier HospitalA (537) 


Davis arenne 
qt 2-3681 

Est. 1949: Gen, 100 beds 2 
~ 5, 6, 8, 9, 10, 11, 16, 77 te 34, 36, ae b 
Sr. Mary Bernard, OS F., B.S. 
Sr. Mary Edwin, ’O.S.F se B.S. i 
Rev. Louis Gerleman (C 





75 





lowa 


ESTHERVILLE 
Emmett County 8.C. 


Holy Family HospitalA (529a) 
820 N. 8th Street 
Tel: Emerson 2-2631 
* cw: Gen, ue beds 18 bas: 
me | & ‘> 16, 17, 18, 31,32, 
> 35, 54 , 35, 36, 38, 


Sr. Mary Irenaea, S. con, as. (A) 
Sr. Mary Riwarda, $.S.M. (N 
Rev. William F. Molloy (C 
FORT DODGE 
Webster County S.C. 
St. Joseph Mercy HospitalA (1161f) 
720 S. 17th 
Tel: 3-76 


31 
Est. 1908: Gen. 175 beds 35 bas: 
ae ae a a a A 14, 16, 17, 18, 
30, 31, 32, 53, 34, 35, 36. 37, 38, 40, 41, 


Sr. Mary Eulalia, R.S.M., B.S. (A) 
Sr. Mary Giles, R.S.M., ‘MS. (N 
Rev. Thomas Parle (C 


FORT MADISON 


Lee County Dav. 
Sacred Heart Hospital A (S12) 
Ave. H & pane a t. 
Tel: Drake 2-65 


Est. 1912: ers 126 beds 24 bass. 





~» 1, 2, 4 5, 6 9, 10, 14, 16, 17, 30, 31, 32, 
34, 36, 38, 41 
Sr. M. Angela, O.S.F. (A) 
Rev. B. E. Brugman (C) 
GRINNELL 
Poweshiek Cotinty Dav. 
St. Francis HospitalA (539) 
1901 E. Fourth — 
Tel: Belmont 6-315 
Est. 1919: Gen. 41 ome 10 bass. 
=» 2, 5, 6 9 ti, 17, 30,. 31, 32, 33,34, 35, 
6, 38 
Sr. Mary Denise, O.S.F. (A) 
Rev. David E. Goetsch (C) 
IOWA CITY 
Johnson County Dav. 
Mercy HospitalA* + © (1161b) 


_ Buren St. 
Tel: 4“ 
Est. 1878: bey ai beds 35 bass. 


7h 2, 6, 8 Baths 14, 16, 17, 18, 34, 35, 
, 38, 33,7 

Sr. sate boca R.S.M. (A) 
Sr. Mary Rita, R.S.M. (N) 
Rev. James C. Kelly (C) 
KEOKUK 

Lee County Dav. 
St. Joseph $ Hospital A (511) 

118 S. 
Tel: 3090" 
Est. 1886: Gen. 57 beds 10 bass. 
> 1, 2, 5, 6, 9, 10, 11, 16, 17, 34, 36, 41, 50 
John E. Gartland, M.H.A (A) 
Sr. M. Fridoline, O.S.F., ‘M.H.A. (N) 
Rev. Omer H. Kiefer (C) 
LE MARS 

Plymouth County S.C. 
Sacred Heart HospitalA (537) 

110 Sixth Ave., N.E 
Tel: 6-5121 
ag | res Gen. 60 beds 12 bass. 

6, 9, 10, 11, 17, 32, 34, 36 

a gah Amabilis, O.S.F. (A) 
Sr. Mary Bernardine, O.S.F. (N) 
Rev. Joeseph J. Dalhoff (C) 
MARSHALLTOWN 

Marshall County Dub. 
Mercy HospitalA @ (1161b) 

209 W. State St. 

Tel: 6661 


Est. 2 te 3 Gen. 80 beds 10 bass. 
> 1, 2, 5, 9, 10, 11, 17, 34, 36, 39 


Hospitals—United States 


Sr. Mary Magdalene, R.S.M. (A) 
Sr. Mary Irene, R.S.M. (N 
Rev. William Greener (C) 
MASON CITY 
Cerro Gordo County Dub. 
St. Joseph Mercy HospitalA® (1161f) 
84 Beaumont Drive 
Tel: Garden 3-1530 
Est. a ter oe 225 beds 30 bass. 
+m 9, 10, 11, 13, 14,16, 17, 18, 
3a 533,°34,'35, 36, 37, 38, 39, 40, 4l, 
rh 50, 5 
Sr. Mary A R.S.M., * Ss. (A) 
Sr. Mary Rosellen, R.S.M., M.A ves} 


Rev. Thomas Currier «Cc 


NEW HAMPTON 


Pirro County Dub. 
M8 NE Ma HospitalA (709a) 
Maple Ave. 
Tel: 
Est, 197 Gen. 45 beds 8 bass. 
—~ 5, 6, 9, 10, 11, 17, 18, 34 
Sr. Devacis, ‘ Se. Ss. ( x} 
Sr. Bonita, S 0:5. (N 
Rev. Charles Hirmer, S.V.D. (C) 
OELWEIN 
Fayette County Dub. 
Mercy HospitalA (1129) 
201—8th Avenue, S.E. 
Tel: 1700 
Est. 1926: Gen. 56 beds 14 bass. 
~ 2, 6, 9, 10, 11, 14, 16, 17, 34, 36 
Sr. Mary Sebastian, R.S.M., B.S. (A) 
Rev. Leo Derga (C) 
OTTUMWA 
Wapello County Dav. 
St. Joseph Hospital A © (1108) 
¥ ON. Ash ee 
Tel? y hws 4-4655 
Est. 1914: Gen. 125 beds 20 bass 


> 2, 5, 6, 9, 10, 11, 15, 16, 17, 18, 34, 36, 38 
Sr. M. Pauline, C.H.M., M.H.A. (A) 
Sr. M. Suzanne, C.H.M., M.S. (N) 
Rev. Louis Leonhardt (C) 


SIOUX CITY 

Woodbury County 8.C, 
St. Jo seph Misery Jhennineld.© (1161f) 
" he 01 gust St. 

e 


Est. 1390, ‘i, 425 beds 40 bas 

1, 2406, 7,9; 000 11, 13,14, 16, 17, 18, 
33, 34,'35, 36, 37, 38, 39, 40, 41, 50 

a. M. Ann Therese, R.S.M., B.S. (A) 
M. Elizabeth h Mary, K R.S.M., M.A. (N) 

Re Rev. Msgr. J erger (C) 


St. Vincent Sages} (213) 
624 oom 6 t 

Tel: 2-186 

Est. 1907: Ras 156 beds 20 bass 

ae ke” 8, 9, 10, 11,14, 16, 17, 18, 34, 36, 


Sr. Mary Camillus, O.S.B., B.S. (A) 
Sr. Mary Philomena, O.S. B., — (N) 
Rev. Richard E. Zenk, J.C. (C) 
WATERLOO 
Black Hawk County Dub. 
St. Francis HospitalA (56la) 
1407 Independence Avenue 
Tel: Adams 4-7585 
Est. 1912: Gen. 125 beds 25 bass. 
+h a, Suse. Sp BOs Ake 14, 36, 17, 98, 34, 
39, ) 
sr. M. Terasine, O.S.F. (A) 
M. Augusta, O.S.F., M.A. (N) 
a Ardell Sodawasser (C) 
WAVERLY 
Bremer County Dub. 
St. Joseph bag HospitalA (1161f) 
312 th S 
Tel: 151 
Est. os! Gen. 45 beds 10 bass. 
— 5, 6, 9, 10, 11, 17, 34 
Sr. Mary Esther, R.S.M. (A) 
Rev. Robert Chambers 8} 


Kansas 








KANSAS 


Archdiocese of KANSAS CITY 
Very Rev. Msgr. J. W. Horvat, 
Hospital Director 


Diocese of DODGE CITY 
Very Rev. Msgr. J. Zenner, Hospital Director 
Diocese of SALINA 
Very Rev. Msgr. R. M. Menard, 
Hospital Director 
Diocese of WICHITA 
Rt. Rev. Msgr. Wm. Schaefers, 
Hospital Director 
HOSPITALS 
Number Number Number 








of of 0, 
Hospitals Beds Bassinets 

General Short Term.......... 28 3,399 523 
ATWOOD 

Rawlins County Sal. 
¢Rawlins County Hospital (921) 

7th & myetry 
Tel: Main 6-321 
Est. Y i ar 2 bess 10 bass. 
> 2, 5, 6, 9,1 
Sr. Teresa Tata cs. (A) 
Rev. Casimir, O.E.M., Ca (C) 
COLBY 

Thomas County Sal. 
St. Thomas HospitalA (101) 


195 South Range Avenue 
Tel: Hobart 2-3335 


Est. 1941: Gen. 73 beds 17 
— 2, 5, 6, 9, 10, 11, a 18, a 36, 38, 41 
Sr. M. fossa. C.S.A., (A) 
Sr. M. Jean ‘Vianney, BS A., B.S. (N) 
Rev. Louis S. Bachand (C) 
CONCORDIA 

Cloud County Sal. 

(921) 


“Wes cFitw se HospitalA © 


fn 1903: Gen. 144 beds 14 bass. 
> 1, 1% 6, 8, 9, 10, 11, 14, 17, 18, 34, 38, 


’ 


Sr. Mary Fidelis, C.S.J., B.S. (A) 
Sr. Ann Catherine, CS; (N) 
Rev. John Koerperich (C) 
DODGE CITY 

Ford County D.C. 


St. Anthony Hospital A 
1800 Central A 


ds 8 bass 
~ 1, 2, 6, 9, 11, 14, 16, 17, 18, "34, 38, 52 


Sr. M. Anthony, C.S. (A) 
Sr. M. Rose Agnes, C.S.J. (N) 
Rev. Paul F. Schreiber, J.C.L. (C) 
ELLINWOOD 

Barton County D.C. 
¢Ellinwood District Hospital (939) 

605 N. Main St. 
Tel: Jo. 4-2548 
= iprat Gen. 30 beds 

i Ge Be Eke BPs 5 ern 50 

Pt os " Margacet Clare, C.S.J. (A) 
Sr. M. Eulalia, C.S.J. (N) 
Msgr. A. L. Meyers (C) 
EMPORIA 

Lyon County K.C.K. 
St. Mary’s HospitalA (517b) 


15th and State Streets 
fg Di. 2-2450 
1963: Gen. 70 beds 1 
, 10, 11, 3” 16, 4p 18, 30, 31, 34, 
“* 36° 37, 38, 


€Owned b Rentine County and operated by 
Sisters of St. Joseph. 

Owned by EI! on mm Hospital District and oD- 
erated by the Sisters of St. Joseph. 
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Kansas 
fe. M. Pacifica Off. (A 
M. Gertrude, O.S.F (N 
z.. Phaee Polk, O.E.M. (C 
FORT SCOTT 
Bourbon County Wich. 
Mercy HospitalA } (1161g) 
821 Burke Street 
Tel: 208 
Est. + && 169 beds 2 
“_* 4 6, 9, 10, 11, 14, “pat 18, 34, 36, 38, 
Sr, Mary Gemma, R.S.M., B.S. (A 
Sr. Mary neta, R.S.M., B.S. (N 
Rev. Edward T. Russell (C 
FREDONIA 
Wilson County Wich. 


St. Margaret’s Meecy HospitalA (1161g) 
1527 Madison S: 
Tel: Drake 8-21 


> 1, 2, 5, 6, 9, 10, 11, 17 


Sr. Mary Ann, R.S.M. (A 
Sr. Mary Loyola, R.S.M. (N 
Rt. Rev. Msgr. Leon McNeill (C 
GARDEN CITY 

Finney County Be. 
St. Catherine Hospital (403) 

8 N. 5th Street 

Tel: Bridge 6-4331 

t. 1931: Gen. 72 beds 18 bass 
+1, 2; 4, 5, 6, 9, 10, 11, 14, 16, 17, 30, 31, 

34, 36, 38, 
Sr. Mary Pia, O.P. {A 
St. Mary James, O.P. 
Rev, Lawrence Growney, C.PP.S. (C 
GREAT BEND 

Barton County D.C, 
St. Rose Hospital A (403) 


3504 Broadway 

Tel: Gladstone 3-3541 

Est. 1 33 Gen. 118 beds 16 bass 

+1, 2 9, 10, 11, 14, 16, 17, 18, 30, 31, 
34, 350° 36, 40, 41,52 


Sr. Mary Penisns, OP., A.B, (A) 
Sr. Mary Li O.P. (N 
Rev, Emil Mayes, C.PP.S. (O 
HALSTEAD 
Harvey County Wich, 
Halstead Hospital A+ © (939) 
328 Poplar S 


Tel; eeeionl 5. 2247 
Est. wi a w -” 5 bass 
>1, 9, 10, 11 12 13. 14, 17, 
ta, 34° "36° 39, 41,50 52, $3, $4, 5 
St. M. Susanna, C.S.J., M P+. (A 
St. Catherine Marie, CS J. » BS. (N 
Rev. Joseph B. Oenbrink 


HAYS 
Ellis County Sal. 


St. Anth H I 
Aone cay joepien A© (101) 


st. ds 15 bass 
784 6, 9, 11, 14, 16, 17, 18, 34, 35, 36, 38, 
f. M. Blandine, CS.A., BS. (A 
Colette, C.S.A. (N 
Be Raymond Ryan, O.F.M., Cap. (C 
HUTCHINSON 
Reno County Wich. 
St. Elizabeth’s Mercy HospitalA (1161g) 
20th Street 


. 1920: ; ds 27 bass 

»2, 6, 8, 9, 10, Tl, 14, 776! 17, 18, 34, 36, 
39, 41 

St, Mary Xavier, R.S.M., M.S. (A 


St. 
i. Mary Vincent, R. .S.M., A.B. nN 
INDEPENDENCE 


Montgomery County Wich. 


DIRECTORY NUMBER 


Hospitals—United States 


Mer Hospital (1161g) 
$16. Mertle Street . 

is “1927: Gen. 56 beds 14 bass. 
> 1, 2, 9, 11, 14, 17, 18, 34 
Sr. M. Marita, R.S.M., B.S. (A 
Sr. M. Rose, .M, (N 
Rev. Pascal Barry, CP. (C 
KANSAS CITY 

Wyandotte County K.C.K. 
Providence Hospital A © (1001) 


1818 Tauromee Ave. (2) 
Tel: Mogtes 1-5335 
Est. 1920: 


rt 200 beds 4 
rs 2, 6, 8, 9, 10, 11, 14, "8 tA 18, 31, 34, 
35, 36, 3 8, 41 
Sr. Rita Louie, ‘SCL. M.H.A. (A 
Sr. Michel, $.C.L., M.S. (N 
Rev. Donald Goens (C 


St. Margaret’s Hospital ak +o (527a) 
759 Vermont A 
Tel: Mayfair 1- 0700 
me, ag) an i a beds 30 b 
6, >, is Ze “if, 15, 16, 17, 
> 18,3339 3, Se 


Sr. M. Coronata, S.F. sy or A; (A 
Sr. Mary Philomena, S. ‘B. P., (N 
Rev. Firmin Oldegeering, o. FA re (C 
LARNED 

Pawnee County D.C. 
St. Joseph Memorial HospitalA (403) 

923 Carroll 
Tel: Atlas 5-316 
Est. 1951; Gen. 45 beds 11 bass. 
> 1,20 4 » 5, 6, 9, 10, 11, 16, “7, 34, 36, 38, 
Sr. Mary Ann, O.P (A 
Sr. Mary Aan, ‘OP. (N 
Rev. Walter Weiss (Cc 
MANHATTAN 

Riley County Sal, 
St. Mary HospitalA (921) 


400 N. og a 
Tel: Fessene 8 8-358 
Est. 1936: “yy beds 10 bass 
> 1, 338! 985: 1, ¥7,. 16, 33, 34 
Sr. M. Come, C.S.J., B.S. (A 
Sr. Mary Giles, C.S.J. (N 
Rev. Cyril Bayer, O.S.B. (C 


MARION 

Marion County Wich. 
St. Luke Hos ospital & (1305b) 
ned iis a E. Ivin St. 
Est. "1953: Pas oy pods 8 bass. 
ia 1, 5, 6, 9,1 0, 1, 17 
Sr. - Alicia, Ad. oa Ss. (A 
Rev. Frank H. Huslig (C 
PITTSBURG 

Crawford County Wich. 
Mt. Carmel Hospital A © (939) 


30th and Mt. Carmel R 
Tel: Adams 1-6100 


ast. : beds 20 bass. 
+2 50° 6, 9, 10, 11, 14, 17, 18, 32, 34, 35, 36, 
Sr. ¥. Leona, C. 


.S. dg (A 
Sr. Frederica, g. : +. Ss. (N 
Rev. eg Matz (C 


PRATT 
Pratt County D.C. 
Pratt County F Hospital A (939) 


3rd & Commodo: 
Tel: Gegenmecs 2- "44 76 
Est. 1950: Gen. 66 beds 12 bass. 
> 1, 2, 5, 6, 9, 10, 11, 17, 50 
Sr. M. Felicitas, C.S.J. 8} 
Rev. Richard da (C 


4Owned by Pratt County and operated by the 
Sisters of St. Joseph. 


Kansas 


SABETHA 
Nemaha County 
St. Anthony Murdock Memorial 


Hospital (921) 
14th and Ore 


K.C.K. 


>a, je 9, 11, 17, 34 
Sr. M. Adelaide, CJ. is} 
Sr. M. Lucida, Cs, N 
Rev. J. Jacobs, A.B. (Cc 
SALINA 
Saline County Sal. 
St, John’s s HospitalA > (921) 
Penn > 


Tel: 148 lor 7-559 
914: Ge P30 beds 36 bi 
4 & fi 6, 4 10, 11, 14, 17, 18, 34, 36, 38, 41 


ae M. Adele, C.S.J. (A 
Sr. M. Charolette, C.S.J., B.S. (N 
Very Rev. Msgr. R. M. Menard (Cc 
SENECA 
Nemaha County K.C.K, 
€The Seneca Hospital (921) 
601 Nemah 
Tel: Deerfield 2161 
Est. 1942: Gen. 32 beds 
“> 5, 6, 9, 11, 17, 31,  - 
Sr. Meer St. Mel, CS (A 
Sr. Ade ches Marie, C (N 
Rev. Edward Schmitz, | (C 
TOPEKA 
Shawnee County K.C.K. 
St. Francis HospitalA (1001) 


. 6th Street 


3 -34 
Est. a Gen. 160 beds 36 bass 
>4,2, 11, 14, 16, 17, 34, 35, 36, 38, 


Sr. Mary Andrew, S.C.L. f A 
Sr. Mary ‘Thomasine, S.C.L. N 
Rev. A. Vredeveldt 


ULYSSES 
Grant County D.C. 


€Bob Wilson Memorial Grant County 
(939) 


Hospical 
Tel: Fa. 6-1266 
Est. 1951: Gen. 37 beds 
> 2, 5, 6, 9, 10, 11, 16, ETA 36, 50 


s A 
are as. 31 
WICHITA 
Sedgwick County Wich. 
St. Francis Hospital Ak + (529a) 


929 N. St. ris (14) 
Est. 1 Gen. 670 beds 65 bass. 
ers Pas $69: 8, 9, 10, 11, 13, 14, 15, 16, 

i ie J 5, oh 34, 35, 36, 37, 38, 39, 41, 


Sr. _ Sigismunda He (A 
M. $.8 ‘Me (N 
a Rev. _ “73 "ichactors (C 


Wichita-St. Joseph HospitalAk-+ ® 939) 
3400 Grand ASS (18) 


i, en 735 beds 40 Patt 15, 16, 17 
> 15750" 8 35) Se 38, 40, 41, 50” ‘ 
A 
i 


Sr. M. Roberta rta, CSI. 
Sr. M. Antoinette ‘a 
t. Rev. Msgr. W. M. Farrell 
€Owned by the City of Seneca and operated 
by the my of St. Josep 
Own by Grant ne Coisnty ay ane operated by the 
Sisters of St. J 
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Kentucky 








KENTUCKY 


Archdiocese of LOUISVILLE 
Rev. J. A. Lyons 
Hospital Director 

Diocese of COVINGTON 
Rt. Rev. Msgr. C. A. Towell, 
Hospital Director 
Diocese of OWENSBORO 
Rev. R. G. Hill, Hospital Director 


HOSPITALS 
Number Number Number 








0, 0, 0, 
Hospitals Beds Bassinets 
General Short Term... ; 18 2,266 389 
Special Short Term: 

ES ee a 1 193 — 
PN Gara she seeulieua cay 18 2,459 389 
ASHLAND 

Greenup County Cov. 


Our Lady of Bellefonte HospitalA 
(52 


Box 628 
Tel: Russell 836-8161 
Est. 1954: Gen. 80 beds 24 bass. 
> 1, 2, 6, 9, 10, 11, 16, 17, 34, 36, 38 


Sr. Mary Carmel, S.F.P. (a 
Rev. Edward Haney (C 
BARDSTOWN 

Nelson County i, 
Flaget Memorial sonpieal (1201) 
Tel: Fieldbrook 8-392 
Est. 1951: Gen. 38 ait 14 peas. 
2; 3, 6, 9, 11, ca ‘ 36, 5' 
Sr. Clare, S.C.N., (A 
Sr. Elizabeth Eu ong "S.C.N. (N 
Msgr. James H. illete (C 
CAMPBELLSVILLE 

Taylor County L. 
Rosary Hospital 411 

College Street ( ) 
Tel: 347-17 
~ 1948: Tae: 33 pet 12 bass. 

2, 4, 5, 6, 9, 10, 17 

a M. Paschal, oy (A 
Sr. M. Ann Michael, O.P. (S} 
Rev. Phillip Hutchins (C 
COVINGTON 

Kenton County Cov. 
St. Elizabeth HospitalAk+#© (527a) 


21st Street & ne Avenue 
Tel: anees 1322 
Est. 1860: Gen. 349 beds 54 bas 
4, 2.1%, 9.40, 11, 14, 16, 17, 18, 34, 36, 
38, 39,'40; 41, 50 
Sr. M. Theresa, S.E.P., B.S. (A 
Sr. M. Frances, S.F.P., M.S. (N 
Rev. Donald Erwin (C) 


HAZARD 
Perry County 


Mount Maty HospitalA 

219 High 
Tel: “General - 3161 
Est. 4: Gen. 56 beds 12 bass. 
>1, 4 9, 10, 11, 17, 18 
Sr. M. Gabriel, O.S.B., M.A. (A 
Pacella, O.S.B. (N 


Sr. M. 
Rev. a Seifert, "C.PP.S. and 

Rev. Vincent Hoying, C.PP.S. (C) 
IRVINE 

Estill County Cov. 
Estill County Hospital (202) 


201 Richmond Street 
Tel: 3-2115 
Be, 1953: Gen. 20 beds 
6, 9, 21, 17,°31, va etn 36, 38, 50 


Leased from the City of Irvine and the County 
of Estill and operated by the Benedictine 
isters. 
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Sr. M. Callista, O.S.B. 
Sr. M. Annita, O.S.B. 
Rev. John P. Werner 


JENKINS 
Letcher County 
Sharon Heights HospitalA 


Tel: Rew 455 
Est. 1913: Gen. 47 be 


ds 8 bass 
> 2, 2 6, 9, 10, 11, 16, 17, 34, 36, 50 
Sr. M. Immaculate Feast, C.D.P., M.A. § 


Sr. Rose Teresa, 
Rev. Raymond Baumann 


LEBANON 
Marion County 


Mary Immaculate HospitalA 


: 9 
| 1944: Gen. 63 beds 20 bass. 
, 5, 6, 9, 11, 17, 34, 36 


rt eo ulita, O.P. 
Sr. M. Dominic, O.P. 
Rt. Rev. Joseph G. Gettlefinger 


LEXINGTON 
Fayette County 


St. h H 1 
ye nae 4 ps Paroasbarg Ross aiid 
e 


| 18744 ,™ zee pot 18 bas: 
7, 8, 9 ni, 13, 14, 16, 


2 
> ds, 34, 35, 36, 7, 8! 39, 41, 50, 53 


Sr. Margaret Teresa, és S N., Bi 3. 

Sr. Celestine Maria, S. 

Rev. Edward F, Murray on 
Rev. Francis J. Kelly 


LONDON 
Laurel County 


Marymount HospitalA 
East 6th St. 
Tel: Volunteer 4-2294 
Est. 1946: Gen. 34 beds 10 bass. 
— 5, 6, 9, 10, 11, 17, 50 
Sr. Imelda, S.C.N. 
Sr. Teresa Maureen, S.C.N. 
Rev. Henry J. Janson 


LOUISVILLE 
Jefferson County 


Our Lady of Peace Hospital 
2020 Newburg Rd. (5 af 

Tel: Glendale 1-3330 

Est. 1951: Psych. 193 

> 2, 5, 6, 9, 10, 11, 33°. 30 

Sr. Catherine Mary, S.C.N. 

Rev. Forest Makin, C.P. 


St. Anthony Hospital A © 
1313 St. Anthony Place (4 4 

Tel: Juniper 3-55 

| 1901: Gen. 235 beds 30 

»1, 2, 6, as 14, 16, 
1, 34, 35, 36, 37, 38,"4 » 50 

Sr. M. Francis Ann, O.S.F., “i. 

Sr. M. Leonis, O.S.F., MS. 

Rev. Francis Dreuke, O.F.M. 


(1201) 


17, 18, 


(A 
(N 


(C) 


(517a) 


17, 18, 


(A 
OS 
(C 


St. Joseph “pay C © (1201) 


735 Eastern Pk 
Tel: Melrose 7-6561 
Est. 1856; ar 471 beds 5 
> 1. Fa DAR | pe Uf 
31, i 35, 36, 38, 41, $0, 3 
Sr. Mary Antonella, S.C.N. 
Sr. Thomas de Sales, S.C.N. 
Rev. Patrick H. Warren 


2 14, 16, 


SS. Mary & Elizabeth Hospital +e55 


4400 Consthonen, Ave. (15) 
Tel: Emerson 6-1421 
Est. 1874: Gen. “220 beds 48 
> 1, 2, 6, 9, 10, 11, 14, 17°38" “fi, 50 
Sr. Rovoshy Maria, S.C.N., B.S. 
Sr. Cecilia Ann., $.C.N., M.S. 
Rev. George Greenwell 


LYNCH 
Harlan County 


17, 18, 


Louisiana 





Nocre Dome 1 HospitalA (1204a) 
Tel: Viking 8- 5448 
Est. inh en, oo beds, 10 bass. 
ba 2,4 ’ 5, 6, >, t 0, 17 
Sr. M. Rosilda, S. a D. (A 
Rev. Ambrose G. Wagner (e} 
MARTIN 
Floyd County Cov, 
Our Lady of the Way HospitalA 
(1323a) 
Main Street 
Tel: Butler 5-3456 
Est. rT Go, 31 beds 6 
=> 1, 2, ee a Ss Ay re" 17, 31, 34, 35, 
Sr. M. Janet, C.D.P. (A 
Waneta P. Newsome (N 
Rev. John Shea (C 
MORGANFIELD 
Union County Owen. 
Our Lady of Mercy Hospital (1161c 
204 e Main St. io af 
Tel: 11 
Est. 1943+ Gen. #2 ee 7 bass. 
~~» 1, 2,.5,.6, 9; ti, 
Sr. Mary | ae dai R.S.M. {a} 
Sr. Mary Cyprian, R.S.M. (N 
Rt. Rev. Msgr. Joseph Spalding (C) 
OWENSBORO 
Daviess County Owen. 


Our Lady of Mercy HospitalA (1161c) 
Ford and Robin R 


Tel: Murray 3-4515 
mg "i nm. 125 beds 30 bi 
6, 30, po, 11, 16, 17, 30, 31, 34, 

7 35, 46°" 38, 3 
Sr. M. Charles, _ ll (A 
Sr. Mary Cephas, R.S.M. (N 
Rev, Anthony Hidgdon (C 
PADUCAH 

McCracken County Owen. 
qLourdes Hospital (540) 


600 N. Fourth St. 
Tel; 2-2771 
Est. 1905: Gen. 124 beds 2 








at. 2, G» 9; 20, 11, 34 iP OM 34, 36, 38, 41 
Sr. Mary Eleanor, O.S.F. (A 
Sr. Mary Leo, O.S.F. (N 
Rev. Benedict Huff (C 
LOUISIANA 


Archdiocese of NEW ORLEANS 
Rev. Paul R. Moore, Hospital Director 


Diocese of ALEXANDRIA 
Rev. Gerard DuCote, Hospital Director 


Diocese of LAFAYETTE 
Rev. Peter Blom, Hospital Director 


HOSPITALS 
Number Number Number 


of of of 
Hospitals Beds Bassinets 








General Short Term. . ten: ae 2,171 407 
Special Long Term: 

Pc iscdcvekiveses 1 205 _ 
Mri d oe ta sveve cxee 18 2,376 407 
ALEXANDRIA 

Rapides Parish Alex. 


St. Frances Cabrini Hospitala (801) 
3330 Masonic Ave. 


Tel: Hillcrest 2-3311 


<Owned by te Diocese of Owensboro and _op- 
erated Wf the Sisters of St. Francis of Pen- 
ance and Charity. 


For Key to Symbols and Abbreviations See Page 61 
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» DM 


Fem lng 











Louisiana 


Est. yi Gen, a beds 28 bass 


ls ays Gy 9. 10, LI, 14, 17, 18, 34, 36, 38, 
39, i 
Sr. Mary Eusebius, C.C.V.I. is) 
Mrs. = P. Israel, 3 (N 
Rev. G. Cardyn, C.1.C.H. (C) 
BATON ROUGE 
East Baton Rouge Parish N.O. 
Our Lady of the Lake Henge 
(549a) 


Tel: Di. 4-0401 
=, ay Gen. ey beds 50 bass 
9, 10, rs 14, 15, 17, 18, 
i, 504 34, 35, 46; 38, 40, 41 


Sr. Marie Gertrude, O.F.M., B.S. (A 
Doris Carnes (N 
Rev. Ambrose Kroeger (C 
CARVILLE 
Iberville Parish N.O. 
¢U. S. Public Health 
Service 519 (1701b) 
qe: Mi. s ~ 
1921: Lepro 
5% 4, 6, 9, 10, i ine 5, 14, 15, 17, 39, 50 
Francis R. Ellis (A 
z. A Lemmy D.C. (N 
Icuin Kammer, O.F.M. (C 
HAMMOND 
Tangipahoa Parish N.O. 


O'S ox 960 Ward General Hospital (408) 


Tel: 2700 
Est. 1960: Gen. 60 beds 12 bass. 
> 1, 2, 5, 6, 9, 11, 17, 41, 50 


Sr. M » O.P., Jf H.A. A 
Sr, Mary Plus,'O.., ix} 
HOUMA 


Terrebonne Parish N.O. 


¢Terrebonne Parish General Hospital A 
(955b) 
936 East Main 
Tel: Uptown 2- Ot 


Est. 1 i § Gen. 76 beds 
+1, 2, 6, 9, 10, it, 14, i Om 31, 34, 36 
Mo. Marie Blanche, C. Ess. B ir ~ A. (A 
Sr. Louise Bernard, (N 
Rev. Generose oa Situ (C 
LAFAYETTE 

Lafayette Parish Laf. 
(Lafayette Charity HospitalA+ 

(1701b) 


311 W. St. Mary Blvd. 

Tel: Center 5-1522 

Fst. 1937: Gen. 446 beds 52 bass. 

+1, 2, 4, 6, 9, 10, 11, 12, 14, 17, 18, 38, 40, 
41, 42, 50, 5 


0. P. Daly, M.D. (A 
Sr. Eleanor, D.C. (S} 
Rev. Peter Blum (C 
Our Lady of Lourdes Hospital (549a) 
611 St. Landry Se. 
i, Ce. 5-944 
1949: Gen. 110 beds 15 bass. 
>i, 2, 6, 9, 11, 14, 17, 40, 41 
Sr. Henrietta, O.S.F., M.H.A. (A 
Mrs. Irma Andrus, B.S. ( 8 
LAKE CHARLES ; 
Calcasieu Parish Laf. 


—_—— 


“4 national leprosarium owned by the United 
States Public Health sesvice with the Nurs- 
ing Service, Dietary, P' pasirere and Medical 
Records departments directed by the Daugh- 
ters of Charity of St. — de Paul. (Not 
included in bed count. ) 
sed from Tangipahoa Parish and operated 
by Si Sisters of St. Benedict, Congregation of 


Owned ea Terrebonne Parish and operated 
by the Sisters of St. Joseph. 
ned by the State of Louisiana with the 
fursing service, oer and housekeeping de- 
ents directed by the Daughters of Char- 
ity of St. Vincent (Not included 
in bed count.) 


le Paul. 


DIRECTORY NUMBER 


Hospitals—United States 


St. Patrick’s i 
524 South Ryan 

Tel: ae 6-25 

Est. 1907: as 733 a 7 bass. 

a 10, 11, ie 16, 17, 18, 34, 


(801) 


~ i, 2. 3, 

36, 38, 39, 4 
Sr. M. sas a CEVA, BN. (A 
Mrs. wasy ‘Ann Kohnke (N 
Rev. J. C. Sinnige (C 


LAKE PROVIDENCE 


East Carroll Parish Alex. 
¢East Carroll Perish HospitalA (525) 
226 N. Hood S 
Tel: 985 
Est. 1955: Gen. 30 beds 8 bass. 
> 1, 2, 5, 6, 9, 10, 11, 17 
Sr. Mary Seraphia, O.S.F. (A 
Sr. Mere Francella, O.S.F. S} 
Rev. J Knapp (C 
MONROE 
Ouachita Parish Alex. 
St. Francis Hospital A (549a) 
309 Jackson St. 
Tel: Fa. 5-2611 


Est, 1913: Gen. 250 beds 30 b 
9, 10 Cs —* Ty, 18, 30, 31, 
> 3, 733° 34, 35.56, 6, 38, 


Mo. Marie Finbarr, O. S.. A, a H.A. (A 
Mrs, Adelle Brossett ( } 
Rev. Jordan Schell, O.F.M. (C 
NEW IBERIA 
Iberia Parish Laf. 
€Iberia Parish Hospital (221) 
2315 East Main St. 
Tel: Emerson 4-0441 
Est. 1960: Gen. 106 beds 20 bass. 
> 2, 5, 6, 9, 11, 14, 17, 34, 36, 38, 41 
Sr. M. Mildred, O.S.B. (A 
Sr. M. Gregory, O.S.B. (N 
Rt. Rev. fee John A. Vigliaro (C 
NEW ORLEANS 
Orleans Parish N.O. 


€Charity Hospital Ax +0 O'p? (1701b) 
(State General Hospi: 
1532 Tulane Ave. (12) 

Tel: Ma — 2311 

by 2778 beds 180 bass. 


39; 41, 42,50, 51, 52, 53, 55 
Leo. J. Kerne, M.D. is} 
Sr. Laurence, D.C. (N 


De Paul HospitalA 
1038 Henry Clay Ave. (18) 
1: k 72671 


Est. 1861: Ps “4 205 beds 


(1701b) 


Ew y? , 10, 11, 12, 13, 14, 16, 17, 30, 
Sr. Mary Alice, D.C. (A 
Sr. Mary Ann, D.C., M.S. (N 
Rev. J. E. McDonnell, C.M. (C 


Hotel Dieu Sisters’ neiiieied ‘ 
1701b) 
2004 Tulane Ave. aaa 
Tel: Lo? 3-7511 
Est. 1859: Gen. 293 et 45 bass. 
14, 16, 17, 18, 34, 


i, 2 1 5( , 1, 


36, 38, 41, 
pth D. c. (A 
= Mary ‘Agnes, be: M.S. iS} 
Rev. William D. Casey, C.M. (C 
Moser HospitalA* © (1161g) 


1 N. Jefferson Davis Pkwy. (19) 





¢Owned by East Carroll Parish and managed 
by the Sisters of St. Francis. 

€Owned by Iberia Parish and conducted by 
the ba eg Benedictine Sisters 

Owned by the State of Louisiana with the 
nursing service, dietary and housekeeping de- 
partments directed by the ey of Char- 
ity of St. Vincent de Paul ‘ot included in 
bed count.) 

O1Louisiana State Onireniy School of Medi- 
cine, New Orleans, La. 

O?Tulane University School of Medicine, New 
Orleans, La. 








Louisiana 


fg Hunter 8-2631 
igae Gen, 194 beds 4 
>i, 6 » 7s 9, 10, 11, ta “> a8, 34, 38, 41, 


Sr. Mary Kevin, R.S.M.. (A 
St. Mary Donald eM $'s. iS) 
Rev. Edward F ay C.S.C. (C 
NEW ROADS 

Pointe Coupee Parish N.O. 


Sisters of St. Joseph Hospital (955b 
ae ae oo 
Tel: 8222 

Est. 1950: ie beds 8 bass. 


> 5, '» 79 , 


Sr. Brancle, & (A 
Soe Head S (N 
A. Janssen (C 
NEWELLTON 
Tensas County Alex. 
St. Charles Legion Memorial 
ospit: (801) 
pon, 4 
Tel: 425 
Est. 1948; Gee. 28 beds 10 bass. 
> 5,9, 17, 18 
Sr. Ma aii C.C.V.I1. ta} 
Msgr. Terence Lennon (C 
OPELOUSAS 
St. Landry Parish Laf. 


€Opelousas General HospitalA (1101b) 
Prudhomme Lane 
ay 2-5731 
Est. 1957: Gen. 50 beds 1 
> 1, 2, 4, 5, 6, 10, 11, 1 oa 35, 36, 41, 50 
Sr. M. Madeleine Sophie, M.S.C., M.H.A. {A) 
Sr. Mary Clothilde, M.S.C. (N 
Rev. Romiro Capra, O.S.B. 


SHREVEPORT 
Caddo Parish 


T. E. Schumpert Memorial 


SanitariumA* 

915 Margaret Place (15) 
fg 4-71 
Est. _" Gen, 325 beds 70 bass 


Alex. 


(801) 


ae 6.7, 8, 9, 10, 11, 12, 13, 14, 15, 
7, 18, 30,°34, 35, 36, 38, 39, 40, 41, 
Sr. a Laura, C.C.V.I. (A 
Mrs. Doris Leflea (N 
Rev. John R. Welsh, S.J. (C 
TALLULAH 
Madison Parish Alex. 
€Madison Parish Hospital (525) 
Johason i DeSoto Sts. 
Est. 1958: Gen. 23 beds 6 bass. 
+> 2, 5, 6, 9, 17, 34 
Sr. M. Marcella, O.S.F. (A 
se. M. Audrey, O.S.F. (N 
Rev. William Hopp (Cc 
THIBODAUX 
Lafourche Parish — N.O. 
¢St. Joseph Hospital (306) 
690 E. First St. 
Tel: Hillcrest 7- yo 
ms hi i Gen. 53 be 
o Dp Oy Do Abe Bip =e °0 a3 4, 35, 36 
pa ‘ Dolores, O.Carm. is} 
Sr. Joseph Frances, O.Carm. (N 





¢Owned by the Parish of Pointe Coupee and 
operated by the Sisters of St, Joseph. 
ned by St. Landry Parish and managed by 
the Sisneee, a & of the Holy Cross. 
Owned by Madison Parish and operated by 
the a. of . Francis. 4 whee 
a rporation and operat 
the Sisters of Our Lady of Mt. Carmel. 
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WATERVILLE 
MAINE Kennebec County Port. 
. Sisters’ HospitalA (1701a) 
Diocese of PORTLAND Highwood Brest 
Tel: Trinity 2-5545 
HOSPITALS er ms 85 beds 13 bass. 
Number Number Number o°; 10, 11, 14, 16, 17, 18, 34, 
of of 0 > %, 4° “ur 
Hospitals Beds Bassinets Sr. Rosanna, ; Al 83 
General Short Term.......... 8 730 133 Sr. Joseph Marie, D.C., M.S. & 
BANGOR 
Penobscot County Port. MARYLAND 


St. Joseph HospitalA (501le) 


297 Center Street 


, 7 beds 
+~2,4 P 5, 69, io, 11, 17, 31, 35, 36, 37, 39, 


Sr. Mary Regis, C.S.S.F., M.H.A. (A 
Sr. Mary Laetitia, C.S.S. 1 BS. (N 
BIDDEFORD 
York County Port. 
Notre Dame Hospital é (907a) 
355 Pool Ro 


Tel: Atlantic 3. $646 
Est. 1951: Gen. 33 beds 14 bass. 
> 1, 5, 6, 9, 11, 17, 32, 34 


Se. M. phd oe R.H.S.J. (A 
r. G. Pagnuelo, nt? (N 
AR, Aldee Cote, O.F (C 
FORT KENT 
Aroostook County Port. 
Pee Maia Benevolent Hospital (557) 
Main St. 


350 
i, 352, Gen. 66 beds 19 b 
5, 6, ¥ 10, 11, 16, 17.3 30, 31, 32, 34, 
* 3s, 36, 38, 50 
Sr. M. of Me Immaculate Conception, p.f.m. 


Sr. Marie Rosalie, p.f.m. ix 
Rev. Amedee W. Proulx (C 
HOULTON 

Aroostook County Port. 
woy fa Memorial HospitalA (1155) 
Td. eer Street 


= isi Retin 7enty, 30, 31, 3 
J ‘ 

” 35, 46° 37, 38, 50 
Mo. M. Bitoni R.S.M. (A 
Sr. M. Fatima, R.3.M. (N 


LEWISTON 
Androscoggin County Port. 


St. Ms ’s General HospitalA} (605) 
5 Golder Serest 
Tel ane 4-732 
| Gea, igs beds 25 bass. 
&, 9, 10, 11, 14, 16, 17, 18, 41, 


= 5 


50, 40 6 
Sr. Chretien, s.g.s.h. (A 
Sr. Aubert, s.g.s.h., B.S (N 
Rev. Raphael Gauthier, O.P. (C 
PORTLAND 

Cumberland County Port. 
Mercy HospitalA ©} 1155 

144 State te (3) ’ 
Tel: Spruce 4-14 
i, 194% 4% sor io. plies Meet 16, 17, 18, 34, 
s 

Pate 46, “aS F ow 

Sr. a A ciata, * 5. 
Sr. M. Consuela, B.S Mis’ iN 
Rev. Thomas M, —- (C 
VAN BUREN 

Aroostook County Port. 


(Ven Buren Comumaley Ho Hospital (1102) 
t. 1961: Gen. 29 beds 
Sr. Mary of Good Counsel, C. 32 M. (A) 


(Owned by the Community of Van Buren and 
opera 


by the Sisters of St. Martha, 


Archdiocese of BALTIMORE 
Rev. G. Huesman, Hospital Director 


Archdiocese of WASHINGTON’ 
Rev. L. J. Coady, Hospital Director 


Diocese of WILMINGTON’ 


HOSPITALS 
Number Number Number 








of of of 
Hospitals Beds Bassinets 
General nt re 5 1,138 161 
Special Long Term: 
Chroni Convalescent decreas 1 8s — 
ee Sree 1 300 — 
‘otal Special Long Term. . 2 338 
|| Ae Oe “ 1,526 161 
BALTIMORE 
Baltimore County Bal. 
Bon Secours Hospital, Inc Ak +O 


(223a) 
2025 W. Faverre St. wish 
Tel: Center 3-7 
Est. 1919: hey 259 be 


+14, 2, 6, &, 9, 10, 21, o> of a7, 18, 34, 36, 
38, 41, 50 

Sr. Athanasius, C.B.S., M.Ed. (A 

Sr. Urban, C.B.S., M.S. (N 

Rev. Silvan Je Brennan, C.P. (C 


qJenkins Memorial Hospital (1701a) 
1000 S. Caton Ave. (29) 


Tel: Milton 4-7100 
q . 88 beds 
10, 11, 12, 14, 17, 18, 

” 33 ates tacltitles ‘at St. Agnes Hospital) 


Sr. Louise, D.C. & } 
Sr. Regina Kelly, D.C. N 


Mercy a8 ines Inc. AX t oOo (1161a) 
Calvert & 


Tel: Sarato; 5 40C ” 

st. 1874: n. “280 beds - bass 

=~» 1, 2, 4,6, 9, 46, 11, 12; 4, 16, 17, 18, 34, 
36, 38, 50, 53 

Sr. Mary Scholastica, R.S.M. (A 

Louise Hohener, M.S. (N 


Rev. Walter Cunningham, S.J. (C 


St. Agnes yay yt (1701a) 
Wilkins & Come. Avenue ( 

Tel: Milton 4-8000 

Est. 1862: Gea. 225 beds 35 bass 

+1, 2, 4, 6, 8, 9, 10, 11, 14, 17, 18, 34, 35, 
36, 38, 41, 50 


Sr. Helen, D.C., M.H.A. (A 
Sr. Victoria, D.C., M.S. (N 
Rev. Boniface Buckley, GP; (C 


St. Joseph's. Hospital A +0 (505b) 


Carolina S 


1, 2668 11, on Tit 16, 17, 31, 34, 
35, 36, 38, 1'% 0 
Sr. Ma 


Pierre, O.S.F., M.H.A. (A 
Sr. Ruth Marie, O.S.F., M.H.A. « 
Rev. John J. Prosser, C.SS.R. 
1Both of these jurisdictions, with Sees else- 
where, include parts of this state. 
ne Mt the Jenkins Memorial, Inc. ‘7 
oO by the Daughters of Charity of S 
Doune de Paul. 
OUniversity of Maryland School of Medicine 
and College of Physicians & Surgeons, Balti- 
more, Maryland. 


For Key to Symbols and Abbreviations See Page 61 


Massachusetts 


The Seton Psychiatric InstituteA + 


(1701a) 

6420 Relnneems Rd. (15) 
Tel: Rogers 4-2200 
Est. 1840: "Ps ch. 300 beds 
~ 2, 4, 6, 7, 9, 10, 11, 12, 13, 14, 17 
Sr. Martina, DC. (A 
Sr. Mary Louise, D.C., M.S. (N 
Rev. John A. Walsh, C.M. (C 
CUMBERLAND 

Allegany County Bal. 
Sacred Heart HospitalA (1701a) 


215 Decatur Street 
Tel: Parkview 2-7200 


Est. 4 a Gen. 134 beds 

1, 5 Gy 9, 40, 24, 4, 15, 16, 17, 31, 35, 
te 50° 

Sr. Celeste, D.C. (A 

Mrs. Marietta Early (N 








MASSACHUSETTS 


Archdiocese of BOSTON 
Rt. Rev. Msgr. A. C. Dalton, Hospital Director 


Diocese of FALL RIVER 
Rev. C. J. Keliher, Hospital Director 


Diocese of SPRINGFIELD 
Rev. J. A. Russell, Hospital Director 


Diocese of WORCESTER 
Rt. Rev. Msgr. T. P. O’Connell 
Hospital Director 








HOSPITALS 
Number Number Number 
0. of of 
Hospitals Beds Bassinets 
General Short Term.......... 13 3,142 460 
Special Short Term: 

Maternity.......scccceees 1 122 112 
Special Long Term: 

NINN 6 6 Keser inescee 1 15 — 
Boas sinvisseensccecvcss 15 3,389 572 
BOSTON 

Suffolk County Bo. 
Carney HospitalA* + (1701a) 


2100 Dorchester Ave. (24) 
eit 


5, 36, 41, 30, 
Sr. oe D. C, M. e. 4. (A 
Sr. Mary Agnes, D.C (N 
.Rev. Richard A. tan eM. (C 
Joseph P. Fonnete, Jr. Memorial 
Hos ital A (558a) 


arren aay > eignoon (35) 
Tels x. pa in 4 
948: B 125 beds 


5,14 Pe 79, 10, 11, 12, 13, 14, 16, 17, 35, 


Mo. Mary Jane of the Eucharist, F.M.M., BS 


Sr. Mary Patricia, F.M.M. ( s} 
Rev. Leo Berard, C.P. (C 


St. Elizabeth’s HospitalA*% +O 7 ni 
736 Cambridge St., Brighton (35) 

Tel: Stadium 2-7000 

Est. 1968 ~~ 422 beds 116 bass 

>1, SB, 9 AG; his bas 14, 15, 16, 17, 
ib, 50° ii 35, 36, 38, 39, 40 41, 50, 52, 

Sr. M. Alma, OF, MS. (A 

Sr. M. Carol, O.S.F., B.S. (N 

Rt. Rev. Msgr. J. F. Cuffe (C 


Owned by the Archdiocese of Boston_and 
by the Sisters of the Third Order 
Regular of St. Francis of Allegany, N.Y. 
(COTuft’s College Medical School, Boston, Mas- 

setts, 


HOSPITAL PROGRESS, 1961 


















els 













Massachusetts 


CAMBRIDGE 


Middlesex County Bo. 


Holy Ghost Hos ospital A$ 0 
1575 Cambridge + saa 

Tel: Trowbridge 6-4344 

Fst. 1894: Gen. 270 beds 
(Nonreporting 1960) 

Sr. Gilberte Baulne, s.g.m. ( 
Sr. Melba Raynno, s.g.m., B.S. ( 
Rev. R. Hilton (c 


Sencts Maria HospitalA 
350 Memorial Drive 
Tel: Kirkland 7-2200 
Est, 1948: Gen. 65 beds 
1, 2, 5, 6, 9, 11, 17, 50 
Mo, Mary Innocenta, C.F.M., B.S. ( 
Sr. Mary Leonard, C.F.M. ( 


DORCHESTER 
Suffolk County Bo. 


¢St. Margaret’s HospitalA QO 
90 Cushing Ave. (25 


Tel: Geneva 6-8600 
Est. 1911: zs 122 beds 1 
7h 2, 6, 10, 11, 32, ia, bos "34, 38, 40, 
Sr. Oliva, D.C. (A) 
Sr. Beatrice, D.C. (N) 
Rev. Robert Sheridan, S.J. (C) 
FALL RIVER 

Bristol County F.R. 
St. Anos — (423a) 


795 Midd 
Tel: Pa enc z 574 
Est. 1907: Gen. 160 beds 5 


+1, 4, 6, 8, 9, 10, 11, 14, “Ret 18, 34, 35, 36, 
38, 41, 50 

Sr. Pierre Marie, O.P. (A 

Sr. Madeleine Clemence, O.P., B.S. (N 

Rev. Augustin M. Sequin, O. P. (C 


HOLYOKE 
Hampden County Spr. 
Providence Hospital A 0 (1315) 
1233 Main St. 
Tel: Jefferson 4-3341 
.’ < w' a ve beds 60 bass. 
> 7 ee 9, 10, 11, 14, 16, 17, 18, 
4, 36 *38, 40, vie e 
Sr. M Magdal (A 
Sr. Mary. Dorsthy, SP. M in 
Rev. Raymond O’ Brien’ (C) 
LOWELL 
Middlesex County Bo. 
St. Joho’ s HospitalA* (1701a) 


14 Bartlett St. 


+i, 2, 4, 6, 9, 10, 11, 14, 17. 34, 36, 41, 52 
Sr. Mary Paul, D.C., B.S. (A) 
Sr. Bernard (N) 
Rev. Wm. Kelley, O.M.I. (C) 
¢St. Joseph’s Hospital, Inc. Ax © 
(607a) 
830 Merrimack Seaeet 
Tel: Glenview 8-6821 
om, sia bi ag beds 40 b: 
9, 10, 11, 15, 16, 17, 34, 
* 5s, “i 38, ii, So. 52 
Sr. St. Celestine, s.g.c. (A) 
Mrs, Norma McQuaid, M.S. (N) 
Rev, Leo Staves, O.M.I. (C) 
METHUEN 
Essex County Bo. 


OTufe’s College Medical School, Boston, Massa- 
chusetts. 
Owned by the Archdiocese of Boston and 
eneented by the Daughters of Charity of St. 
eer de Paul. 
fOwned by the “Archdiocese of Boston and 
rated by the Grey Nuns of the Cross of 
tawa. 





DIRECTORY NUMBER 








Hospitals—United States 


Bon Secours — Inc.A*&  (223a) 
70 East Street 
Tel: Murdock 3-8 
Est. 1950: Gen. z01 eds 30 bass. 
1, » & 9,10, 11, 14, 15, 16, 17, 18, 
34, 36, 38, 41, | 
Sr. . Mary Alice, cms, MS. {A 
Rev. Peter Fecontise, S.M. Wea 
MONTAGUE CITY 
Franklin County Spr. 
¢Farren Memorial HospitalA (1315) 


Main St. 
Tel: seenenas 5- 3-3626 


Est. 1900: 74 beds 8 
BG 2, 6, 9, 10, 11, 14, ie? 77, 31, 34, “~S 
Sr. Mary Benedicta, S.P. 


Sr. Mary Gre; > oF. is 
Rev. Lucien Fortin (C 
PITTSFIELD 

Berkshire County Spr. 
St. Luke’s HospitalA* > (1315) 


379 East Street 

: Hillcrest 3-9121 

t. 6 oy b ey 3 “ beds 30 bass. 

>1,2 9, 10, 11, 12, 14, 17, 31, 
32, 34° "38; %, 8641 50, 53 

Sr. Marie Reparatrice, S.P. (A 

Sr. Mary Teresia, S (N 

Rev. Joseph F. Flanagan, - S.J. (C 


SPRINGFIELD 
eee County 


€Mer Hospital A © 
233 Carew 

Tel: State 8-7321 

™~ io gi 240 bode 60 bas 

9, 10, 11, 12, 14, 15, 16, 
sary $i, "sa 59 30, 58, 39, 41, 50, 58 

Sr. Mary Vincentius, S.P. (A 

Sr. Mary Vincenti, S.P., B.S. (N 

Rev. Thomas O’Connor (C 


Spr. 
(1315) 


WORCESTER 


Worcester County 


¢St. Vincent —* 
25 Winthrop St. 

Tel: Pleasant 7-637 

Est. 1893: ba 359 bed 4 2 bass 

> 1, i Se Ly 21, 12, 13, 14, 15, 
16, 17, 1%, 40” 31, 32, 33, 34, 35, 36, 37, 
38; 39, 40, 41, 50, 5i, 52, 53, 35 


Wo. 
(1315) 








Mo. Mary Loreto, S.P. (A 
Sr. Mary Ann, S.P., M.S. (N 
Rev. Daniel E. Doyle (C 
MICHIGAN 
Archdiocese of DETROIT 


Rev. J. A. Trese, Hospital Director 


Diocese of GRAND RAPIDS 


Rt. Rev. Mops . C. Walen, 
Hospital D, ector 


Diocese of LANSING 
Rev. J. D. Slowey, Hospital Director 


Diocese of MARQUETTE 





Diocese of SAGINAW 
Rev. F. A. Jurek, Hospital Director 
HOSPITALS 
“a od a 8 i ad 
Hospitals Beds Bassinets 
General Short Term......... 32 6,688 1,140 
Special Short Term: 
Psychiatric........ oe 1 o_o 
Special Long Term: 
Paychiatric................ 1 2099 —— 
TOTAL.... ore p 34 7,022 1,140 





Owned by the Farren Memorial Hosp. Corp. 
and aeons by the Sisters of May age 
€Owned by the St. Luke’s Hosp. Corp. and 

operated by the Sisters of Faoclinnen 
@Owned by the Mercy Hosp. Corp. and oper- 
ated by the Sisters of Providence. 
¢Owned by the St. Vincent Hosp. Corp. and 
operated by the Sisters of Provi tess 


Michigan 

ANN ARBOR 
Washtenaw County Det. 
Mercywood Sanitarium (1161£) 


4038 Jackson Road 
Tel: Normandy 3- O71 ede 
Est. 1925: e ch. 
2, 6,9, 1 1, 1 4 pets 14, 15, 30 
Sr. M Badd R.S.M. 
Rev. A. Youkueies (33 


St. Joseph Mercy ren 


1161f) 
326 N. Ingalls St. 


Tel Nenmaanap 3-334 

4,2 By: 4% 10,115", 13, 14, 15 
- LJ , 
16, 7?" 18, 34, 46 38, 41, 50” 


Sr. Mary Leonette, R.S.M., M.S. ( 
Doreen Chandanais (N 
Rev. Charles J. Wettstein ( 


BATTLE CREEK 


Calhoun County Lan. 
Leila Y. Post Montgomery 

Hospital Ak + (1161) 

9 Emmett Se. 

Tel: Woodward 2-8551 
Est. 1937) Gea. j7* pete 2 25 bass 
1, o. 7 9,40, 11, 14, 16, 17, 18, 34, 

35, "46 36, va 
fe. Mesy fol oan: BS. (A 

R. Hagmann, M.S, (N 
Rev. J. Stasiniewicz §} 
BAY CITY 

Bay County Sag. 
Mercy scy Hospital a (1161f) 


Tel, Tw "Twlabrook 5-8511 
Est. 19923 Gen. 323 beds 42 bass. 
1,26 $910 1 42, 48 16, 17, 18, 34, 
Sr. Mary Florence, R.S.M., M.H.A. iA) 
Mrs. Maybelle Etienne (N 
Rev. James J. Bradley, C.S.Sp. (C) 
CADILLAC 

Wexford County G.R, 

(1161f) 


M H i 
oxo aiespiata 


9 ds 10 b 
> 1, 2, 5, 6, 9, 11, 16, 17, 18, 3 34, 36, 38, 41 
Sr. Mary Grace, R.S.M. (A 


Sr. Mary Pierre, R.S.M., M.S. (N 
Rev. Michael Kirkilas (C) 
DEARBORN 
Wayne County Det. 
St. ceeph's RetreatA (1701a) 
2 yr a Ave. 
Tel: 1400 
Est. 186. Ps Psych. 209 beds 
~ 2, 4, 6, 9, 10, 11, 12, 13, 14, 17, 30 
Sr. Anse Masie, D. C. M.S. (A) 
= . M.S ved 
. Lawrence Cp) Curtis, C.M. (C 
DETROIT 
Wayne County Det. 
Holy Cross HospitalA (525) 
4777 E. Outer Drive oo”) 
Tel: Twinbrook 1-1500 
Est. 1946: Gen. i beds 30 
+i oy 69 105 Ti, T4, te 7, 31, 34, 35, 
36, 38, 40 
Sr. M. Bernadine, O.S.F., M.H.A. (A 
Arthur Malone, M.S. §} 
Rev. S. Kaminski (C 
Mt. Carmel Mercy HospitalA* © + 
(1161f) 


6071 W. Outer Daw (35) 


Tel: University 4-5400 

Est. 1939: Gen. 7 beds 95 bass. 

+1, 2, 4, 6, 7, 8 9, 10, EY, 3ae 24,36 97, 
18, 50 

Sr. Mary LaSalette, R.S.M., B.S. (A 

Rita Radzialowski, M.A. (N 


Rev. Edward Wilk (e) 


OUniversity of Michigan School of Medicine, 
Ann Arbor, Michigan. 





Michigan 


Providence Hospital AX +0 (1701a) 
2500 W. Grand Blvd, 

Tel: Tyler 5-4600 

Est. . oon em. 397 beds 85 b 

1, io, _ 14, ec 16, 17, 18, 


34, 46° 36, $8, ‘i. 


Sr. Sesion, D.C., eG (A) 
Elizabeth H. ie orto M.S. (N } 
Rev. J. Leo Healy « 
Se. ohn HospitalAk+ (923) 
101 Moross nose (36) 

Tel, Tuxedo 1-820 

Est. 1952: gen. 292 beds 80 bass 

1, 2, 5, 6, . >, 40, 24, 12, 14, 16,437, 

18, 41, 50° 

Sr. M. Elise, S.S.J {A} 
Ruth Anna Warner (N 
Rev. Bernard P. Hoey (C) 


St. Joseph Mercy Hospital Ak + (1161f) 
2200 t Gone eae 
Tel: Walnut 1-740 
7. 19233 wt rtd beds 20 bass 
z $s 9, 10, Tl, Fy, 14, 17, 18, 34, 


” 36, "48° 
Sr. M. - ton aii R.S.M., M.H.A. (A 
Sr. M. Dominic, 5 eeu BS. Ng, 
Rev. Hugh Ulrich (C 
DOW AGIAC 

Cass County Lan. 
Lee Memorial Hospital CorporationA 

(923) 

420 W. Hi 4 St. 

Fa State 2- 


131 
1919: Gen, 54 pee 12 bass. 
gh 2, 6, 9, 10, 11, 14, 16, 17, 34, 35, 36, 


4i, $0 ° 
Sr. M. Ricarda, §S.S.J. (A 
Anne Prucha (N 
Rev. Ignatius Hanley, O.F.M., Conv. (C 
ESCANABA 

Delta County Mar. 
St. Francis HospitalA (511) 


1018 S. 13th pest 
: Fong 6-3311 
Est. 1883: Gen. 185 beds 25 bas 


+2, 5, 6, 9, 11, 13, 14, 16, 17, 34, 35, 36, 
37, 38, 41 
Sr. Mary Celine, O.S.F. (A 
Mrs, Gladys A. Emerson N} 
Rev. Kenneth Bretl (C 
FLINT 
Genesee County Lan. 
St. Joseph, HospitalaAk + © (923) 
on i 2 postage Avenue (2) 
Bae, 195 1986: pf ~~ 408 beds 80 bass 
0, 11, 12, 14, 16, 17, 18, 34, 
> 35; Ae 38, 40, 41, 50 
Sr. « Rosalind, S.S.J., M.S. (A 
Sr. Rose Helene, S. S.J. (N 
Rt. Mew Msgr. W. W. J. Flanagan (C 
GRAND RAPIDS 
Kent County G.R. 
St. Mary’s Hos ital At © (1161f) 
201 Lafa ete vy S.E. 


2 3 10, ik 12 14, 16, 17, 18, 
“a * 56 36, $3, 40, 4 , 50 

Sr. Mary Bipusien, eh M.H.A. (A 
Mrs. Betty 

Rev. Edward ner "Bielskas iG 


GRAYLING 
Crawford County 


Mercy HospitalA 

1100 ve Avenue 
Tel: Dickens 8-6851 
Est. 1910: cm Ng rem 8 bass. 
~~» 1, 2, 5, 6, 9, sO yf 
Sr. Mary Raphoel, aa B.S. 
Sr. Mary Beatrice, R.S.M., B.S. 
Rev. Timothy Kroboth 


G.R. 
(1161) 


{& 
© 





Hospitals—United States 


GROSSE POINTE 


Wayne County Det. 
Bon Secours Hos spital Ak+ (223a) 

468 Cadieux Roa 
Tel: Tuxedo 4-0400 
+ ipa; on. - beds 30 bass 

6, 9, 10, my 17, 31, 34, 35, 36, 

> 38, “as 50, 52, $3 
Sr. Mary Gertrude, C.B.S. (A 
Carole Seiderens (N 
Rev. Ugo Sordo, P.I.M.E. (C 
HAMTRAMCK 

Wayne County Det. 


4St. Francis HospitalA (525) 


3411 Evaline ry (12) 


Tel: a 2-210) 
Est. 1927 oe 120 beds 19 b 
> 1, 2, , 9; 10, 81, 14, 16.1 17, 18, 34, 36 
Sr. M. Pe sy O.S.F. (A? 
Catherine Esper (N 
Rev. Victor Kolasa (C) 
HANCOCK 

Houghton County Mar. 

St d0e310 Hospital A © (941b) 
0-210 Michigan Ave. 

Tel: 2880 
Est. 1898: oe. 115 beds 18 bass. 
> 1, 2, 6, 8, 9, 10, 11, 14, 16, 17, 18 
Sr. Rose ‘Odile, C.S.J., B.S. (A 
Sr. Mary Fabian, C.J. (N 
Rev. Paul Savageau, O. Praem. (C 
JACKSON 

Jackson County Lan. 
Mercy HospitalA > (1161f) 


524 
Tel: St. 3-2641 
Est. sta a 205 beds 40 bas 
1, oo 10, 11, 14, 16, 17, 18, 31, 


Lansing Avenue 


39, 4 240" 4% 
Sr. “+ ‘Magdeien, R.S.M. (a) 
Rev. Thomas O'Connor, C.M. (C 
KALAMAZOO 
Kalamazoo County Lan. 
(923) 


Borgess Hos ospital A + © 
1521 Gull Road 7 


Tel: Fireside 9-1581 
Est. 1889: ee 332 beds 60 b 
+1, 2, 4, 6, 9, 10, 11, 12, is eo 17, 30, 31, 
34, » 35, 5, 36, 37, 38, 35, ai, 
Mo. M. Aten, Ss. SJ. a (A 
Sr. M. ‘Benedicta, S$ SIs MA. (N 
Rev. Phillip Beaghan, G.S.C. (Cc 
LANSING’ 
Ingham County Lan. 
St. Lawrence Hospital Ax +O (1161f) 


1210 W. ge 7 3431 Street (15 


Tel: Ivanhoe 
Est. 1920: Gen. 327% 
ee “6° be bet > 77, 18, 34, 36, 
38, 39, 40, 
Sr. Mary cine R.S.M. (A 
Mrs. Jeanette Milam (N 
Rev. Roland Mullen, O.F.M. (C) 
LIVONIA 
Wayne County Det. 
St. Mary Hospital (501g) 
36475 Five Mile Road 
Tel: Garfield 7-4800 
sy Be 959: See. 180 beds 4 
» ie - i, 2 oT, 15, 16; 17, 
ae 34, 8, $5, 38, 41 


Sr. Mary Columbine, C.S.S.F., M.H. - (A 
Sr. Mary Colmeontia, C.S.S.F., "MHA (N 
Rev. Francis Tolb (C 


MANISTEE 
Manistee County G.R, 
Mercy Community HospitalA (1161f) 


13th & Vine Streets 
Tel: Pa. 3-3501 


Dunes i the City of Hamtramck and oper- 
by the Sisters of St. Francis of Our 
Lady of Lourdes, 





For Key to Symbols and Abbreviations See Page 61 


Michigan 


Be, 1889: Gen. 92 beds 10 bass. 
32 11, 14, 15, 16, 17, 18, 30, 


” 31,34, 35; 36, 38 
Sr. Mary Ida, R.S.M (A) 
1. Mary David, R.S.M. (N 
Rev. William Flannery ea 
MARQUETTE 
Marquette County Mar. 
St. Mary’s HospitalA (511) 
5th & Fisher Sts. 
Tel: Canal 6-252 
Est. 1891: Gen. 80 beds 
— 2, 5, 6, 9, 10, 11, 14, 16, os 18, 41 
Sr. M. Ronavensees, O.S.F. (A 
Sr. M. Corita, O.S.F. (N 
Rev. Ellis Zimmer (C 
MENOMINEE 
Menominee County Mar. 
St. Joseph’s-Lloyd HospitalA (511) 


1110—10th cs a 


Tel: Union F aii 
Est. Ts 2 Gen. 137 beds 
»1,2 6, 9, 10, 11, ic 76 a7, 18, 34, 35, 
Sr. M. Alacoque, O.S.F. (A 
Sr. M. Clementia, O.S.F. (N 
Msgr. George Dingfelder (C 
MONROE 
Monroe County Det. 
Mercy Hospital (923) 
718 North Macomb Street 
Tel: Cherry 1-1700 
~ 1929: Gen. 70 beds 21 bass. 
1, 6, 9, 10, 11, 14, 17, 34, 36, 38 
Pi M. Elizabeth Bernard, ss). (A 
Sr. M. Rose Anthony, $.S.J. B.S. (N 
Rev. Innocent Simon 4] ES.GJ. (C 
MT. CLEMENS 
Pg se a6 Det. 
St. Josep h Hospitala (1707) 
Pack view r+ io 
Tel: Howard 3-86 
a ee: Gen. So. beds 41 bass. 
6, 9, 10, a" a” 14, 15, 16, 17, 18, 
7 34, 55° 36, 38, 4 
i f- Ses poetic 3 a (A 
ary Cecilia, S.C, B.S. (N 
Rev . Lawrence Cavanaugh (C 
MUSKEGON 
Muskegon County G.R. 
Mercy HospitalA (1161f) 


1520 Fifth St. (17) 
Tel: Po. 6-4471 
, yi bay 175 beds 30 

, 6, 8, 9, 10, 11, 14, 2 a6, 17, 18, 31, 

*“h 755° 36, 37, 38, 41, 50 
Sr. M. Theodosia, RSM. (A 
Sr. M. Bernadette, R.S.M (N 
Rev. Marcel Kolokowski, *O.F.M. (C 


PONTIAC 
Oakland County Det. 
St. Joseph Mercy HospitalAk + 
(1161f) 


900 Woodward fpuee wi 

Tel: Federal 4-351 

Est. 1927: ~~ 333 beds 48 bass 

eS Oe eS 8, 9, 10, wy fs 12, 13, 1, 15, 
16, 17, 18, %y 34, 35, 36, 37; 38, 5 


Sr. Ma Sovlee, R.S.M., B.S. (A 
Marie Hickey (N 
Rev. Edwin Schroeder (C) 
PORT HURON 

St. Clair County Det. 
Mercy HospitalA (1161f) 

2601 Electric Ave. 
F agit Yukon 5-9531 

954: Gen. 100 beds 12 bass 

MTcer eit 14, 16, 17 18, 41 
Sr. Mary Rosella, R.S.M. (A) 
Sr. Mary Alice, R.S.M. (N 
Rev. William E. Kearns (C) 


HOSPITAL PROGRESS, 1961 
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Michigan 
SAGINAW 

Saginaw County Sag. 
St. Mary’s Hospital A+ . (1701a) 


830 So. Lang a> Avenue (16 
Tel: Pleasant 4-2411 
Gen. 243 beds 30 bi 


Est. 1874: 
+ 1d, 6, 9, 10, 11, 14, 16, ot? 18, 34, 36, 
Sr. Mary Clare, D.C., M.S. (A 
Sr. Julia, D.C., B.S. (N 
Rev. Francis A. Jurek (C 
TAWAS CITY 

Iosco County Sag. 


Tawas St. Joseph HospitalA (923) 
M-55 & Court 
Tel: Forest 2-3411 








™, Y ie i Gen, 37 be 
, G& 9, 1G, FE, va 5 pa 34, 36 
. xe " Olivia, $:S.J., (A 
M. Margaretta, SS. BS “B.S. (N 
e. a olevar (C 
WAKEFIELD 
Gogebic County Mar. 
Divine Infant HospitalA (569a) 
303 Brotherton St. 
Tel: 3511 
Est. 1926: Gen. 63 beds 10 bass. 
> 1, 2, 5, 6, 9, 10, 11, oo 38, 50 
Sr. Mary Virginette, S.S. (A) 
Sr. Mary Ernestine, S.S. (N 
Rev. Boniface Kraszewski, O.F.M. (C) 
MINNESOTA 
Archdiocese of ST. PAUL 
Rev. F. W. Curtin, Hospital Director 
Diocese of CROOKSTON 
Rev. A. Lemire, Hospital Director 
Diocese of DULUTH 
Rev. B. Scheuer, Hospital Director 
Diocese of NEW ULM 
Diocese of ST. CLOUD 
Rev. P. Riley, Hospital Director 
Diocese of WINONA 
Rev. D. J. Corcoran, Hospital Director 
HOSPITALS 


Number Number Number 


of of of 
Hospitals Beds Bassinets 





General Short Term.......... 29 4,152 605 
ALEXANDRIA 
Douglas County St.Cl. 


Our Lady of of Mercy HospitalA (555) 
Tel: Kenan 3-5151 
Est. ry ee 45 beds 10 bass. 

6, 9, 10, 11, 16, 17, i8, 32, 34, 36, 





»1,2 

41 
Sr. Mary Patrice, O.S.F. (A) 
Sr. Mary Leo, O.S.F. ( 8} 
Rev. Hugh Smyth, T.O.R. (C 
BAUDETTE 

Lake of the Woods County Ce, 
Feinity Hospital (955a) 
Ea 1950: Gen. 17° pede 7 bass. 
1, 2, 5, 6, 9, 11, 17, 50 
Sr. Jeanne Constance, C.S. A 
Sr. in Ral onsane, Cs > ix} 
Rev. ewer onroe (C) 
BRAINERD 

Crow Wing County Dul. 
St. Joseph’s Hospital A (205) 


(73. y 
Tel: Third Street 


2861 
iy 1902; tT 140 beds 22 bass. 
38, 41 


10, II, 16, 17, 18, 34, 36, 





DIRECTORY NUMBER 


Hospitals—United States 


Sr. M. Adeline, O.S.B., B.S. (A 
Mrs. Helen Page (N 
Rev. Thomas J. Spellman (C 
BRECKENRIDGE 

Wilkin County St.Cl. 
St. Francis HospitalA > (555) 

415 Oak Street, Ss aaa 
Tel: Niagara 3-558 
Est. +e Gen. pein beds 20 bass. 
> 2, 6, 8, 9, 10, 11, 14, 16, 17, 18, 34, 36, 
Sr. M: S.F. (A) 
Sr. Mary coe OS OS. F., M.S. CS} 
Rev. Roger L. Vossberg (C 
BROWERVILLE 
Todd County St.Cl. 

$«. John’ s Hospital (203) 
fo 1936: Gen. 32 hee 7 bass. 
> 1, 2, 6, 9, 11, 12, 17 
Sr. as Fidelis, OSB. (A 
Sr. M. Adeline, O.S.B. (N 
Rev. Joseph, O.S.F. (C 
CROOKSTON 

Polk County Cr. 
St. Francis HospitalA @ (203) 

Walsh St. 
Tel: Atlantic 1-2490 
Est. 19 a Gen. ie beds 20 b: 
> 1, 2, 11 16 we 30, 31, 32, 34, 

35, 36? 57, 38. %o. 4o, 
Sr. M. Charitas, O.S.B., Fort (A 
Mrs. Rosemary Henderson (N 
Rev. John O’Toole (C 
CROSBY 

Crow Wing County Dul. 
Miners Hospital (205) 

205 rir! St., S.W. 
Tel: 6-5148 
™ iy Gen. 25 beds 

» 5, 6, 9, 11, 16, 7, z 35, 36 

Pt A, Theofreda, O.S.B. (A 
Sr. Mary John, O.S.B. (N 
Rev. Joseph Cashen (C 
DETROIT LAKES 

Becker County Cr. 
St. Mary’ s HospitalA (203) 

1014 Lincoln a 
Tel: 1a 7-561 
* tt Gen. 88 beds 16 bass 

» 5, 6, 9, 10, 11, 17, 18, 40, 41 

Ps gy Bennet, O.S.B. (A) 
Rev. Oswald Johannes, O.S.B. (C 
DULUTH 

St. Louis County Dul. 
St. Mary’s HospitalA* + (205) 


407 E. 3rd Street (5) 
: Randolph 7-4551 
| si Gen. 424 beds 36 bass 
6, 9, 10, te m2, 13, 14, 16, 
* ty, "18." 32, 34, 36, 38, 39, 4 





Sr. Marybelle, O.S.B., MHA. (A) 
Sr. Mary Arthur, 0.8.6 B.S. C83 
Rev. Philibert, O.S.B. (Cc 
GRACEVILLE 

Big Stone County N.UIm 
Holy Trinity HospitalA (219a) 
me oo — Second Street 
Ea 1945: Gen. 27 beds 8 bass. 
~> 5, 6, 9, 11, 17 
Sr. M. Alice, O.S.B (A) 
Sr. M. Edburga, O.$.B., BS. (N) 
Rev. Pius Meinz, O.S.B (C) 
HASTINGS 

Dakota County Se.P. 
Salve Regina Memorial HospitalA 

(1112a) 


Nininger Rd. 


{Owned by the City of Browerville but leased 


and operated by the Sisters of St. Benedict. 





Minnesota 





Tel: 
Est, 1953: 
> i, y am 


Geneva 7-3121 

Gen. 52 beds 12 bass. 

6, 9, 10, 11, 16, 17 

Sr. M. Tabitha, S.C., B.S. (A) 
Rev. M. J. Douglas, "$.8.C. (C 


HIBBING 
St. Louis County Dul, 
Hibbing General HospitalA (205) 


2015—4th Avenue East 


Est. 1942 Gen. 162 beds 20 

> 1, 2, 4, 6, 8, 9, 10, 11, eM 14, 16, 17, 330 
31, 32, 33, 34, 35, 36, 37, 38, 39, 41, 

Sr. M. Vivian, O.S.B., M.S. yi" 

Sr. Mary David, 9.8.5. B.S. (N 

Rev. Francis A. Sede (C 


LITTLE FALLS 
Morrison County 


St. Gabriel’s Hospital A © 
2nd Street S.E. & 8th Avenue 


Tel: Medford 2-5441 
Est. 1891: Gen. 93 beds 17 bass. 
> 1, 2, 6, 9, 10, 11, 14, i, 17, 18, 34, 36, 41 
Sr. Mary Yvonne, O.S.F. (A 
Sr. Mary Cortona, O.S.F., M.S. (N 
Rev, Stephen Waldruf, T.0.R. (Cc 
MANKATO 

Blue Earth County Win. 
St. Joseph’s HospitalA @ (529a) 


325 Garden Blvd. 

Tel: 7981 

me, yd Gea. 184 beds 27 bass 

vats 13, 14, 16, 17, 18, 34, 36, 


> 3s, $35.40 40, ’ 
Sr. M. Magdalen so. (A 
Sr. M , $.8.M., B.S. (N 
oy hier’ P Bee (C 
MINNEAPOLIS 

Hennepin County St.P. 
St. Mary’s Hoobslax ts. (941c) 


2414 South Seventh Street ( 
Tel: Federal 2-811 

Est. ei gen. + he beds 85 bass. 

>1, 9, 16, 31, 13, 14, 16, 17, 
18,54” 36, 30.'39" 41 41, 50 

Sr. Rita Clare, C.S.J., B.S. (A 
Sr. Jeanne Teresa, Cay, M.A. (N 
Rev. George Eichens (C 


MOORHEAD 
Clay County Cr. 
Se, Aas ar HospitalA (555) 
$'N ith Sass 
Tele Cedar 35-6121 
Est. 1907: Gen. 123 beds 24 bass 
+ 6, 9, 10, 11, 13, ae 16, 17, 34, 36, 39, 


Sr. Mary Bernarda, O.S.F. (A) 
Sr. Mary Bartholomew, O.S.F. ( R} 
Rev. John Pichla (Cc 
NEW PRAGUE 
Scott-Le Sueur Counties St.P. 
Community Memorial Hospital (211) 
301 Second St., N.E. 
Tel: Plaza 8-4431 
Est. 1952: Gen. 39 beds 10 bass. 
> 1, 2, 5, 6, 9, 10, 17, 34 
Ss Ma Aim. os. B. (A 
M. leo, O (N 
i. MGerata yl (C 
NEW ULM 
Brown County N.Ulm 
Loretto HospitalA (701a) 


1500 N. 5th Street 
Tel: Elmwood 4-4124 
Est. 1884: Gen. 50 beds 13 bass 


> 2, 5, 6, 9, 11, 17, 18, 33. 34, 36, 38, 40, 41 
Sr. M. Nola, P.H.J.C., B.S. (A) 
Sr. M. Elinore. P. TC. B.S. (N) 
Rev. James Tekath, CPPS. (C) 
ONAMIA 

Mille Lacs County St.Cl. 








Minnesota 


ge Hospital, Inc. 
Tel: 
Gen. 28 beds 6 bass 
Bi, 1956: oft: 16, 17, 34, 35, 36 


Sr. M. Madeleva, O.S.F. (A 
Rev. Lewsence Zok, O.8.C. (03 





PARK RAPIDS 
Hubbard County Cr. 
St. hove h’s HospitalA (955a) 


tdi Avenue 


791 
S 2 beds 1 
Est 1 6510 1, 17, 28 34, 36, 41 


Sr. Ste.-Marie, C.S.J. (A) 
llanne, CS.J., BS. (N 
hg nS Baskerville a 


PERHAM 
Ottertail County St.Cl. 


emorial Pg ital 
ie Third shy, 
rele 64300 33 be 

n. 
M2 2, 5, 6, 9, 11, 17, ets 36 w 
Sr. Mary Flavien, O.S. Oy 
Sr. M Clarentia, O. + (N 
Rev, Aloysius Cook, C (C) 


RED LAKE FALLS 
Red Lake County Ce. 


St. John’s Hospital 
Tel: fipine 3-2415 
Est. : 


Gi 24 beds 
Bet, 98S OO Ft BS 50, 51s 34, 35, 36, 37, 
Sr. M. Charitas, O.S.B. (A 
Rev. Arthur Lemire (C 
ROCHESTER 
Olmstead County Win. 


St. Mary’s HospitalA > @ (523) 
1216 2nd Street, S.W. 
Tel: i 9- 
Ps sts ob =e) if, 15, 16, 
*t 148" 31, if 3%, 36, 37, 39, 46, 4 


S "0 Brigh, *- F, (A) 
sr. cM. Julie °O (N) 
Wy Sie & 
"> } Aho Murtagh (C) 
ST. CLOUD 
Stearns County St.Cl. 


St. Cloud Hospital A © (211) 
1406—6th Avenue, N. 

Tel: Blackburn 1-2700 

Est. 1885: Gen. 300 beds 45 bas: 

> 1, 2, 6, fy 3 10, 11, 13, 14, 16, 17, 18, 34, 


Sr. M. Jameen, O.S.B., M.S. ‘§} 
Mrs. Lena Hagen (N 
Rev. Patrick Riley (C 
ST. PAUL 
Ramsey County St.P. 
St. Joseph’ s Hosphel Akt (941c) 
W. Exchange Street ( 


Tel: Ca ical 2-2861 
Est, 1853: Gen. 410 beds 78 bas: 
11, 8 14, 16, 17, 18, 34, 

“2 236° 38, 39, 40, 4 50 


Sr. Marie by Paul, oe M.S. (A 
Sr. Mary A Srlen, CSI “MS. (N 
Rev. Frank Fee (C 
SAUK CENTRE 
Stearns County St.Cl 
St. Micheel’s Hospital a (555) 
North Elm 


Tel: Elmwood 5.2221 


> 1, 2, 5, 6, 9, 10, 11, 


e. . Meer pramgetion, oO. . F. (A) 
. Gauth (C) 


Owned by Onamia Hospital, Inc. and oper- 
ated by the Franciscan Sisters of the Immacu- 
late Conception 

Owned by the ‘Memorial Hospital Association 
of Perham and operated by the Franciscan 
Sisters of the Immaculate Conception. 


Hospitals—United States 


SHAKOPEE 

Scott County St.P. 
Se, Fonacte He Hospital (502a) 
fg 155 byline 1 1- 1.2322 
7 1338 9, 11, 17, 3 53, evn "35, 36, 41, 50 
Sr. M. Paschalia, O.S.F. (A 
Rev. Charles Bauer, C.PP.S. (C 
WABASHA 

Wabasha County Wia. 
St. __ Elizabeth's Hospital (529a) 


venue 
Tel: Campbell AN 5- a 
Est. 1898: 


Gen. 45 beds 10 bass. 
+ 6, 9, 10, 11, ik 16, 1; 32, 33, 34, 36, 50 


Sr. Mary Blanche, S.S.M. (A 
Sr. Mary Elisabethina, S.S.M. (N 
Rev. David J. Ryszka (C 
WINSTEAD 

McLeod County N.Ulm 
4St. Mary’ s , Hospital & Home (218) 
Tel: 485-2 


Est. ies: Gen. 27 beds 1 








+1, 2, 5, 6, 9, 10, 11, rd 3. 34, 35, a? ho 

Sr. M. Accum ta, O.S.B., B.S. 

Rev. Frederick Thissen ‘e 
MISSISSIPPI 


Diocese of NATCHEZ-JACKSON 
Rev. E. E. Michelin, Hospital Director 


HOSPITALS 
Number Number Number 


0. 0, 0, 
Hospitals Beds Bassinets 





General Short Term.......... 3 341 66 
JACKSON 
Hinds County Nat. 
St. Dominic-Jackson Memorial 
Hospital A } (416) 


‘ "141 beds 25 bass 
+i, 2, 6, 8, 9, 10, 11, 14, 17, 18, 34, 35, 36, 


Sr. Rita Rose, O.P., M.A. (A 
Sr. Maura, O.P., M.A. (N 
Rev. John’ , OR Curran, O.P. (C 
MERIDIAN 

Lauderdale County Nat. 
St. oseph Hospital (569c) 
= ; 06—12 

el: 


2-31 
Est. 1945: Gen. 40 beds 11 bass. 
> 1, 2, 5, 6, 9, 10, 11, 17 


Sr. Mary Mar x S. S543) MS. (A 
Sr. Mary Mark, (N 
Rev. John ally (C 
VICKSBURG 

Warren County Nat. 
Mercy Hospital—Street 

Memorial A+ © (1161g) 


100 McAuley Drive 
Tel: 6-2121 








Est. 1943: oe 160 beds 30 bi 
+~1,2 9, 10, 11, 14, 16, ay, 18, 34, 36, 
37, 38° ii 
Sr. M. BBdegnete, R.S.M., . (A 
Sr. M. Andrew, R.S.M., B. (N 
Rev. Patrick Meyer, rod i (C 
MISSOURI 


Archdiocese of ST. LOUIS 
Rev. J. B. Winter, Hocpital Director 


Diocese of JEFFERSON CITY 


Diocese of KANSAS CITY-ST. JOSEPH 
B. J. Koenig, Hospital Director 





«Owned by St. Mary’s Hospital & Home, pe. 
and operated iy ce Sisters of St. Benedict. 


For Key to Symbols and Abbreviations See Page 61 





Missouri 


Diocese of 
SPRINGFIELD-CAPE GIRARDEAU 
Rev. W. G. Ellinger, Hospital Director 


HOSPITALS 
Number Number Number 


0 of 0, 
Hospitals Beds Bassinets 


General Short Term.......... 26 4,793 808 
Special Short Term: 
Podiatric. .......ccccscece 1 121 —- 
Special Long Term: 
eso ‘ree, 








BOONVILLE 
Cooper County J.C. 


St. Jose sph Hospital a (209) 


East 
Tel: Tuxedo 2- Stet 
Est. 1905: a 86 beds 


1, 2, 4, 5, 6, 9, 10, il, SEY 36, 50 


fe. a. Columba, O.S.B., B.A. (A) 
Christine, O.S.B.. (N 
ia "hee Freemeyer, O.S.B. (ce) 
CAPE GIRARDEAU 
Cape Girardeau County S.C.G, 
St. Francis HospitalA (561a) 
825 Hope Street 
Tel: be 7 mad 5-3375 
i 3 2, 5, area Ue i, “16, 17, 18, 32 
> 
4, 35," 36 3, ey 41, 50, 52 , 
Sr. es Barbara, O.S.F. (A 
Sr. M. Venantia, O.S.F. in} 
Rev. j. E. Moddi, C.M. (C) 
HANNIBAL 
Marion County RC. 


St. Elizabeth HospitalA 
109 Vir; ~~ Avenue 

Tel: Acac y 0-0414 

Ese. 1915 pg 170 beds 30 bas: 

~ 1, 2, a 6, 8, 9, 10, ¢* 16, 17, 18, 31, 34, 
35, 36, 38, 39, 40, 


(507) 


Sr. ~ Anthony, O.S. 4, (A 
Sr. M. Gemma, O.S.F, (N 
Rev. Joseph Busald (C 
IRONTON 
Iron County S.C.G. 
Arcadia Valley Hospital St. Mary of the 
Ozark (531) 


Zarks 
315 W. Russell fe. 
Tel: Ironton No. 
Est. 1934: Gen. 42 beds 18 bass. 
> 6, 9, 14, 17, 34, 36 


Sr. Mary Pancratia, S.S.M. (8 
Rev. Joseph Grabrain, O.S.M. (C 
JEFFERSON CITY 

Cole County j.C. 


St. Mary’s HospitalA (531) 
505 Bolivar Street 
a! 6-6151 
=, ey Gen. 110 beds 15 b 
2, 6, 9, 10, 11, 14, 16, 17,3 34, 35, 36, 40, 


Sr. ae Marie, S.S.M., M.S. (A) 
JOPLIN 
Jasper County S.C.G. 


St. John’s Hospital A © (1161e) 


Est. 3 beds 30 bass 
— 2, 6, 8 2 10, 11, 14, 16, 17, 18, 31, 34, 35, 


Sr. Mary Austin, R.S.M. (A 


Sr. M: ita, R.S.M. (N 
Eee. BW Harter (C) 
KANSAS CITY 

Jackson County K.C. 
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Missouri 
Queen of the World Hospitala 
(1119) 
3210 E. 2304 St. (27) 
Tel: Speeenye -909 
Est. 1955: 100 beds 20 bass 
»1, 2, 6, 0, 11, 12, 14, 16, 17, 34, 36, 
38, 41, 50" 
Sr. Madeline Maria, O.P. (A 
Sr. M. John Christine, O.P. (N 
Rev. James Pender, OP. (C 
: St. josnhe Ho iawerd Bind (8) (941b) 
Tel: Wabash. 11900 
Est. ere Gen, 318, beds 38 b: 
> 1, 2, 6, o, 7 FO , 11, 14, 16, Ty, 18, 34, 35, 
Sr. Michaela Marie, C.S. S, (A) 
Sr. Rose Helene, C.S.J., (N 
Rev. Francis A. Weir (3 


aire Horpial Akt # 


(531) 


75 bass. 
4 6, 8 8, 9, 10, 11, Ps 14, 16, 17, 18, 34, 36, 


38, 39, 46, 41 
Sr. Mary Seraphia, S.S.M. (A) 
Sr. Mary Theon, M., M.S. (N) 
Rev. Vincent Lovett (C) 
MARCELINE 

Linn County 5c 
St. Francis Hospital (522) 

107 E. Howell apens 


Tel: Chapel 6-3522 
Est. 194 x 


. r] Gen. 30 beds 8 
36,31, » 25 4G, Ti, T7, is. bee. 31, 32, 34, 35, 
2 BE, Selabolda, OS. (A) 
er M. Assunta, O.S.F. (N) 
Rev, Frederick McEvoy (C) 
MARYVILLE 
Nodaway County K.C. 
St. Francis HospitalA (507) 
614 E, 1st Street 
Tel: 2-2176 
Est. 1895: Gen. 95 beds 20 bass 
ek 5, 6 9, 1G 1%, 36, 17, 18, 31, 34, 35, 
36, 38 
Sr. M. Ursula, O.S.F. (A) 
Rev. Leo Gales, O.S.B. (C) 
MONETT 
Barry County S.C.G. 
St. Vincent’s Hospital (1711) 
801 Lincoln Avenue 
Tel: re 5-3144 
Est. 1944: Gen. 45 beds 
io CoS 10 tri 3455, 38 
Sr. Mary Clement, V.S.C., M.S. (A) 
Rev. Francis Zimmerer, O.S.B. (C) 
MOUNTAIN VIEW 
Howell County 8.C.G 
St. Francis Mountain View Memorial 
Hospita (535) 


6 
t. : . 25 beds 
+ 2, 5, 6, 9, 10, 11, 1. 34, 40, “41, 50 


fe. MM. Cornelia, D.S.F. (A) 
M. Alphonse, D.S.F. (N 
Rex! Ronald Tiffenbrunn te 
ST. CHARLES 
St. Charles County St.L. 
St. Joseph’s Hospital 1 
vat Chay $ Street oan aids 
Randolph 4-2810 
_ : n. 110 beds 24 bass. 
7* 9, 10, 11, 14, 17, 18, 34, 36 
Mary Seb , S.S.M., B.S. A 
Rev. W Wn ® TE e3 
ST. JOSEPH 
Buchanan County K.C. 
St. Joseph’s Hospital Ax (1701b) 


923 Powell Street (19) 


Hospitals—United States 


Tel: Adams 4-2801 


a 1994: Gen. 143 beds 2 
2, 6, 9, 10, 11, 14, 17, at “34, 35, 36 
Sr. a erite, D.C., B.S. (A) 
St. Marilynn, D.C., B.S. (N) 
Rev. Matthew Heymann, O.S.B. (C) 
ST. LOUIS StL. 


Alexian Brothers Hiespleel ds (M.1a) 


3933 Ss. pect 1050. (18) 


Est. 

> 1, 2, 9° 10°41 li, 12, 13, 14, 16, 17, 
18, 36 39, 41, 50, 55 

Bro. Matthew, C.F.A. (A) 

Charles Hoff (N 

Rev. Jerome Hoepf, C.Pp.S. (C 


¢Cardinal Glennon Memorial 
Hospital for Childrena QO 
1465 S. Grand Blvd. (4) 

Tel: Mohawk 4-7222 

rg Igoe Ped. 121 beds 

6, 9, 10, 11, 12, 13, 14, 15, 16, 17, 

” 35, are 41, 50, 53, 54, 


(531) 


Sr. Mary Felicia, S.S.M., > Ss. (A 
Sr. Mary Noreen, S.S.M., M.S. (N 
Rt. Rev. Msgr. John W. Miller (C 


De Paul HospitalA & + © (1701b) 
2415 N. eww Blvd. (13) 

Fg Forest 7-2800 
sy oe 730 beds 60 


i, Ws 1, 9, 10, ti 12, 13, 14, 16, 
18: > $i, 44° 35, 36, 38, 40, 41, 50, 52, 

Sr. Mary Rose, D.C. (A 

Sr. Ellise, De. M.S. (N 

Rev. Edward D. Roche, C.M. (C 

Incarnate Word Hospital & (803c) 

1640 S, Grand a= (4) 

Tel: Mohawk 4-6 

Est. 1933: Gen. 9 ‘beds 26 bass. 

> 2, 6, 7, 9, 10, 11, 14, 17 

Mo. Theresa CCV. » M.H.A. (A) 

Mrs. Mary Hoffman (N) 

Rev. Francis F. Holterman (C) 

St. Anthony’s Howl Ato (56la) 


3520 Chippewa Street (18 
Tel: Townsend 5-1100 
me, se: Se. = beds 6 
10, Ht, ta 14, 16, 17, 18, 
” 30, 4e" 38, 36, *47%s 38, 4 


Sr. M. Joanette, O.S.F. Bor {A} 
Sr. M. Pulcheria, O.S.F., B.S. (N 


Rev. Clement Leahy, O.E.M. (C) 


St. John’s Hospital Ax +01 © (1161g) 
307 S. Recilg Avenue (10) 
Tel: Forest 1-0600 
| ae Gen. A beds 5 
, 8, 9, Bi, 32 ? ats, 16, 17, 18, 
“— 35, 36, 38, 0, 41, 0 


Sr. Mary Bove, RSM. M.A. (A) 
Sr. Mary Edgar, R.S.M. (N) 
Rev. Anthony Rochel, S.J. (C) 


St. Joseph’s Howl, (941b) 
525 Couch Ave. ee 

Tel: Yorktown 5-25 

Est. 1934! Gen. 150 _o 24 bass 

~ 1.48 “f° » 9, 10, 11, 14, 15, 16, 17, 18, 34, 35, 


Sr. Margaret Algcogue, | ‘7 S.J., B.S. (A) 
Sr. Margaret, C “/ (N) 
Rev. Norbert E. bhi (C) 


St. Louis University Hospital Group 
1) ¢€Firmin Desloge HospitalAx*k +O 


531) 
1325 S. Grand Boulevard (4) 
pels Prospect 1- 
1933: Gen. 253 beds 37 bass. 





¢Owned by the Archdiocese of St. Louis and 
operated by the Sisters of St. Mary. 

Owned by St. Louis University with the de- 
partments of nursing, dietary, medical rec- 
ords, x-ray and physical therapy supervised 
by the Sisters of St. Mary 

OSt. Louis University School of Medicine, St. 

Louis, Missouri. 


10, 11, 12, 13, 14, , 16, 


7 1 8 $i, "58 35, 38, 41, 50, 52, 53, 54, 55 
John B. Warner, Jr., M.H.A. (A 
Sr. Mary Gerald, $.S.M. (S} 


Rev. R. Connally, S.J. (C 


2) Mt. St. Rose Hospital Ak +0 (531) 


Est. : Chr.-Conv. 110 beds 

— 2, 4, 6, 9, 10, 11, 3, * 17, 41, 42 

Sr. Mary Bernardine, S.S.M. (A 
Sr. Mary Leonette, g. M., M.Ed. (N 


Rev. Martin Phelan (C 


3) St. Mary’s Hospi ak +0 (531) 
6420 Clayton Road (1 
= Missi: 1600 
sy iY 500 beds 100 bass. 
9, 10, 11, 13, 14, 15, 16, 17, 18, 
> 34, ath 38, 39, 40, 41, 54, 55 


Sr. Mary Francis Clare, mek (A) 

St. Mary Emeline, 8.8. M., M (N } 

Rev. Francis A. Muellner (C 

St. Mary’s InfirmaryA (531) 
1536 Papin Street (3) 


Tel: Chestnut 1-4390 
Est. 1877: Gen. 126 beds 38 bass. 
— 1, 2, 6, 9, 10, 11, 14, 16, 17, 18, 34, 40, 41 


Sr. Mary Margarice, S.S.M., B.S. (A) 
Clara Y mg (N 
Rev. Dean ime (C 
St. Vincent’s HospitalA Me 
7301 St. Charles nook Road 
Tel: Parkview 6-27 
Est. yy Psych. 150 be 
— 2, 4, 6, 9, 10, 11, 12, 3, 17, 30 
Sr. tolieee, D.C., M.S. (A) 
Sr. Charlene, D.C., M M.S. (N 
Rev. Joseph E, McIntyre, C.M. (C) 
SPRINGFIELD 
Greene County S.C.G. 
St. John’s HospitalA + © (1161g) 


1235 E. Cherokee 
Tel: University 4-3553 
Be, 1890: 7? 370 bg 30 
> & on ig ts 1. “14, 16, 37, 26, 


2, 6, 
” 3, 36, 38, 40, 4 








Sr. M Ch at 4 S.M., B.S. (A 
Sr. Mary fenhrasie, R.S.M., B.S. (N 
Rev. William Bresnahan, O. ‘$.B. (C 
WASHINGTON 
Franklin County St.L. 
St. Francis HospitalA (519a) 
812 E. Fifth Se. 
Ba Saee Gacn 125 beds 2 
ai, 2, 6,9, 10, 11, 14, 16, 4 234, 36 
Sr. M. Lenore, O.S.F., B.A. (A 
Mrs. Marilyn ‘Muench (N 
Rev. Walter Mangien, O.F.M. (C 
MONTANA 


Diocese of GREAT FALLS 
Rev. John Michelotti, Hospital Director 








Diocese <* HELENA 
Rt. Rev. Msgr. . Harrington 
Hospital Pb ector 
HOSPITALS 
Number Number Number 
of of 
U, pit J, Beds R, juste 
General Short Term.......... 15 1,656 247 
ANACONDA 
Deer Lodge County Hel, 
St. Ann’s Hospital A (1001) 
600 th, 


bg Ri Es 3.5262 
vs 100 beds 1 
4, 9, 10, “1, 14, 16, i? "34, 36, 38, 41, 


OSt. Louis _Univgecley School of Medicine, St. 


Louis, Missour 


For Key to Symbols and Abbreviations See Page 61 


DIRECTORY NUMBER 


85 





Montana 
Sr. Marie Celeste, S.C.L. (A) 
Dorothy Spelman (N 
Rev. Wm. Curran (C) 
BILLINGS 

Yellowstone County G.F. 
St. Vincent’s HospitalA (1001) 


2915—12th Ave., North 
Tel: Alpine 2-2121 
“+ i ae. og’ beds 25 bass 
10, 11, 13, 14, 16, 17, 18, 
¥4, 58 36, o8, 49, 41, $0 


Sr. Concepta, S.C.L. (A) 
Sr. Therese Martin, S.C.L. (N) 
Rev. John Gilhooley (C) 
BUTTE 

Silver Bow County Hel, 
St. James HospitalaA* (1001) 


— Butte Community Memorial 


tal) 

sine’ me "idche Sts. 
Tel: 2-1281 
Est. 1881: Gen. 260 beds 30 bass. 
+1, 2, 

38, 41 
Sr. Ann Sateces, S.C.L., B.S. (A) 
Sr. Mary Vianney, S.C.L., B.S. (N) 
Rev. James P. Gannon & 

Rev. James Alyward (C) 


1,50, 52° 


CONRAD 

Pondera County Hel. 
St. Mary’s Hospital A 
Tel: Crestwood 8-3211 


Est. 1927: Gen. 50 beds 10 bass. 
+ 1, 2, 5, 6, 9, 10, 11, 17, 34, 36 


Sr. M. Catherine, O.P. ( 
Rt. Rev. Msgr. H. Weber ( 


DEER LODGE 
Powell County Hel. 


St. Joseph’s Hospital A 
ey St. & St. Mary 


Tel: 33 

Est. 1873: Gen. +4 heds 7 bass. 

~ 2, 5, 6, 9, 10, 

Sr. Ma ani ha ‘*23. (a) 
Rev. John Delane (C 


FORT BENTON 
Chouteau County G.F. 


St. Clare Hospital (1317b) 
1502 Chouteau St. 

Tel: 580 

Est. 1886: Gen. 38 beds 6 bass. 

> 2, 6, 9, 10, 17, 34, 50 

Sr. Charles Herve, F.C.S.P. 

Rev. Martin Whalen 


a> 


GREAT FALLS 
Cascade County G.F. 


Columbus HospitalA © (1317b) 


b 
6, ya aD, oi, 1d, 16, 18, 
3, 364 36, 38, 
Sr. Peter Saever : 4 S.P., M.H.A. ( 
Ruth Fie ( 
Rev. Jobs *Michelotti (C 


HAVRE : 
Hill County G.F. 


Sacred Heart HospitalA (545c) 
900—4th Street 
Tel: 5-4311 
~ Lew Gen. 96 beds 20 bas: 
eh Dy Ti, 14 (“s - 34, "36, 38, 41, 50 


are he ad O.S.E., (A) 


r. M. Antoinette OSE: B.S (N) 
Rev, Maurice A. Meagher, S.J. (C) 
HELENA 

Lewis & Clark County Hel. 
St. ,Jone's E s HospitalA (1001) 
Ewing 


Tel: Hickory 2-1210 


11, 14. 16, 17, 18,34, 36, 





Hospitals—United States 


9 | oe: Gen. 85 beds 10 bass. 
a» &. B40, Ti, 27, 34 


ne gt ae, Alexine, S.C.L. (A) 
Sr. Michael Theresa, S.C.L. (N) 
Rev. Emmett J. Kelly (C) 
KALISPELL 
Flathead County Hel. 
Kalispell General HospitalA (1129) 
723 Fifth Avenue, East 
Tel: Skyline 6-5038 
Est. 1911: Gen. 87 beds 16 bass. 
-~» 1, 2, 6, 9, 10, 11, 14, 17,.34, 36 
Sr. Mary Barbara, R.S.M., M.S. (A) 
Rev. John M. Morrissette (C) 
LEWISTOWN 
Fergus County G.F. 
St.  somenh's B Hospital A @ (900a ) 


Tel: Keystone 8'5461 
Est. 1903: Gen. 75 beds 12 bass. 
11, 14, 17, 18,. 32, 33, 34, 


| ? > ’ , 


36, 41, 50 
a, v4 Therese Monica, F.J., M.S. {A} 
Michel, F.J., M.S. (N 
a hike Haligowski (C) 
MILES CITY 
Custer County G.F. 
Holy Rosary, Hospital (1309) 


2101 Clark 

Tel: edie 3-3540 

Est 1910: Gen. 135 beds 15 bass. 

+ 1, 2, 4, 6, 9, 10 a8 tte 16, 17, 18, 30, 31, 
33, 34, 36, 38, 41, 


Mo. M. Raphael, nan (4) 
Rev. George Coyan (C 
MISSOULA 

Missoula County Hel. 


St. Patrick HospitalA © (1317b) 
500 W. eater 
Tel: Lincoln 3-7271 
Be, 1873: hon 225 beds 30 bi 
» 4, 6 8.9, 11, 14, 26, 17, “18, 33, 34, 35, 
36. 37; 38, 41, 50, 55 


Sr. Amedee Marie, F.C.S.P (A) 
Sr. Peter of Alcantara, F. CS. P., BS. (N) 
Rev. Thomas W. Conran (C) 
POLSON 

Lake County Hel. 
St. Joseph HospitalA (907c) 
wel Brads Drive 
me, TT Gen. 40 beds 8 bass. 

6, 9,*10, 11, 17, 50 

Sr. ay Pott R.HS.. (A 
Sr. Se. Bernard, R.H. ‘J. (N 
Rev. John J. O’Kennedy (C) 
ST. IGNATIUS 

Lake County Hel. 
Holy Family Hospital (1317b) 


Mission Drive 


~ 6, 9, 14, 17, 30, 31, O° pe 35, 36, 50 








Sr. Joseph Arthur, F.C.S.P, (A) 
Sr. Julian of Egypt, F.C.S.P. (N) 
Rev. Louis J. Taelman, S.J. (C) 
NEBRASKA 
Archdiocese of OMAHA 


Rev. V. L. Decker, S.J., Hospital Director 
Diocese of GRAND ISLAND 
Rev. Carl J. Hollie, Hospital Director 
Diocese of LINCOLN 
Rev. M. G. DeWitt, Hospital Director 


HOSPITALS 
Number Number Number 
of of of 
UW, p Stal, Beds D. ° 4. 


General Short Term.......... 20 2,171 358 











Nebraska 
ALLIANCE 
Box Butte County G1. 
Se. Joseph's s Hospital A (545b) 
Tel: 1000 
Est. 1911: Gen. 85 beds 10 bass. 
> 1, 2, 5, 6, 9, 11, 14, 16, 17, 41 
Mo. M. Patrice, O.S.F. (A) 
Rev. Robert Krystosek (C) 
ATKINSON 
Holt County Om. 
Atkinsen Memorial Hospital (563) 
e 


16 
~ 1952: Gen. 17 beds 8 bass. 
» 0) Dy 17, B15 :32— SM 35s 20s. 38 


ped —. Antonita, O.S.F. (A) 
Rev. R. J. Parr (C) 
COLUMBUS 
Platte County Om. 
Se, Ms Mary sch se (517b) 
518— 
Tel: Lo. 43319 


Est. 1878: 110 beds 16 a 
— 2, 6, 9, 10, 11, 14, 17, 34, 


Sr. M. Getulia, O.S.F. (A) 
Rev. Oswin Kemner, O.F.M. (C) 


GRAND ISLAND 
Hall County G.I. 


Se. Francis HospitalA © (517b) 
310 W. Charles St. 

Tel: _ pont 2-2780 

Est. 1886: Gen. 178 beds 17 bas 

> 12,6 i 3, 9, 50, 11, 14, 16, 17, 18, 33, 34,. 35, 


. 





Sr. M. Ambrosiana, O.S.F. (A) 
Sr. M. Hugolina, O.S.F. (N) 
Rev. James A. Naughton (C) 
KEARNEY 

Buffalo County G.L. 
Good Samaritan Hospital (517b) 


Central Ave. & 31st St. 
Tel: Cedar 7-2291 
- ae Gen. 90 beds 12 bass. 
5 ip By WD» U1, 34, 17, 34, 36, 41, oy 
Sr. pe Louis, O.S.F., M.S. 
Rev. John Cook 


Or 
~~ 


LINCOLN 
Lancaster County Lin. 


St. Elizabeth 5 yaciaey (517b) 
1145 South Se 
Tel: Grover 7-4431 
a 1889: ry og beds 43 bass. 
2,. Gs 11, 14, 16, 17, 18, 31, 34, 
7 55, 36, 38, 4 0% 


Mo. M. Asella, 4 S.F, (A) 
M. "Gerharda, O.S.F., M.S. (N) 
Rt. Rev. Msgr. Clarence Riordon (C) 


LOUP CITY 
Sherman County G.L 


Sacred Heart HospitalA (569b) 
626 N Street 


Tel: 96 

Est. Y ter Re 27 pods oe pm. 

> 1, 2, » 6, 9, 10, 

Sr. M. jae ad Ny (A) 
Sr. M. Eunice, S.S.J. (N) 


LYNCH 
Boyd County Om. 


Sacred Heart Hospital 
Tel: Locust 9-2451 
Est. 1924: Gen. 25 beds 8 bass. 

> 5, 6, 9, 10, 11, 17, 34, 36, 50 

Sr. M. Fridberta, O.S.B. (A) 
Sr. M. Ymara, O.S.B. (N) 
Rev. Charles Kamber (C) 


MC COOK 
Redwillow County Lia. 


OCreighton Soleonlg School of Medicine, 


Omaha, Nebras 


For Key to Symbols and Abbreviations See Page 61 
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Nebraska 
St. Catherine of Sienna Hospital (411) 
1206 ©. 4th St. 
a 1500 
Est. 1921: Gen. 93 beds 24 bass. 
1, 2, 6, 9, 10, 11, 14, 17 
Sr. M. Frieda oF : (A 
Sr, M. Rachel, O (N 
Rev. Thomas ‘3: "lee, OMI. (C 


NEBRASKA CITY 
Otoe County Lin. 


$t. Mary’s Hospital A (507) 
“= St. & 3rd Ave. 


Tel: 6 

Est. 19273 Gon © beds 15 bass 
~ 2, 3, 17% 10, 11, 16, 17, 18, 32, 
34, 35° "36 36, fas 50 


Sr. M. Anastasia, OSE. , (A 
Rev. Daniel J. Pohl «€ 
NELIGH 

Antelope County Om. 
qAntelope Memesial Hospital (303) 
Tel: Turner 7-417 
Est. 1952: Gen. 0 beds 10 bass. 
> 2, 5, 6, 9, 10, 11, 17 
Sr. s Gerald, Read Me (A 
Sr. M. Dolorita, S.S. c., (N 
Rev. Paul Diczky (C 
NORFOLK 

Madison County Om. 


Our Lady of Lourdes HospitalA (219a) 
1500 Lea Peg 27 Ave. 

Tel: Frontier 3402 

Est. 1935: Gen. 70 beds 18 bass. 

»2, 5, 6, 9, 10, 11, 17, 34, 41 


Sr. M. Sebalda, O.S.B. (A 
St. M. Gertrudis, O.S.B (N 
Rev. Isidore Diebold, O.S.B. (C 


NORTH PLATTE 


Lincoln County G.L. 
St. Mary Hospital A (525) 
200 S. Silber 
Tel: Lenox 2-51 


36 
Est. 1998+ Gen. 55 beds 10 b 
> 1, 2, 5, 6, 9, 10, 11, 16, 17,2 34, 35, 36 


Sr. M. Anselma, O.S.F., B.S. (A 
Sr. M. DePaul, O.S.E.," B.S. (N 
Rev. James Morning (C 
OMAHA 
Douglas County Om. 
Creighton Memorial St. Joseph’s 
Dosen Se oo (517b) 
2305 S. 10th St. ay 
Tel: 342-6 
ns 1870: Gen. * beds Ke! bans. 
ee 7x Ss jo bay 29, 14, 35, 
"16, i7, 18, $4 35, 36, va 38, 39, 41 
Sr. M. Crescentia, fi S.F, (A 
Sr. M. Martha, O.S. MS. (N 
Rev. John J. O’Brie 
Rev. Joachim ede, O.F.M. (C) 


St. Catherine’s Hospital Ax © (1161e) 
Forest Ave. & Ninth St. (8) 

Tel: 2-6477 

Est, ey Gen 200 beds 4 

»2, 4 f & 9, 10, 11, 14, 1 a7, 18, 34, 36, 


fe. M. ohn, R.S.M., M.A. (A 
St. Mary ‘oho. B. R.S.M., M.S. (N 
Rev. Thomas Carmody (C 
O’NEILL 
Holt County Om. 
St. Anthony’s Hospital (545b) 
cond & Adams 
be 596 
1952: Gee, 38 beds 8 bass. 
+5, 6, 9, 11, 17, 50 
te Mame gF in 
tha, O.S,F. 
Rev. Karel ecess (C 


(Owned by the Antelope Memorial Hospital 
speciation, | Inc. and operated by the Sisters 


im 
OCreighton University School of Medicine, 
ha, Nebraska. 


DIRECTORY NUMBER 


Hospitals—United States 


OSMOND 
Pierce County Om. 
Se. Joseph Hospital (404) 
Est “1945: Gen. 25 beds 8 bass. 
> 5, 9, 15, 17, 32, 34, 36, 50 
Se. M. Jenpeoeing, O.P, (A 
M. Casimir, O.P. (N 
Rev William Lordemann (C 
SCOTTSBLUFF 
Scotts Bluff County G.I, 
St. Mary HospitalA (545b) 


36th & Avenue D 


Tel: Melrose 2-4 
Est. 1945: Gen. age beds 20 bass. 
~> 1, 2, 4, 6, 9, 0, 11, 14, 16, 17, 18, 32, 34, 
36, Sg 39, a 54, 55 
Mo. Agnerias, OS. F., M.A. (A 
Rev. ¢ J. Hollie (C 
SPALDING 
Greeley County G.I, 
St. John Hospital (411) 
Tel: 242 
Est. 1344s Gen. 23 beds 8 bass. 
> 5, , 17, 50 
Sr. ie Lucinda, O.P. (A) 
WEST POINT 
Cuming County Om. 
Memorial HospitalA (551) 


430 N. beg y # St. 
Tel: Drake 2-240 
=. 1950: Gen. 3 beds 15 
» 6,9 », YY 14, 15, ie “T7, 18, 31, 32, 
“h 35. 36 , 40, 50 








oe. Pontes Mari, O.S.F. (A 

Sr. M. Myron, O.S.F. (N 

Msgr. Joseph hous (C 
NEVADA 


Diocese of RENO 
Very Rev. Msgr. D. F. Carmody, 
Hospital Director 
HOSPITALS 

Number Number Number 

of of of 
Hospitals Beds Bassinets 

General Short Term.......... 2 207 38 





HENDERSON 
Clark County 
Rose de Lima ae 


Tel: Frontier 2- ram 
Est. 1947: oa "5 


Reno 


(427) 


5 bas 
bo iy 14, “5, 17, 31, 34, 


~ 1, 2, 3, 5, 6, 

35, 36, 38, 40. a, 50, 5 
Sr. Helen Margaret, O.P. (A 
Sr. Ellen ‘4 anie, O.P. (N 
Rev. John Smii ith (C 
RENO 

Washoe County Reno 
St. Mary’s Hospital A (415) 

235 West 6th serene 


Tel: Fairview 2-9. 
me, eg Gen, 43 ‘eds 23 bass 
10, ‘+, 16, 17, 18, 30, 31, 32, 
3s, 43. 36, 38. 39, 41 


Sr. M. Sera hine. OP. (A 
Sr. M. Noel, O.P., B.S (N 
Rev. Leo E. McFadden (C 








NEW HAMPSHIRE 


Diocese of MANCHESTER 
Very Rev. Msgr. J. R. McGreal 
Hospital irector 
HOSPITALS 
Number Number Number 
of of of 
Hospitals Beds Bassinets 
General Short Term.......... 4 472 88 





Owned the Community of Osmond and 
pees Me by the Sisters 4 St. Dominic. 











New Jersey 

BERLIN 
Coos County Man. 
St. Louis HospitalA > (605) 


324 School Street 
200 
105: ors 134 beds 


. 19 4 bass. 

a y My 3 6, 9, 10, 11, Me 17, 18, 33, 41, 

50, 52, 5, 55 
Mo. Lachapelle, s.g.s.h. (A 
Sr. Couture, s.g.s.h. (N 
Rev. Bernard Giahicen (C 
MANCHESTER 

Hillsborough County Man. 
Notre Dame de Lourdes 

Hospital (605) 


337 Notre Dame Avenue 
Tel: National 5- oe 
Est. gi ere 8 beds 24 b 





7h y 3 10, 11 pa “iS, 16, 17, 18, 
1753" $s, 143 36, 38, 41, 50, 5 

on St. Theophane, nee (A 

Sr. Mathieu, s.g.8.h., B (N 

Rev. Odoric seni” ie: (C 


Sacred Heart Hospital, Inc.A© (1139) 
200 Hanover Street 
Tel: National 7-7631 
Be, 1992; oe 150 beds 30 bass. 
ie 10, 11, 14, 16, 17, 18, 34, 
~ 3s, me 37, 38, 40, 41, $2 


Mo. Mary Callista, R.S.M., B.S. (A 
Sr. Mary Sebastian, R.S.M., B.S. (N 
Rev. Joseph Fennesey (C 
NASHUA 
Hillsborough County Man. 
St. oseph’ s HospitalA > (603a) 
170 Kinsley com 


Tel: Tuxedo 3-7723 
Est. sw Gen. 100 beds 2 
=> 2, 5, 6 9 3G, 11, 34, 13° is 34, 36, 38, 50 








Se. Weems Lanfest, s.g.m. (A 

Sr. Jeanne Beaulieu, s.g.m. (N 

Rev. Robert Paradis, O.M.I. (C 
NEW JERSEY 


Archdiocese of Lig temnny 
Rt. Rev. Msgr. T. roy 
Rev. Harrold A. Murray, ape irectors 
Diocese of CAMDEN 
Rt. Rev. Msgr. A. W. Jess 
Hospital Director 
Diocese of PATTERSON 
Rt. Rev. Msgr. Bi J. Shanley 
Hospital Director 
Diocese of TRENTON 


Rev. Joseph A. O’Connor 
ospital Director 





HOSPITALS 
Number Number Number 
of 0) of 
Hospitals Beds Bassinets 
General Short Term........... 17 4,034 642 
CAMDEN 
Camden County Cam. 
Our Lady of Lourdes HospitalAk+ © 
(503) 


1600 Haddon Ave. (3) 
Tel: Woodlawn 3-4300 
a, iS iy 3 300 beds 
0's i, tie OP “4, 16, 17, 18, 


“i 56 "36, 30, 
Sr. M. Paracleta, ons. BS. (A 
Sr. Leo Marie, O.S.F. (N 
Rev. Alfred J, Hewett (C 
DENVILLE 

Morris County Pat. 


St. Clare’s HospitalA (529a) 
St. Francis Ave. 

Tel: waves 7-3000 

Est. 1s oe . 155 beds 30 bass. 

1, 7.9, 10, 11, 12, 14, 17, 18, 31, 34, 

35, 246" 38, 





87 











New Jersey 


ge. Maty Kunigunda, S.S.M (A 
Marguerite, S.S. M., B.S. (N 
Riv. ye A Delbert, O-F.M., Conv. (C 


ELIZABETH 
Union County New. 
Alexian Brothers HospitalAy% (M.1la) 
655 E. Jersey Street (1) 
Tel: Elizabeth 2-9040 
Est, 1892: Gen. 158 beds 
~ 1, 6, 9, 10, 11, 12, 14, 16, 17, 41 
Bro. Gonstensine, CEA. B.S. (A 
Bro. . B.S. (N 
Rev. Edgar ‘A. Mitkas (C 
(1703) 


St. Elizabeth ase tn Ao 
204 S. Broad 

Tel: Elizabeth 5-310 

Est. gy i oem 54 ‘beds 29 bass 

=» 1,2 , 10 at Ma 14, 16, 17, 18, 


35, 46 4 30, 52, 53, 
Sr. Ellen Patricia, S.C., Ay fl A. (A 
Margaret McGarrell, M.S. (N 
Rev. George Latzko (C 
HOBOKEN 
Hudson County New. 
(527b) 


St. Mary Hospitala x +6 
4th illow Avenue 

Tel: Swarthmnoce 2-3300 

Est. 1863: Gen. 5 beds 60 b: 





+ 1, 2, 4, 6, 7, 10, 11, 5 14, 15.16, 17, 
18, 31, 42/°34, 45, 36, 38°39, 41. 50, 52, 
53, 54, 55 

Sr. M. “Alphonse, S.F.P. fA) 

sargeree Corbett, M.A. (N 

Rev 6 Whiteley & 

Rev. J. M. Sullivan, O.F.M. (C) 

JERSEY CITY 
Hudson County New. 

St. Francis ton Pec Ax*© (527b) 

Hamilton Place 


25 
Tel: Oiddeld 3-10 
Be, apes: Gen. tt beds 
6, 9, 10, 11, 14, 16, 17, 36, 41, 50, 53 


a ‘Mt Patricia, S.F.P. (A 
Sr. Ambrosina, S.F.P., M.A. (S} 
Rev Ceell Goff, O.F.M. (C 
MONTCLAIR 
Essex County New 
St. Vincent’s HospitalA ¢ (1703) 
45 Elm Street 
ro Ht rim 6-4000 
| Gen. 119 beds 30 bass. 
6 ie *, ti,.42, 34; 36, 17;-$1, 
ae 36, 38, 41, 50 
Sr. phen Dolores, ;. Cc, M.A. (A 
Marie Vitty (N 
MORRISTOWN 
Morris County Pat. 
All Souls HospitalA © * (1703) 
5 Mt. Ms Avenue 
Tel. ix 0 
Est. 1893: sd $% beds 21 bass 
+h £57 Yo. 90; 41, 12; 14, 15, 16, 
18, I sg 31; Bo: 34, 35, 36, 38, 39, 41, 
0° ie 3, 55 
Sr. Mary Senane, S.C. (A 
Mrs. Mary A. Bobeck (N 
Rev. Walter Alger, O.P. (C 
NEWARK 
Essex County New 
qt. James HospitalA (943b) 
142 Jefferson St. (5) 
Tel: Market 2-6437 


a, 1899: . 105 beds 10 


1. 6 9, 80, 11, 12, 44, IP 31, 4, 35, 36, 
” 50, 53 rane 
Sr. Patricia Aidan, C.S.J., M.H.A. (A 
A. M. Gallagher, M.A. (N 
«Owned by the Archdiocese of Newark and 
opera < by the Sisters of St. Joseph of 
ewar! 





Hospitals—United States 


St. Michael's HospitalAk+©® (527b) 
306 High Sr. ASU 

Tel: Market 3-8 

Est. 1867: Gen. roy beds 53 b: 

> 1,2, 4 67,8, 9; 10, 11, 12, ots, 14, 15, 16, 

17, 18 18, 31, 34, 36, 38, 41, 50, 51, 52, 53, 


Sr. M. Felicitas, S. rt iF (A 
Sr. Mary Kevin, S.F.P., M.S. (N 
Rev. David J. McCarthy (C 
NEW BRUNSWICK 
Middlesex County 7s. 
St. Peter’s General HospitalAk+ © 
(603a) 


Easton Avenue 
Tel: Kilmer 5-800) 
- si Gen. 339 beds 60 bas 
, 4, 6, 9,10, 11, 12, 34, 17, 18, 32, 34, 
7 hee 37, 38, 40, 41, 50, 82, 53 


Sr. Georgette Leduc, s.g. a ,™ Ss. (A 
Sr. Eileen Going, (N 
Rev. Peter Basc den ig OP” (C 
ORANGE 

Essex County New. 


St. Mary’s HospitalA © (543) 


135 South Centre Street 


22 
» 12, 14 16, 17, 34, 36, 41, 


~ i, 2 2, 6, 9, 10, 
Sr. Stosy Georgiana, O.S.F. (A 
Sr. Mary Noreen, 0.S.F., ia (N 
Rev. Alexander Sokairch: J.C.D. (C 
PASSAIC 

Passaic County Pat. 
St. Mary’s HospitalAxk + © (1703) 


rid emery a. 


rel Grego 
ol Gea. 2 oe beds 63 bass 
Pe PE CE: | “? 14, 25, 36,17, 

“ih ave 35, 56, 38, - 50, $2, $3, 54, 55 
Sr. Eileen Teresa (A 
Sr. Margaret Richard.” SC., BS. (N 
Rev. Richard G. Rento (C 
PATERSON 

Passaic County Pat. 
St. coeph's Hospical Ate+ © (1703) 

703 Main S 


Tel: ear 3 00 

Est. 1867: '% 4a, beds 76 bass 

1, 2, 6, ti, -i2 14, 15, 16, 17, 
18, 3} 31, 34, 35, 8%, 38, 39, 41, 50, 52, 53, 


Sr. poe Jean, S.C., (A 
Sr. Maria Lawrence, ry > M.S. (N 
Rev. Francis X. Dennehy (C) 
SEA ISLE CITY 
Cape May County Cam. 
Mercy Hospital (1141) 
58th St. & Landis Ave. 
Tel: Sea Isle City 3-4111 
Est. 1953: Gen. 35 beds 7 
ae 2, 6, 9, 10, 11, 14, 17 St 34, 35, * 50 
Sr. Mary Adrian, C.R.S.M., M.A. A} 
Sr. Mary Mercita, G.R.S.M., B.S. in 
Rev. Joseph Fritz (C) 
TEANECK 
Bergen County New. 
Holy Name _ Hospital Ak +O (943b) 
718 Teaneck 
Tel: 7-3070 


* 1925: /+.* Fa beds 
» 2 3» 4, Stott, a2, 14, 15, 16, 
‘= 18; 41. 3¢ 35, 36, 38, 40, 41, 50, 52, 


Sr. Filiomens Mary, C.S. (A 
Sr. M. Ambrose Cs. im (N 
Rev. Edward  Sweirzb am (C) 
TRENTON 
Mercer County Te. 
St. Francis ion kee ONT (505d) 
601 Hamilton 
Tel: Export 6-7 
Est. 1874: Gen. FE beds 51 bass. 
=> 1, 2, 4), To Bo 20> 11, 12, 13, 14, 16, 
17, 18, 31, 34,” 33 36, 37, 38, 39, 40, 41, 
42, 50, 52, 53, 


New Mexico 








Sr. M. Catherine Ellen, O.S.F., B.S. (A) 

Sr. M. Rita Carmel, O.5.F., B.S. (N) 

Rev. Leon Dicks, O.F.M., Conv. (C) 
NEW MEXICO 


Archdiocese of SANTA FE 
Rt. Rev. Msgr. W. T. Bradley 
Hospital Director 
Diocese of EL PASO 
Diocese of GALLUP 


HOSPITALS 
Number Number N’ —_ 


0, 0, 0, 
Hospitals Beds Bassinets 
General Short Term......... 10 735 157 


Special Long —— 





Psychiatric. . pane 1 45 — 
i assigeiacevesiond cae 11 ~ 780 157 
ALBUQUERQUE 

Bernalillo County S.Fe 
Nazareth Sanitorium (402) 

Route 4, Box 423 
Tel: Diamond 4- 0331 
Est. 1947: Psych. 45 beds 
> 2, y 7, 9, 11, 13, 14, 30 
Sr. Rose Therese, O.P. (A) 
Sr. Patricia Jane, O.P. (N) 
Rev. Robert Atkinson (C) 
St. Joseph Hospital and 

Sanatorium A © (1707) 


715 East Grand | oom N.E. 
Tel: Chapel. 3-677 
Est. 1902: Gen. 129 beds 29 b 
71,2, 6 7, 8, 9, 10, 11, 14, a9, 18, 34, 36, 


Sr. ey Clare, S. ¢ (A) 
Sr. Alma, S.C., M.S. (N) 
Rev. George Pausch (C) 
CARLSBAD 

Eddy County El. P. 


Be, og Gen. 107 beds 24 bass 
9, 10, e 15, 16, 17, 18, 31, 


> 3b, 4¢ 35, 8, 38, 40, 41, 50 


Sr. M. Benita, Ad.PP.S. (A) 
Sr. M. Cornelia, Ad.PP.S. (N) 
Rev. Germaine, O.F.M., Conv. (C) 
CLAYTON 
Union County S.Fe 
St. Joseph Hospital (713a) 
212 Locust St. 
Tel: Union 4-9111 
Est. 1921: Gen. 21 beds 7 bass. 
> 5, 6, 9, 
Sr. M. Salutaria, C.S.F.N. (A) 
Sr. M. Geronica, C.S.F.N. (N) 
Rev. Albert Castanie (C) 
GALLUP 
McKinley County Glp. 
St. Mary Hospital (517b) 
400 E. Hill Ave. 
Tel: Union 3-4451 
Est. 1916: Gen. 53 beds 12 bass. 
> 1, 2, 5, 6, 9, 34, 36, 50 
Sr. M. Edwardina, O.S.F. (A 
Rev. Thomas J. Hayes (C 
LAS VEGAS 
San Miguel County S.Fe 
St. Anthony’s Hospital (1001) 
8th & Friedman Sts. 
Tel: Garfield 5-7531 
Est. 1896: Gen. 50 beds 9 bass. 
> 1, 2, 5, 6, 9, 10, 11, 16, 17 
Sr. Ann Raymond, S.C.L. (A) 
Sr. Miriam Therese, S.C.L. (N) 
Rev. Benedict Cuesta (C) 


For Key to Symbols it Abbreviations See Page 61 
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New Mexico 
ROSWELL 

Chaves County S.Fe 
St. Maty’ s HospitalA ¢ (529a) 


S. Main & A sr me Sts. 
Fst. 1906: Gen. 110 beds 2 


> le 6, 10, a’ 14, PP 9, 18, 31, 33, 
34, 35, 36, 38, 
Sr. M. Leonilla, aoe. fA) 
Sr. M. Regina, S.S.M. (N 
Rev. John Wood (C) 
SANTA FE 
Santa Fe County S.Fe 
St. Vincent HospitalA $ (1707) 


210 Palace Ave. 
Tel: Yucca 3-3361 
me 196%: Gen. 172 beds 30 b 
a: ie : 14, 16, ¥7,. 38... 32, 
arn 34, 35, 36, 38, 4 








Sr. Mary fam mag) oy (A) 
Sr. Jean S.C. (N) 
Msgr. Cuseace C Schoeppner (C) 
SANTA ROSA 
Guadalupe County S.Fe 
«Guadalupe General Hospital (402) 
Tel: Grover 2-3701 
Est. 1955: Gen. 21 beds 8 bass. 
21, 2, 5, 6, 9, 17 
Sr. Mary Giles, O.P. (A) 
Sr. Frances Borgia, O.P. (N) 
TAOS 
Taos County S.Fe 
Holy Cross ein (713a) 
Santa Fe Road 
Tel: Plaza 8-304 
Est. 1937: Gen. 55 beds 8 bass. 
~» 2, 5, 6, 9, 11, 17, 34, 35, 36, 38 
Sr. Mary Humilia, C.S.F.N., M.H.A. (A) 
Sr. Mary Florian, C.S.F.N., M.S. (N) 
Rev. Cesario Gutierrez, C.M. (C) 
TRUTH OR CONSEQUENCES 
Sierra County S.Fe 
St. Ann’s Hospital (529a) 
800 E. 9th Avenue 
Tel: Twilight 4-2111 
Est. 1948: Gen. 50 beds 
Be DAB et: iO Ot Ae. 3841, 50 
Sr. M. Rosalinda, S.S.M. (a) 
Rev. Daniel Krahe (C 
NEW YORK 


Archdiocese of NEW YORK 


Very Bes. Msgr. P. J. Frawley 
Rev. C. G. Kane 
Hospital Directors 


Diocese of ALBANY 


Rev. John R. Sise 
Hospital Director 


Diocese of BROOKLYN 
Rt. Rev. Msgr. J. Brophy 


Rev. J. H. Fitzpatrick 
Rev. unt 
Rev. E. C. Visich 


Rev. Martin R. Wenzel 
Hospital Directors 


Diocese of BUFFALO 


Re. Rev. Msgr. A. Run 
Very _. Msgr. Me McPherson 
Very R pd Ms; 4 y. L. Wozniak 

C. Zenns 
MSocpiter Directors 


Diocese of OGDENSBURG 
Rt. Rev. r. J. F. Luker 
Mosped Director 
Diocese of ROCHESTER 
Rt. Rev. Msgr. A. Ratigan 
Hospital Director 
Diocese of ROCKVILLE CENTRE 


Very Rev. Msgr. E. L. Melton 
Hospital Director 


Owned by Guadalu 


County but operated b 
the Sisters of St. ini . . 


mMinic. 


DIRECTORY NUMBER 





Hospitals—United States 











Diocese of SYRACUSE 
Rev. D. E. Lawler, Hospital Director 
HOSPITALS 
Number Number Number 
of 0. 0. 
Hospitals Beds Bassinets 
General Short Term.......... 511 10,736 1,574 
Special Short Term: 
General-Cardiac........... 1 1600 —— 
Maternity...... 1 63 78 
Pediatric....... 2 98 —— 
Total Special Short Term. . 4 $21 78 
Special Long Term: 
Chronic-Convalescent...... 1 415 —— 
ere 1 60 —— 
POMANINIDs 6 nied svn wcmsrene 1 208 —— 
Tuberculosis.............. 3 841 ——- 
Total Special Long Term. . 6 1,524 —— 
DORM co esk Gnesi aaraer cee 61 12,581 1,652 
ALBANY 
Albany County Alb. 


Anthony N. Brady Maternity 


Hospical A+t+O 1701a) 

3 . Main St. {3) 

Tel; Ivanhoe 2-3331 

Est. 1913: Mat. 63 beds 78 bass. 

> 1, 5, 9, 10, 11, 12 

Sr. Angela, D.C. (A 
Sr. Mary Irene, D.C., d. (N 
Rev. Edward L. Oa (C 

St. Peter’s Hospital ak +0 (1121) 


632 New Scot - a 
Tel: Hemlock 8-781 
™ ey gon. 292 ai 
6, 9, 10, 11, 12, 14, 16, 17, 18, 31, 
35, 46 "41 50, 52, 53 


Sr. Mary Janet, R.S.M. (A 
Sr. Mary Cephas, R.S.M., B.S. (N 
Rev. William F, Lemoyne (C 
AMSTERDAM 
Montgomery County Alb. 
St. Mary’s Hos Freaue ° (941d) 
427 Guy Park ane 
Tel: Victor 2-190 
Est. 1903: Gen. 92 beds 24 bass. 
— 2, 6, 9, 10, 11, 14, a 18, 34, 36, 41 
Sr. Frederick, Cf $J (A 
Sr. Ellen Ma al (N 
Rev. Joseph Un Halloran (C 
AUBURN 
Cayuga County Roch 
Mercy HospitalA (567) 


100 Thornton Avenue 


Tel: Al. 3-3281 
Est. ex Gen. 104 beds 14 bass 
> 1, » 6, 9, 10, 11, 16, 17, 31, 34, 35, 
Sr. - Alice, O.S.F. (A 
Sr. Rose Ellen, O.S.F. (N) 
Rev. Clarence Gardner (C 
BATAVIA 
Genesee County Buf. 
St. Jerome HospitalA (1127) 
16 Bank Street 
Tel: Fi. 3-3131 
Est. 1917: mn. 135 beds 18 bass. 
> a 10, 11, 14, 15, 16, 17, 18, 


1, . ’ , 
34, 36, 38, 41 


Sr. Mary Cornelia, R.S.M. (A) 
Sr. Mary Daniel, R.S.M. (N) 
Rev. Jos. Prina, "1LM.C. (C) 
BINGHAMTON 
Broome County Sy. 
oy loge of Lourdes Memorial 
spital, Inc. A (1701la) 


beg iverside <m 
Tel: Swarthmore 7-1231 
Est. sg Gen. 190 beds 34 bass. 
>1, 3, 4, 6, Ve 10, 11, 14, 17, 18, 34, 


35, 40 38, 41 
Sr. Irene, D.C. (A 
Sr. Margaret James, D.C., M.S. (N 
Rev. Arthur Nazic, O.F. M. (C 





dOwned by the Diocese of Albany and oper- 
ated by the cmguenns of Charity of St. 

ncent de Pau 

OAlbany Medical College of Union University, 
Albany, New Yor' 


=< 





New York 





BROOKLYN 
Kings County 


¢Hospieal of o- Holy Family A (1801a) 
1 Dean S 


Br. 


Tel “Triangle 5$20 
1868: Gen. 94 
ns p 3 6, 9, 10, 11, 12, 14, 17, 40 


Mo. Adrienne, D.W. (A 
Sr. Mary John, D.W. (N 
Rev. Edward Kilduff (C 


St. Catherine’s 7; aialed © (409) 
133 Bushwick Avenue (6) 


Tel: Hyacinth 7-2800 

Est. 1870: Gen. 274 beds 47 bass 

+i, 2 a.& dy742 11, 12, 14, 16, 17, 34, 

35, 36,'38, 50, 53 

Sr. M. Rose Virginia, O.P., M.H.A. (A) 
Sr. M. Magda Marie, O.P., M.S. ( NY 
Rev. John P. O’Rourke (Cc 
€St. Charles Hospital A+ (1801a) 


277 Hicks St. a ) 
Tel: Ulster 8-3300 
Est. 1924: Ped. (Ortho.) 50 beds 
~ 5, 6, 9, 10, 11, 12, 15, 16, 17, 35, 50, 54 


Mo. Gertrude Marie, D.W. (A 
Sr. Aimee, D.W. ( 8} 
Very Rev. James W. Asip (C 

(562) 


¢St. Mary’s risckaee (3) 
1298 St. amy 

Tel: President 4 

Est. 1882: Gen. i beds 48 bass. 

~»1, '— & 9, 10, 31, 12, .34,:25,::36,27, 
18, 31, 34, 35, 36, 50,52, 53 

Sr. M. Martiniana. tne (A 


Sr. M. Silverine, B.S. J., BS. (N 
Rev. Charles J. ‘Mush 1y (C 
St. Peter HospitalA (527b) 
380 Henry St. (1) 
Tel: Main 4-1900 
Est. 1864: Gen. 200 beds 23 bass. 
+1, 2, 4, 6, 8, 9, 10, 11, 14, 15, 16, 17, 18 
, 36, 41, 50 
Sr. M. Consilia, S.F.P. (A) 
Sr. Marie Therese, S.F.P., M.S. (N) 
Rev. Martin §. Rushford’ (C) 
BUFFALO 
Erie County Buf. 


¢€Emergency Hospital of the Diocese of 
BuffaloA 


Tel Ti. 4-4850 
Est. tease Gen. 154 beds 
~ 1, 2, 4, 6, 9, 10, 11, 14, 16, 17, 50 
T tS ae as J. McHugh (A) 
einbold yeas 
= A J. Hanna (C 
Mercy HospitalAk + © (1127) 
565 Abbott Road (20) 
Tel: Ta. 2-500 
= 1904: oa 760 bods 75 bass 
2, 4, 6, 9, 10, i, 13, 14, 15, 16, 
7 Ty, i8,'34, 5s, *56's8. 40, 41, 30 
Sr. M. Sacred Heart, & S.M., “oy (A) 
Sr. M. Madeleva. MS. (N 
Rev. Francis A. nee” (C) 
St. Francis HospitalA (513) 
2787 Main St. (15) 
Tel: Tf, 4-4400 
Est. — Gen. 54 beds 
> 1, 2, 5, 6, 9, 10, 11, 17, 31, 41 
Mo. M. Carena, O.S.F. (A 
sue Cooutinn (N 
Rev. Msgr. R. Miller (C 


Owned by the Diocese of Resokive and op- 
erated by the Daughters of Wisdom 

Owned by the Diocese of Brook! a and op- 
erated by S Sisters of St. pone an 

Owned by the St. Charles H oopien tal Corpora- 
tion and operated by the Daughters of 


Wisdom 
¢Owned the Diocese of Brooklyn and op- 
= by the Franciscan Slocecs of St. Jo- 


€Onned 


Buffalo. 





and operated by the Diocese of 





89 


New York 


Sisters of Charity | Mowiland (1701a) 
2157 Main St. (14 

Tel: Tf. 5-2200 

Est. 1848: Gen. 445 beds 

Bee, 1840; Gon. 405 pe Oo PNG, 17, 18, 34 
36, 38, 41, 50, 53 


Sr. Alberta, D.C., M. ae A. (A 
Sr. Stephanie, BC. M.S, (N 
Rev. Augusto Pucci, C.R.S.P. (C 
CHEEKTOWAGA 

Erie County Buf. 


St. Joseph Intercommunity meant 


2605 Harlem Road (25) 
Tel: Tx. 6-6300 
Est. 1960: Gen. 100 beds 24 bass. 
>1, 2° 9, 10, 11, 14, 17, 34, 35, 36, 38, 
Sr. M. Celine, F.S.S. (A 
Sr. M. Valesia, F.S. (N 
Rev. Benevenute Gorczyca, O.F.M.Conv. (C 


ELMIRA 
Chemung County Roch. 
St. Joseph’s HospitalA*+ © (931) 


555 East Market Street 
Tel: Regent 3-6541 
~~ Ji a 325 beds 36 bass 
_& oO 27. 12. 14, 25,. 46,. 17, 
” fa, 75° 34, 35, ern 38, 41, 50, 52 


Sr. Margaret Adelaide S.S.J., B.S. (A 
Sr. Anne Maurice, S.S.J., AS. (N 
Rev. Philip McGhan (C 
FAR ROCKAWAY 

Queens County Br. 


St. Joseph’s HospitalA + (915) 
327 Beach 19th St. (91) 

Tel: sane 1-8100 

Est. Fax bag beds 4 


wy yg 20, 11, 12, 42 ots, 26, 17, 31, 
34, tf 6, %o. 41, 50, 53 
i M. Gosmestion, Cc! es} 'B. A. is} 
Cordelia, C. (N 
be hoa W. Flynn (C 
GABRIELS 
Franklin County Og. 
Sanatorium GabrielsA (1161d) 
State Highway 
Tel: Paul mithe 15F4 
Est. ri X T.B. 106 beds 
> 5,6 16, 
Sr. Ma Flora, R.S.M., M.S. A 
Sr. Mary Silvina, R.S.M., B.S. ix 
HARRISON 
Westchester County N.Y. 
St. Vincent’s Hospital of 
Westchester County+ (1709) 
240 North Street (1) 
Tel: Woodbine 7-6500 
Est. 1879: Psych. 208 beds 
> 2, 6,9, 10, 11, 12, 13, 14, 17, 50, 55 
Sr. Mariam Vincent, S.C., ee: (A 
Sr. Dominic Marie, S.C., ( 8} 
Rev. David Horden (C 
HORNELL 
Steuben County Roch. 
¢St. James Mercy HospitalA (1147) 


411 Canisteo Street 
zeit 3900 
1890: Gen. 127 beds 18 
yk 2, 6, 9, 10, 11, 14, 16, 3%, 36, 41 
Sr. Mary Scholastica, R.S.M., M.H.A. ff 


Sr. Mary Valerian, R-S.M., M.S. — 
Rev. William H. Hickey (C 


JAMAICA 
Queens County Br. 


Mary Immaculate HospitalAk + © 
(409) 


152. 1106 Ave. (32) 
Tel: Axtell 1-3300 


Governed by a Board of Managers but man- 
aged by the Sisters of ae. 

Owned by the Diocese of Brooklyn and op- 
grad 5 pe Sisters of the Third Order of 
it. c 
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me, i on. ty beds 60 bass 


5, 10, ii, 12. 14, ,* 16, 
* th, ym 34, 35, 56, 37, 38, 41, $0, 5 
ae. Ursula Hoste, O.P. (A 
. M. De Lellis, O.P., M.S. (N 
ihev. Thomas Ford (C 
KENMORE 
Erie County Buf. 


Kenmore Mercy Hospital Ak (1127) 
2950 Elmwood (17) 

Tel: Triangle 7-5000 

Est. 1949: Gen, 274 a 48 bas: 

> 1, 2, 4, |; ae 12, 13, 14, 15, 
16, 17,18, 40, 41 


Sr. Mary os S.M. (A 
Sr. Mary William, S.M., B.S. (N 
Rev. Harry Spiesman (C 
KINGSTON 

Ulster County N.Y. 
Benedictine HospitalA} (207) 

105 Mary’s Avenue 
Tel: Federal 8-2500 
“+ . Gen. 175 beds 3 

, 6, 9, 10, 11, 14, 7° 345 36 

mi gts Berenice, O.S.B. (A 
Sr. M. Callista, O.S.B. (S} 
Re. Rev. Austin V. Carey (C 
LACKAWANNA 

Erie County Buf. 


¢Our Lady of Victocy HospitalA (917) 
rio? Ridge Fo Road (18) 


Bee, sai — 257 beds 44 bass. 
o 7 a 21,44, 16, 17, 18, 34, 
36, 758" 40, 
Sr. M. Ruth, — (A) 
Sr. M. Damian So). M.S. (N 
Rev. Francis N. Miller (C 


LONG ISLAND CITY 


Queens County Br. 
% John’s Long Island City 
Hospital A + © (915) 
25-01 Jackson Ave. (1) 


Tel: Stillwell 4-8800 
Est. si Gen. 205 beds 


> 1, 2, 4, 6, 9, 10, 11, 12, 14, 17, 36, 50, 53 
es. Thomas Francis, C.S.J., M.A. (A 

r. M. St. Ma dalen, CSJ.. M.S. (N 
Rev Edward J. Keane (C 
MILLBROOK 


Dutchess County N.Y. 
€Cardinal Hayes Convalescent Home 


for Children (558a) 
Tel: Oetole 7- 7-200 
Est. 1941: 7 3%, iv.) 60 beds 
ey & ‘ag Pa an, 2, 31, 36 
Mo. Mary Esterwin, F.M.M. (A 
Sr. Mary Walbert, F.M.M. (S) 
Rev. Michael Dibble (C 
NEW YORK 
New York County N.Y. 
Columbus Hospital Ak + (1501la) 
227 E. 19th St. (3) 
fag iran 7-4 f708 
“e $2: 313 beds 
>i, 2 he as n ie “T5, 14, 15, 16, 
5 ig" 34, 41, 
Pm le Rita, sar’ (A 
Mo. Paul, M.S.C., B.S. (N 
Rev. Alfonso Tedeschi (C 


Frances Schervier Home & Saat » 
7 
re 2975. Independence 45 Avenue (63) 


Owned Ki the Diem a Buffalo and oper- 
ered by e b nay of oseph. 
the St. Nena? qo" Island City 
Hevcical "Co ration and operated by the 
Sisters of St. Joseph 
ned by the , ll of New York and 
epecued by the Franciscan Missionaries of 
ary. 


Est. 1938: Chr.-Conv. 415 beds 
— 2, 4, 6, 9, 10, 11, 12, Me 14, 15, 16, 17, 33 


a M: ames, S.F.P., B.S. (A 
Mr Ade Itrudis, S.F.P. (N 
Ge Martin O’Kane, O.F.M. (Cy 


(1101a) 


. : i. ds 34 bass. 
> 1, 4, 6, 7, 8 9, 10, 11, 12, 13, 14, 15, 16, 
17, i8, 34, 40, 41, 50, 33 


Edward J. Walsh (A 
Anne M. Foran (N 
Rev. Daniel Gleason (C 


The Mossi of St. Elizabeth of 


Hunga 

689 te > 5 Ave. (40) 
Tel: Swinburne 5-3900 
Est. 1870: fen, - beds 33 bass 
> im. 16, 37, 18, 31, 34, 35, 


(503) 


> 4, 6, 9, 

Sr. M. John Ellen, O.S.F. (A 
Dorothy E. Schrade (N 
Rev. Bertin B. O’Neill, O.F.M. (C 


Misericordia Hospital Axk+ © (1163) 
600 East 233rd im 


Tel: Olinville 3-3000 


| _ big Sa beds 40 bass 
y ig a 8, 9, 10, 11, 12, 14, 15, 16, 
i8, 34, 0 Al, 50, 53 
Sr. 7 Marcelle, s.m. (A 
Sr. St. Vincent Marie, s.m., M.S. (N 
Very Rev. Msgr. Vincent A. Downey (C 
Mother Cabrini Memorial 
HospitalA* + (1501a) 
611 Edgecombe Avenue (32) 
Tel: Wadsworth 7-2000 
Est. 1921: Gen. 170 beds 30 bass. 
> 2, 6, 9, 10, 11, 12, 14, 17, 50, 53 
Mo. Charitas, M.S.C. (A 
Mo. Ancilla, M.S.C. (N 
Rev. Joseph Lorenzetti (C 
New York Foundling Hospital (1709) 
1175 Third Avenue 
Tel: Trafalgar 9-2200 
Est. 1869: Ped. 268 beds 48 bass. 
— 2, 9, 10, 14, 17, 50, 54 
Sr. Marie Catharine S.C. (A 
Sr. Miriam Joseph, S.C. (N 
Rt. Rev. Msgr. aniel A. McGuire (C 
St. Clare’s Hospital ak + 0 (503) 
415 W. 51st Se. 
Tel: 3347 Gen 6-1500 
Est. Gee. 398 wy 45 b 
ad 11, 12, “4, 15, 16, 17, 
b ba "30, a, oyie 30, 52, 53, 55 
ge. os Columcille O.S.F. (A 
f. M. Clare Michael, O.S.F. (N 
Andrew Watkins, O.F.M. (C 


St. Francis Hospital A+ (527b) 


§25 E. Leg St. (54) 
Tel: | Cypress 2-9000 
t 19 Gen. 400 beds 40 bass 
8,9, 10, 11,,12,, 14, bas 16, 17, 18, 
1,44 35; 36, 41, 50, 53 


se. “4 Macy Jerome ag B.S. i 
$e, Mary Jerome, SP ORM. (C 


St. Joseph’s Hospital for Chest 
jiseases A (527b) 
525 East 143 St. 4) 
Tel: Cypress 2-8900 
Est. ‘ide T.B. 335 beds 
4, 6, 9, 10, 11, 12, 13, 14, 17, 18, 31, 


> . 

Sr. i Demetria, S.F.P. (A 
Louisa Cruz (N 
Rev. Raymond Govern, O.F.M. (Cc 


«Owned and operated by the French Benevo- 
lent Society with certain services manag 
the Marianite Sisters of the Holy Cross. (Not 
included in bed count.) 


For Key to Symbols and Abbreviations See Page 61 
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New York 


~. St. Vincent’s Hospital of the 
ty of New YorkAk+© oO 

Ge 11th St., N. (11) 

Tel: Orsave 5-0560 

Fst. 1849: Gen. Ly beds 62 bass 

lid. 4 6 Ts 9.10, 11, 12, 13, 14, 15, 
16, 17, 18, 448 34; 7, f* 37, 38, 39, 40, 
rh -42, 50, 52, 53, 54, 

Sr. Anthony Marie, S.C., tM is} 

Sr. Marian Catherine, S.c., MSS. (N 


(1709) 


NIAGARA FALLS 


Niagara County Buf. 

Mt. St. Mary’s Hospital Ak + (513) 
515—6th St. 

Tel: Butler Pity 761 

Est. oe Gen. 185 beds 40 bass. 

> 1, 2, 6, y he 12, 14, 15, 16, 17; 31, 
34, 35, 36, 38, 4 52 

Sr. M. Paschal, pig B.S. (A) 


Sr. M. Eugene Jose 


h, O.S.F., M.S yes} 
Very Rev. James 


. O'Neill, O.S.E.S. (C 


OGDENSBURG 
St. Lawrence County Og. 


¢A. Barton — Hospital A (609) 
214 King St. 

Tel: Ogdensburg 

es | 1902: Gen. 553 beds 24 bass. 


“~/ ek 6, 9, 10, 11, 17, 18, 31, 32, 34, 36, 
Sr. Mary’ pl G.N.S.H. (A 
Mrs. Geraldine Travis (N 
OLEAN 

Cattaraugus County Buf. 
St. Francis state Se (503) 

2221 W. State 
Tel: Frontier 2-5300 
Est. 1937: Gee. 108 beds 24 bass. 
+1, 2, 4, 5, 6, yt 10, ih 16, 17, 18, 31, 

34, 36,'37, 38, 41 
Sr. M. Viator, O.S.F. is? 
Sr. Eugene Marie, O.S.F. (N 

en Ormsby, O.F.M. (C) 
PLATTSBURG 
Clinton County Og. 


¢Champlain Valley HospitalA©} (609) 


Tel: i Jordan 3-300 
Est. 1910: Gen. er beds 24 bass. 
+ 2, 5, 6, 8, 9, 10, 11, 14, 17, 34, 36 


Sr. Mary Beenadeere, G.N.S.H. (A 
Sr. bay Clare, G.N.S.H. (N 
Rev. A. Houle, O.M.I. (C 
PORT JEFFERSON 
Suffolk County R.C, 
¢St. Charles Hospital A + (1801a) 
Prospect St. 
Tel: 8, 2800 
Est. 1908: Gen. 


100 beds 
+ 4, 5, 6, 9, 10, 11, 12, 13, 15, 16, 17, 35, 36, 
37, 41, 56 


Mo. Marguerite, D.W. (A 
i. Grace, D. (N 
Rev, John Roex, s.m.m. (C 
PORT JERVIS 
Orange County N.Y. 
St. Francis Hospital A (1161d) 
160 E. Main St. 
Tel: Port — 3-2261 
Est. 1915: Gen. 53 beds 
»1, 2, 5, 6, 9, 10, 11, i! ie 4 35, 36, 41, 50 
St. Mary Michele, R.S.M. (A 
Sr. James Marie, R.S.M. (N 
Rev. John F. X. O’Connor (C 


ONew | York University, College of Medicine. 
Owned by a lay Board of Directors, is man- 
aged by the Grey Nuns of the Sacred Heart. 
ned by a lay Board of Directors is man- 
aged by the Grey Nuns of the Sacred Heart. 
@Owned by the Diocese of Rockville Centre 
and operated by the Daughters of Wisdom. 


DIRECTORY NUMBER 


Hospitals—United States 


POUGHKEEPSIE 

Dutchess County N.Y. 
St. Francis H HospitalA*k+ © (543) 
Tel: gone: 1-2000 
Est. 5 ay et 186 beds 36 b 
aa) a ™ sh 12, 14, ats, 16, 17, 18, 

435 %, a 

S lia M: 
Sr. Wy in Mari, O38 F O.S.F. f n} 
ROCHESTER 

Monroe County Roch. 
St. Mary’s HorgielatrhGd (1701a) 


89 Genesee St. 
Tel: Fairview 8- 3038 


Est. 1857: a 342 beds 50 bass 


ae p a 10, 3,. 12, 14, 17, 18, 31, 
34, 35, 36, 58, 41, 50, $2, 53 

Sr. Teresa, D.C., B.S. (A) 

Sr. Maria, D.C., M.S. (N 

Rev. John V. Roose Pa 


ROCKVILLE CENTRE 
Nassau County R.C. 
Mercy HospitalA (901) 


North Village Avenue 
ting Rockville Centre 4-4400 


tay eg 3 =, beds 76 bas: 
6, 9, 10, 11, 12, 14, 17, 34, 
> 35, 7564 "38, 3, Sa’ 50, +. 3s 
Sr. Mary Bernard, C.I.J. (A) 
Sr. Mary Daniel, C.I.J., BS (N 
Rev. Stephen Walsh as 
ROSLYN 
Nassau County R.C, 
St. Francis Hospital and 
SanatoriumA+* (558a) 


Port Washington Blvd. 
Tel: Manhasset 7-6200 
“9, 1937: at wi 160 beds 
» 4, 5, 6, 9, 10, 11, 12, 17, 31, 36, 41, 53 


a Mary Hildemar, F.M.M. (A) 
Sr. Mary Alodia EMM (N) 
Rev. Alphonse H. Grappone (C) 
SCHENECTADY 

Schenectady County Alb. 


St. Clare’s law Breet (527b) 
600 we a! (4) 


Tel: Express 3 


Est. 1949; Gen. 306 beds 33 bass 
> 1, 2, 4, 6, 8, 9, 10, 11 *, tts 15, 16, 17, 
18, 51° 34, 35, 36, 38, 41, 
Sr. M. Senana, S.E.P., M.A. (A) 
Ellen Keenan, M.S. (N 
Rev. H. Clune (C) 
STATEN ISLAND 
Richmond County N.Y. 


St. Vincent’s HospitalA*k + (1709) 
355 Bard Ave. (10) 
Tel: Gibraltar 2-5100 
= 1903: Gen. 225 beds 33 bass 
» 9, 10, 11, 12,14, 16, 17, 18, 


2, 3.6 
” 34, 35, 36, 41, 50, 52, $3, 


Sr. Edward Mary S.C., M.A. (A 
Sr. Miriam Anne, S.C., M.S. (N 
Rev. Charles J. Vecchini (C 
SUFFERN 
Rockland County N.Y. 
Good Samaritan HospitalA (1703) 
Nyack Turnpike 
Tel: Elmw 7-3300 
Est. 1902: hw 4 79 beds 26 b 
> 1, 2, 4, 8, 9, 10, 18 a4, 15, 16, 17, 
18, 31; 34° 33° 36, 37, "38, 39," 50, 52, 53, 
Sr. ¢ Thomas, S.C. (A 
Sr. Margaret Marian, S.C. (N 
Rev. Joseph Henry, O.R.S.A. (C 
SYRACUSE 
Onondaga County Sy. 





OUniversity of Rochester School of Medicine, 
Rochester, N.Y. 


Owned by Mercy Hospital Association and 


operated by the Congregation of the Infant 
Jesus. 


New York 


St. Joseph’s Hospital Ax +00 (567) 
301 Prospect Ave. (3) 

Tel: Granite 4- 1 

Est. igo + a) nae beds 36 

-1, 4, 10, he I2, 14, 16, 17, 
18, “3h M4, 35° "36 38, 39, 40, 41, 50, 53, 

Sr. M. Wilhelmina, O.S.F., M.A. iA 


Sr. Mary Sheila, O.S.F., 
Rev. Gabriel Kohlbrenner, Oo. F.M., Conv. rea 


St. Mary’s a ee (1103a) 
1601 Court St. (8 

Tel: Harrison 2-234 y 

Est. 1908: Gen. 77 beds 38 bass. 

6, 9, 10, 11, 14, Qo 34, 38, 50 


> 1, 2, 
Mo. M. Teresa, L.C.M., M.S. &&} 
Sr. Mary_Immaculata, L.C.M., B.S. N 
Rt. Rev. Msgr. Angelo Strazzoni Ce 
TROY 

Rensselaer County Alb. 
St. Mary's HospitalA* © (1701a) 


87 Oakwood pronase 
Fh Ashley 2-5000 
1850: Gen, 212 bow 24 bas 
4,4, 6,.9., “idl 2, 14, 16, 17, 18, 34, 


36, 38, 41, 
Sr. Florence, ba < (A 
Sr. ay ty Ann, D.C., M.S. (N 
Rev. A, Anthony Boucher (Cc 
TUPPER LAKE 

Franklin County Og. 
Mercy General HospitalA (1161d) 


ite. Wawbeek ag 


Tel: per Lake 155 
1918. er 30 yn 10 bass. 


Es 
na F 2, 5, 6, 9 10, 11, 17, 34 
Sr. Mary Desslenneen, R.S.M. (a) 
Rev. James Lamitie (C 
UTICA 
Oneida County Sy. 
St. Elizabeth HospitalA > (567) 
2209 Genesee St. & 
Tel: Redwood 2-21 


1866: Gen, 235 beds 31 base 
= 95248 TS 42, 14, 16, 17, 18, 


a5 4 
* 40, 31, 34 38, 30 40, 41, 52 
a. M. Regina, O.S.F. (A 


, O.S.F., M.A. N 
ir Ohad Memes O.F.M., Conv. “ 
WARWICK 

Orange County N.Y. 
St. Anthony HospitalA (527b) 


15-19 Maple Ave. 


H 76 
Est. 1939: Gen. 57 beds 
a 2, 5, 6, 9, 2 i? 31, 34, 36, 38, 50 


(A 
os uM — Michael, S.F.P. (N 
Rev. Gratian Feltz, O.F.M. (C 
WATERTOWN 
Jefferson County Og. 
Mercy Hospital of WatertownA > 
(1161d) 


218 Stone St. 
Tel: Sunset 2-2000 
4 fp Gen. 122 beds 


, 6, 8, 9, 10, ity 3 pati, 15, 16, 17, 
8, 510°32) 34, 36, 38, 
Sr. hen Enda, R.S.M., a4 (A 
Sr. Mary Audrey, R.S.M. (N 
Rev. Fernand Roberge (C 
WEST ISLIP 
Suffolk County R.C. 


€Good Samaritan Hospital (1801a) 


1000 Monenk Hi 200 


Ps ete en, $1 3 beds 
6, 9, 10, 11, 14, 17, 4 33 5, 36, 38, 41 


OSyracuse Medical School, University of New 

ork, Syracuse, New York. 

Owned by the Diocese of Syracuse and op- 
erated by the Little Company of Mary Nurs- 
ing Sisters. 

@Owned by a Board of ne ga and operated 
by the Daughters of Wisdom 
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New York 
Mo. Mary of Divine Wisdom, D.W., M.S. (A 
Sr. Maria of the pela, 2 DW. (N 
Rev. Lucian LeClair, S (C 
WHITE PLAINS 
Westchester County N.Y. 
St. Agnes HospitalA (543) 
North St. 


beds 27 bass. 
9, 10, 11, 12, 13, 14, 16, 17, 18, 
” 4, "4a 3, 36, 41, 50, 52, 53 


Sr. Marie Dolorosa O.S.F., B.S. (A) 
Jeannette Hauptman, M.A. (N) 
WOODHAVEN 

Queens County Br. 


St. Anthony’s Hos ald (527b) 
89-15 Footer. lvd. 

Tel: Virginia 9-260 

Est. 1914: T.B. 700 beds 

~ 2, 4, 6, 9, 10, 11, 12, 13, 14, 17, 41 


Sr. M. Angelica, S.F.P. (A) 
Ida Sinka (N) 
Rev. Joseph Towers (C) 
YONKERS 

Westchester camry N.Y. 


(1709) 


Fst. 1880: Gen, 165 beds 20 bass. 
>i,2 4, 6, 8, 9, 10, 11, 12, 14, 15, 16 
, 31, 34, ~~ 36, 38, 41, 50, 52; 53 


Sr. tis Helen, S.C. <a A. (A) 
Sr. Maria Rosaire, $.C., M (N) 
Re. Rev. Msgr. Richard +4 re (C) 


17, 
, 54, 








NORTH CAROLINA 
Diocese of RALEIGH 
Rev. F. M. Smith, Hospital Director 


HOSPITALS 
Number Number Number 





of of 0, 
Hospitals Beds Bassinets 
General Short Term. . iat 5 646 109 
ASHEVILLE 
Buncombe County R. 


St. Joseph’s Hospital, Inc. A (1125) 
428 Biltmore vd 

Tel: Alpine 4-324 

Est. 1900: Gen. 70 beds 30 bass. 

71, 2,6 9, 10, 1%; 14, 7. 34, 36, 38, 40, 





Sr. Mary James, R.S.M., B.S. (A) 
Sr. Mary Peter, R.S.M., B.S. (N) 
Rev. Wm. J. Pearson (C) 
CHARLOTTE 
Mecklenburg County R. 
Mercy path $e. (4) Inc. A© (1125) 
2000 E, 5¢ £.( 
Tel: Edison 4 


oe, 1906: Gee O04 beds 38 bass. 
6S o> TO. tt 14, 16, 17, 18, 34, 35, 
” %, 38, 41, 50, 52 


Mo. M. Raphesi, R.S.M. (A) 
=! aie Jerome, R.S.M., B.S. (N 
Edward Halloran, “MLM. as 
MURPHY 
Cherokee County R. 
Providence Hospital (1315) 
221 Peach Tree 
Tel: Vernon a 7-236 
Est. 1956: rier 32 beds 10 bass. 
> 5,6,9,1 7, 36 
Sr. M. y Sead S.P., B.S. (A) 
Rev. Raymond Dehen (C) 
NEW BERN 
Craven County R. 
St. Luke’s Hospital A (943b) 
403 George St. 


Tel: Melee 7-4158 


Hospitals—United States 


7 | 1915: Gen. 70 beds 15 bass. 
2, 5, 6, 9, 10, 11, 16, 17, 34, 36, 41 


bah C.8.J. (A 
[ Harrison (N 


SOUTHERN PINES 
Moore County R. 


qt. t. Joseph-of the-Pines HospitalA (507) 


Te — 2-22 
Est. ey 7s. $0 hates 


ad Pat &. % 10, 11, if, ere 34; 32, 34, 35, 
se. . M. Virginia, O.S.F. (A 

eleine, O.S.F. (N 
Rev "inane Colgan cc 








NORTH DAKOTA 
Diocese of BISMARCK 


Diocese of FARGO 
Very Rev. A. R. Peschel, Hospital Director 


HOSPITALS 
Number Number Number 


0, of 0, 
Hospitals Beds Bassinets 





General Short Term.......... 25 1,705 288 
BISMARCK 
Burleigh County Bis. 
St. Alexius Hospital A © (204) 
311 N. Ninth 
Tel: Capitol 3- 
Est. 1885: Gen. 211 beds 32 bas 
oh 1, 26 vo Bp 20) 48, 14, 16, 17, 38, 34, 


36, 38, 39, 41 


Sr. M. Paul, O.S.B., B.A. (A) 
Sr. Mary Mark, O.S.B., M. RN} 
Rev. Amandus Studer, O.8.B. (C 
BOTTINEAU 

Bottineau County Far. 
St. Andrew’s HospitalA © (1307b) 


316 Ohmer 

Tel: 327 

Est. 1913: Gen. 73 beds 10 b 

> 2, 5, 6, 9, 10, 11, 16, 17, 32, 34, 36, 50 


Sr. Ann Loyies F.S.M. (A 
A Kevin, F.S.. (N 

Rev. George Schneider (C 
CANDO 

Towner County Far. 
Towner County Memorial HospitalA 

(506a) 
Tel: 225 
Bee, 1983: Gen. 26 beds 
» 5, 6, 9, 10, 11, i? 34, 3456 

ne oe " Bernacdine, O.S.F., B.S. {A} 
Sr. M. Annunciata, O.S.F. (N 
Rev. Rembert Bularzik, O.S.B. ves 
CARRINGTON 

Foster County Far. 


Carrington Hospital (1311) 


550-8th Ave, N 
Est. 1914: Gen. 26 beds 8 
-> 2, 5, 6, 9, 10, 17, 31, $2 34, 35, 36, 38, 50 


Se. Austin, P.B.V.M. (A) 
Bf. Peranding, P.B.V.M. (N) 
i M. J. Harte (C) 
CROSBY 
Divide County Bis. 
St. Luke's Hospital (214) 
Te" Wes 
384. 
Eee "1942: Gen. 33 beds 6 bass. 
> 6, 9, 17, 31, 34: eu 36 
Sr. a Juliana, O.S.B. (A 
Sr. M. Catherine, O.S.B. (N 
Rev. Francis Ryan (C 


4Owned by the Diocese of Raleigh and oper- 
ated by the Franciscan Sisters. 


North Dakota 


DEVILS LAKE 
Ramsey County Far. 
Mercy Hospitala ¢ (116le) 


1 ds 20 
— i, 2, 6, 9, 10, 11, 14, 17 32 934, 36, 41 


Sr. Mary Jerome, R.S.M., M.S. (A 
Sr. Mary Maurice, RS.M. (N 
Rev. Maurice Jaeger, O.S.B. (C 
DICKINSON 

Stark County Bis, 
St. Joseph’ s Hospital A @ (1159a) 
“ ferent S Street, West” 

is 


4-419 
Est. 1912: ies, 102 beds 20 bass. 
~ 1, 2, 5, 6, 9, 10, 11, 16, 17, 18 
Sr. Friedegard, S.C.S.C. (a) 
Rev. Chester Auglys (C 


DRAYTON 

Pembina County Far. 
St. Elizabeth’s Hospital (506a) 
Tel: Globe 4-3344 
Est. 1948: “-. 25 beds 5 bass. 
> 2, 5,6,9,1 7 
Sr. M. boat O.S.F. (A 
Sr. M. Colette, O.S.F. (N 
Rev. James P. Hogan (C 
FARGO 

Cass County Far. 

(941c) 


St. John’ s Hospital A 


—6th Avenue, South 


> i, 2, 6, 9, 10, 1 
36, 41 


Sr. M. Aleda, C.S.J. (A 
Mrs. E. Doxsie (N 
Rev. Julius Walz (C 
GARRISON 
McLean County Bis. 
Garsieon Memorial HospitalA (204) 
e 


Est. 1952: Gen. 40 beds 4 bass. 
> 2, 5, 6, 9, 11, 16, 17, 32 





Sister M. Angele, O.S.B. (A) 
GRAFTON 
Walsh County Far. 
Se, Joseph's Community Hospital (1311) 
: 767 
Est. 1951: Gen. 40 beds 9 
iste Gs et ae 0, er "31, 32, 34, 35, 
‘sr. Storr Boniface, P.B.V.M. (A 


Rev. C. James Jeffrey (C 


GRAND FORKS 
Grand Forks County Far. 


St. Michael’s Hos spital AO (941c) 
501 Columbia R 


Tel: 4-5521 
Est. 1907: een. 141 beds 20 bass. 
> 1, 2, 6,9, 10, 11, 14, 16, 17, 18, 34, 35, 36, 
37, 38, 4i 
Sr. Mar; gest Clare, C.S.J. (A 
Sr. St. John, C.S.J. (N 
Rev. Stephen Dickinson (C 
HANKINSON 
Richland County Far. 


St. Gerard’s Community Hospital (s 


Tel: 

Est. 1953: Gen. 21 beds 4 bass. 

> 2, 5, 6,9, 17 

Sr. Mary Jane, O.S.F ( 
Sr. Mary Michael, O.S.F. ( 
Rev. Aloisus Zdolsek (C 


HARVEY 
Wells County Far. 


For Key to Symbols and Abbreviations See Page 61 
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North Dakota 
St. Aloisius Hospital A (1307b) 
7 725 5 Brewster 
el: 
8: 5 beds 1 
by hy iy 8 8 oF il, 12, 17, 3. ve ra. 50 


Sr. Francis Anne, y rf re (A 
Sr. Celine ww S. (N 
Rev. Msgr. O. P. Onell (C 
JAMESTOWN 

Stutsman County Far. 


rinity HospitalA 
T eet iis: S.E. 
Tel: 

. 1917: Gen. 71 beds 8 bass. 
rs 5, 6,9, il, v7, 34, 36, bet 

. St. Therese, C.S. (A 
® Marie Victor, ek. (N 
Rev. Eugene Schwartzenberger (C 


LANGDON 


Cavalier County Far. 


St. Mary’s Hos: opieel 
Tel; Clearbrook 
Est. 1 : Gen. 28 beds 8 bass. 
= 5, 6, 9, 17, 34, 35, 36 
i. fone Marie, P.B.V.M. (A) 
deLourdes, P.B.V.M. GS 


=. Dennis Schue (2 
LINTON 
Emmons County Bis. 
¢Linton Hos spital (540) 
518 N. Broa 
Tel: Al ine 4-464 
t. 1 Gen. 23 beds £ bass 
5 5, 6, 9, 11, 17, 34, 
Sr. M. Josephine, ig (A 
st M Jerame OSE: ix} 
Rev. iy : Meyer, C.PP.S. (C) 
MINOT 
Ward County Bis. 
St. Jove h’s Hoagie. © (545b) 
304—4th Ave. 
Tel: Te. 5-1141 
Est. ray Gen. 130 beds 20 bass. 
~» 2, 6, 8, 9, 10, 14, 16, 17, 18, 41 , 
Mo. M. Muriel O.S.F. (A) 
$r. Miriam, O.S.F. (N) 
Rev. Kramer (C) 
NEW ROCKFORD 
Eddy County Far. 
¢City Hospital (1311) 
214 Second Ave. S. 
Tel: Whitney 7-2411 
Est, 1939: m, 31 beds 6 bass 
(Nonreporting 1960) 
ge. M. Lelia, P.B.V.M. (A) 
M. Winifred, P.B.V.M. (N 
ye Wanzek (C 
OAKES 
Dickey County Far. 
Oakes Community HospitalA (506a) 
408 S. 5th Se. 
Tel: piyereide 2-214 
Est. 1956: Gen. " beds 8 bass, 
- a, 5, 6, 9, 10, 11, 37 
Sr. M. Helen, he “4 (A 
Sr. M. Loretta, O.S.F. (N 
Rev, Neal Kapaun (C 
PARK RIVER 
Walsh County Far. 
St. Ansgar’s Hospital (1311) 
715 Vivain 
Tel: Butler 4-7233 
Est. 1952: Gen. 30 beds 7 b 
+2, 5, 6,9, 10, 11, 17, 32, 34, 36, 38, 50 
Str. M. Barbara, P.B.V.M. (A) 
St. Mary Helen, P.B.V.M. yd) 
Rev. W. H. Crane (C 
€Owned by Linton Hospital, Inc. and oper- 


ated by the Sisters of St. Francis. 
ned by, the city but managed by the Sisters 
of = resentation of the Blessed Virgin 


DIRECTORY NUMBER 





Hospitals—United States 


RICHARDTON 

Stark County Bis. 
Memocial Hospital (204) 
Est. 1950: Gu. 36 beds 7 bass. 
> 2, 5, 6, 9, 11, 
Sr. M. Ernee, aan (A 
Sr. Mary Leo, O.S.B. (N 
Rev. Claude, O.S.B. (C 
ROLLA 

Rolette County Far. 
Community Hospital (1307b) 
Tel: 443 
Est. 1939: Gen. 35 beds 8 bass. 
> 2, 5, 6, 9, 11, 16, 35, 36 
Mo. Mary Bertha, F.S.M. (A) 
VALLEY CITY 

Barnes County Far. 
Mercy HospitalA } (116le) 


$70, Chautauqua Blvd. 

Tel: 1400 

Est. 1928: Gen. 125 beds 

> 1, 2, 6, 9, 10, 11, 14, 17. 3 34, 36, 41, 50 


Sr. M. Veronica, R.S.M. (A 
Sr. Mary Lorraine, R.S.M., M.A (N 
Rev. Alfred Allmaras (C 
WILLISTON 
Williams County Bis, 
Mercy HospitalA (1161le) 
309 Washington Ave. 


Tel: ony 2-2188 
Est. +. we Gen. 94 beds 1 


>1, 2 " sor 10, 11, ‘%« 17, 32, 34, 36, 
38, 40, 41, 50 

Sr. Mary pode R.S.M. (A 

Sr. Mary Flavian, R.S.M. (N 

Msgr. John Halloran (C 








OHIO 


Archdiocese of CINCINNATI 
Very Rev. Msgr. J. C. Staunton 
Hospital irector 
Diocese of CLEVELAND 
Rev. John J. Humensky, Hospital Director 


Diocese of COLUMBUS 
Very Rev. Msgr. W. E. Ka i 
ne Hospital Director = 


Diocese of STEUBENVILLE 


Rt. Rev. Msgr. P. L. Richter, 
Hospitel Director: 


Diocese of TOLEDO 
Ret. Rev. Msgr. R. A. Maher, Hospital Director 


Diocese of YOUNGSTOWN 


Rev. J. P. Gallagher 
Hospital Director 





HOSPITALS 
Number Number Number 
0. 0 of 
Hospitals Beds Bassinets 
General Short Term.......... 35 8,955 1,341 
Special Short Term: 
Maternity........... - 2 167 123 
Special Long Term: 
PPediate Se Aa ee 1 | | ed 
Tuberculosis.............. 1 9 -— 
Total Special Long Term... 2 40 — 
Pane cee ruregnes 39 9,262 1,464 
AKRON 
Summit County Clev. 
St. Thomas Hospital Ak+ © (105) 


4 N. Main Street (10 
Tels Franklin 6-1481 
Fst. 1928: Gen. 276 pede 48 bass 
>t, 2, 3, 6 & 9, 11, 14. 16, 17, 18, 30, 
34, 35, 38, 41, 50, %5y 


Sr. M. Fabian, C.S.A., M.H.A. (A) 
Helen Chaten, B.S. (N) 
Rev. Adelbert J. Gassert (C) 


CANTON 
Stark County ¥. 
Mercy HospitalA 105 
ti Inclndes fake meer Unit) ¢ 


723 Market ot 
Tel: Glendale 3-45 
Est. 3: be 2 aio 


~1 pty iy 1, 16, 17, 
18, a 38° » 35, 36, 38, Oso d 


fe. M. Henrietta C.S.A. (A) 
M. Maurice, C.S.A., B.S. (N) 
ne Anthony Livajusik and 
Rev. Joseph Werner (C) 
CINCINNATI 
Hamilton County Cin. 
Good Samaritan Hospitalak-+© 
(1707) 
3217 Clifton Ave. ‘ 20) 
Tel: Dapreemy © -140 
Est. 18 wr eg 2 & beds 132 
> 1, 2, io. Sx 10> SE, -.: 13, 16, 
17, 18, $4, 35° "36, 38, 39, 40, 41, 42 50, 
se. Eugen Marie, S.C. (A 
Sr. John Patrick, S.C., B.S. (N 
Rev. Andrew Hoyi ing (C 


St. Francis HospitalA (527a) 


1860 Queen Ay Ave. nea 4) 
Tel: Wabash 1 “6800 
n ey Gea. 2 
“3. fort 11, 12, 14, 16, 17, 18, 
” 3, ate 39, 4 
Sr. M. Amata, SEP. (A 
Mrs. Ruth Bennet (N 


Rev. Sebastian Tlcshes, O.F.M. (C 


St. George Hospital 
enmore Ave. (11) 
Tel: Montana 1-5900 
* va Gen. 34 beds 
6, 9, 10, 11, 14, 17 


- + Joes de Gomeal, O.P., B.S. (A) 
Rev. Francis Sahlfeld (C) 


St. Mary’s HospitalAk+ 
830 Lincoln Park Drive (14) 

Tel: Garfield 1-3640 

me, 1859: Gea. 193 beds 24 bass 

, 9, 10, 11, 12, 14, 17, 18, 34, 


(527a) 


2, ° e 8 

” 36,74 0, 53 
Sr. M. + Radin S.F.P., B.S. (A 
Sr. M. Celeste, $.F.P., M.S. (N 
Rev. Alcuin Feldhues, O.F.M. (C) 

CLEVELAND 
beaten mapeeed Clev. 
(517a) 


Est, 1 1884: So. ae a 37 b 
10, 11, 514, 15 16, 17, 


1B 34" 36, 38°40, 41, 50, 52 
Sr. % S posaria, O52, B.S. (A 
Sr. M. Wilberta, O.S.F., M.A. (N 
Rev. Michael M. Roztas (C 
Saint Ann HospitalA + (105) 
2475 East Blvd. .§ 1} 
Tel: Sweetbriar F 5 
Est. 1873: Mat. 67 beds 45 bass 
+ 1, 2, 5, 6, 9, 10, 11, 12, 17, 38, 50 
Sr. M, Adrienne, & S.A. (A 
Sr. M. Mercede, C.S.A (S) 
Re. Rev. Msgr. ‘william O'Donnell (Cc 
St. John’s HospitalA*k+ © (105) 
7 un ner ag ave (2) 
Tel: mpic 1-7000 
Est. 1s98 ‘Gen. 268 beds 48 bass 
~1, , 9, 10, 11, 14, 16, 17, 18, 34, 36, 
38, 2° fi, 50, 82, 53 
Sr. M. Theophane, C.S.A. (A 
Mrs. Lois Cammire (N 
Rev. Charles H. Logue (Cc 


St. Vincent Charity HospitalA% + © 
(105) 
2222 Central Ave. (15) 
Tel: Main 1-9400 
Est. ie Gen. 368 be 
ae hi S 7, 8, 9, 10, st 12, 13, 14, 15, 16, 
ty 38 ss * 30, 31, 35, 36, 39, 41, 5G, ‘$2, 53, 
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Ohio 

Sr. M. Ursula, C.S.A., M.H.A. (A 
Mrs. Mary G. Zima, M.S. (N 
Rev. William J. Murney (C 
COLDWATER 


Mercer County 


Our Lady of Mercy HospitalA (1161c) 
Tel: 580 

Est. 1950 a 40 beds 19 bass. 

— 2, 6, 9, 10, 11, 14, 17, 34 

Sr. Mary Venard, R.S.M., B.S. (A) 
Sr. Mary Columbiere, R.S.M., B.S. (N 
Rev. Robert Konich, C.PP.S. (C) 


COLUMBUS 
Franklin County Col. 
Mount Carmel HospitalAk+#© (705a) 
793 West State ri (22) 


Tel: Capital 4-317 
Est. sig oe 403 ug} 55 bass. 


1, 2, 6, 7, 12, 13,. 14, 15, 16, 
17, sty 34, 35, 58) es 30 
Sr. Miriam Dolores, C.S.C., M.H.A. (A 
Sr. Anne Miriam, C.S.C., M.S. (N 


Rev. Arthur J. Dimond (C 


St. Ann’s Hospital for Women, 


IncA+ 
1555 Bryden 8.9537 (5) 


(545a) 


Tel: Clearbrook 8-9 

Est. sr Mat. 100 beds 78 b 

rhe 2, 6, 9, 10, 11, 72, “7 17, "38, 40, 41, 50 
M. Rossanse O.S.F. (A 

- "M. Cecilia, O.S.E. (N 

Msgr. L. Corcoran (C 

St. Anthony Hospital A O + (527a) 


1450 Hawthorne -ar (3) 


Tel: Clearbrook 2 
Est. 1890: Gen, 290 beds 
> 1, 2, 6, 9, 11, 12, 14, 15, 16, 17, 32, 41, 50 
Sr. M. Teresa Joseph, $7. (A 
Sr. Mary Aetonr. © (N 
Re. Rev. Msgr. etch Pi. Kilgallen (C 
DAYTON 

Montgomery County Cin. 
Good Samaritan HospitalA*k + © 

(1707) 


1425 W. peloton Ave. (6) 


Tel: Crestview 8-2612 
Est. 1932: > 440 beds 80 bass. 

1, 2, 3,4 8, 9. 10, 11, 14, 15.16, 17, 
18, 31; 34, eth 36, 38, 40, 41, 42, 52, 53 
Sr. Anna, S.C. (A 
Margaret Hoelscher (N 
Rev. Joseph Lutmer (C 
St. Elizabeth Hospital A +0 (527a) 


49 Hopeland Street (8 


Tel: Baldwin 2-0401 
Est. 1878: wt 450 pods 58 b 
> 1, 2, 6, 7 9, 10. z?, 1, 14, 15, 16, 
17, 18, 34, Ss, 36, 38, 39, 41, 50, 54, 55 
Sr. M. Bernardine, S.F.P., B.S. (A 
Sr. Evarista, S.F.P., M.S. (N 
Rev. Alvin Burns, "CPPS. (C 
EUCLID (Cleveland) 
Cuyahoga County Clev. 


@Rose Mary, Johanna Grasselli Home 


for Crippled “ein (1109) 
19350 Euclid Ave. (17 

Tel: Ivanhoe 1-4823 

Est. 1922: Ped. 50 beds 

~ 4, 5, 12, 13, 16, 18 


Sr. M. Canice, H.H.M. is) 
Sr. Mary Paul, H.H.M. (N 
Very Rev. Msgr. Joseph F. Walsh (C) 
GARFIELD HEIGHTS 

Cuyahoga County Clev. 
Marymount Hospital Ax + @ (569c) 


12300 McCracken Road ( 
Tel: Ludlow 1-0500 





4Owned by the Diocese of Cleveland and oper- 
seed by the Sisters of the Holy Humility of 
ary. 


Hospitals—United States 


Bet, oe a 238 pt 39 
ae | eS 13° 77. P5,,.46, 17, 
- 40 "35, 5; 38, ey 4l, 50 


Sr. Mary Aniceta, S. tt MA. (A) 
Sr. Mary Michael, ie (N) 
Rev. Joseph F, Ciolek (C) 
GREEN SPRINGS Tol 

Sandusky County 
St. Francis of Oak Ridge 

135: Rowth (512) 
™ hey orth Broadway 
Est, 1933: T.B. 90 beds 

» Se Oey. 2Dy Ba, 23, 17 

sr. es "Seephanie, O.S.F., B. + (A) 
Sr. Mary Lillian, OS.E., B.S. (N) 
Rev. Francis Krull, C.PP.S. (C) 
HAMILTON 

Butler County Cin. 
Mercy HospitalAk+© (1161c) 


116 Dayton Street 
Tel: fr sag 5-743 

Est. cy i Gen. 7 . 42 b 

~» 4, 2, 6 9, 10, 11, 12, 13, 14, 16, 17, 18, 34, 
35. 36, 38, 41, 50 


Sr. Mary Senlanas,, Rs S.M. (A) 
Sr. Mary Beata, R.S.M., B.S. (N 
Rev. Roger ite psieold’ O.F.M. C) 
KENTON 
Hardin County Col. 
San Antonio Hospital (1707) 
320 _— Wayne St. 
Tel: 408 
Est. 1897: Gen. 75 beds 1 
1, » 6, 9, 10, 11, 6, 5a 34, 36, 41 
Se. veh ‘Chrysostom, S.C., B.S. {A} 
ay George, S.C., B's (N 
Rew. John Sughrue (C) 
LIMA 
Allen County Tol. 
St. Rita’s Hospital a+ (1161c) 
801 West Hi agrees 
Tel: o itol 5- 5010 
t. 19 “" 291 heds 50 bass 
1, - 10.412 ,.42, 15, 14, 16, 17, 18, 
32, 34, 35, 36, 37, 38, 39, 41, 50, 52 
Sr. Mary Eileen, R.S.M. (A) 
Sr. Mary Edwardine, R.S.M. (N) 
Rev. Edward A. Moorman, C.PP.S. (C) 
LORAIN 
Ohio County Clev. 
St. Joseph (Hospital ak+@ (1109) 


2026 Broad iw A 


Tel: Cherry 5-6 

Est. 1892: oe 220 beds 52 bas: 

ad ae 6, 8, 9, 10, 11, 14, 16, 17, 18, 34, 36, 
Sr. M. Theophane, H_H.M., B.S. (A) 
Sr. M. Charlene, H.H.M., BS. 3 


Rev. Austin Matej, O.F.M. (C 


MARIEMONT (Cincinnati) 
Hamilton County Cin. 


Our Lady of Mercy HospitalA (1161c) 


Rowan Hill Drive (27) 
Tel: Bramble 1-8800 
Est. : Gen. 104 beds 32 bas 
> 1, 2,6, 9, 10, 21, 14, 16, 17, 34, 35, 38, 
Sr. Mary Leonard, R.S.M., M. Ed. (A) 
Sr. Mary George, R.S.M., M.S, (N) 
Rev. Francis Kunnecke (C) 
MT. VERNON 
Knox County Col. 
Mercy Hos ospital & (1201) 
117 East High Se. 
Tel: Exoress 2-6015 


Est. 1919: Gen. 130 beds 17 bass. 
+> 1, 2, 4, 6, 7; O, 11, 34, 17, 34, 36, 38, 


40, 41, 
Sr. James Marian, S.C.N., B.S. (A 
Sr. Charles Elizabeth, S.CN., BS. ix} 
Rev. Michael J. Tabit (C) 


‘ 


For Key to Symbols and Abbreviations See Page 61 














NELSONVILLE 
Athens County 








Mt. St. Mary HospitalA 
Franklin St. 
Plymouth 3-19 


Tel: 31 
Est. 1950: Gen. 88 beds 16 bass. 
> 5, 6, 9, 10, 11 0 
Sr. Mary Sion oO. s. F, (A) 
Sr. Mary Clarence, O.S.F., B.S. (N) 
Rev. Ashley B. Pettis (C) 
PORTSMOUTH 
Scioto County Col. 
Mercy Hospital A © (523) 
1248 Kinney’s STEY 
Tel: Elmwood 3-21 
Est. y oe ae i 26 b 
»1,2 8, 9, 10, 11, 14, 1e, “Ty, 34, 36, 38, 
Sr. M. Eudes, O.S.F., M. Ed. (A 
Sr. M. Pauline, O.S.F., B.S. (N 
Rev. John T. Dunn (C 
SANDUSKY 
Erie County Tol. 
Providence Hos spital © (525) 
1912 S. Hayes 
Tel: Main 5-8450 
Est. 1904: a 116 beds 26 bass. 
> Baan © » 9, 10, 11, 16, i7, 18, 34, 36, 
Sr. M. Lucia, O.S.F., M.S. (A) 
~~ Adele, O.S.F., B.S. (N 
Rev. V. J. Volin, C:PP.S. (C 
SPRINGFIELD 
Clark County Cin. 
Mercy Hospital A* (1161c) 


343 N. venues Bivd. 
Teli Fai Gen. 350 beds 42 bass 


> 1, 2, 4, 6, 8, 9, 10, 11, 14, 16, 17, 18, 30, 
31, 34, 35, 36, 37, 38, 39, Al, 50, $2 
Sr. = Cecilia, R.S.M., B.S (A 
Sr. M. Camille, R.S.M., M.S. (N 
Rev. Francis Moyer (C 
STEUBENVILLE 
Jeffersoh County Stu. 
Gill Memorial Hospital (525) 
726 Sixth Ave. 
Tel: Atlanta 2-3671 
Est. 1931: Gen. 63 beds i? pn 
> 1, 2, 6, 8, 9, 11, 14, 16, 
Sr. M. Rozetta, O.S.F. — (A) 
Sr. M. Petronella, O.S.F. (N) 
Rev. Joseph Sarraceno (C) 
St. John Hos sacs (525) 
Becker or = 
Tel: Am. 
ng 1960: ‘Gen. 100 beds 24 bas: 
> 1, 2, po f 8, 9, 10, 11, 14, 16, 17, 18, 34, 
6, 38, 41, 50 
Sr. =. a O.S.F., M.H.A. (A) 
Sr. Immaculata, O.S.F., M.S. (N) 
Rev. “ce B. Ryan (C) 
TIFFIN 
Seneca County Tol. 
Mercy HospitalA (1161c) 
485 West a St. (5) 
Fog Gibson 7-313 
Vig oe 145 beds 3 
cs 2, 6, 8, 9, 10, 14, 17, evn 36, 38, 40, 41 
Sr. M. pg “aed B.S. (A 
Mrs. Martha Swander (N 
Rev. S. L. Ley, C.PP.S. (C) 
TOLEDO 
Lucas County Tol. 
Mercy HospitalA k + © (1161c) 


2221 Madison Avenue (2) 


Tel: Cherry 3-8241 


Est. 1918: Gen. ian beds 68 bass 

+1, 2, 6, 8, 9, to’ T4, 15, 17, 18, 31, 34, 
35, 36, 38, ae 

Sr. Mary Eustelle, _ (A 

Sr. Mary Caroline, R.S.M., M.S. iN 


Rev. Nicholas T. Bouschere (C) 
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Ohio 


St. Charles Hospital Ak + (1161c) 


Navarre 
Tel: Oxteed 3 3 4471 
Est. 19533 wee oar be 


ds 30 b 
»1, 2, 6, 9, 1 aia 14, 16, 17, 18, 32, 
34, 36, 38, 39. 40, "41, '50 
Sr. M. Annunciata, R.S.M., B.S. (A) 
Sr..M. Lucretia, wy} 
Rev. Clarence Schuerman, C.PP. (S$. (C 
St. Vincent’s io (603a) 


-»1 
35, 36, 38, 41, 50 





Sr. Rose Lethiecq, s.g.m. (A 
Sr. Ruth gy .g.m., M.A. & 
Rey. John J alone (C) 
URBANA 

Champaign County Cin 
Mercy Memorial HospitalA (1161c) 

904 Scioto St. 
Tel: 3-5231 
Est. rie er: 75 beds 20 bass. 
>1,2 6, 9, 10, 11, 16, 17, 34 
Sr. Mary "albert, R.S.M., M.H.A. (A 
Sr. Mary Isidore, R.S.M., M.S. (N 
Rev. Michael T. Frost (C 
WARREN 

Trumbull County ¥. 
St. Joseph Riverside Hospital A+ 

(1109) 


1400 Tod yey ° ha 
Tel: Express 4-15 
Est. 1924: Gen. 156 beds 30 bas 
, 10, 11, 14, 16, 1, 18, 34, 35, 


> 1, 2, 4, 6, 

36, 38, 
Sr. 4 Germaine, H.H.M., B.S. (A 
Sr. Timothy, H.H.M., B.S. (N 
Rev. +. Shaughnessy (C 
YOUNGSTOWN 


Mahoning County 


St. Elizabeth Wy 97; sand 
1044 Belmont Ave. (4 

Tel: aa 6-7231 

Est. 1911: 9. He beds 73 bass. 

>i, 2, 4, 6, 7, 8, 9, 10, 11, 13, 14, 15, 16, 


(1109) 


Sr. M. Baptista, H.H.M., B.S. (A 
Sr. Margaret Louise, Mine M.S. (N 
Rev. William E. Martin (C 


ZANESVILLE 
Muskingum County Col. 
Good Samaritan HospitalA > (551) 
1247 aehiond Avenue 


Tel: Gl 2-364 
Est. vr oad 341 beds 37 














EG 2, 4, 6, 9, 10, 11, 13, Ws ts, 16, 17, 18, 
30, 31, ; 34, 35, 36, 37, 38, 39, 40, 41, 50 
Sr. ag! Victima, OS. * gts. (A 
Sr. M. Sylvana, O.S.F. (N 
Rev. Walter Mack, OMI (C) 
OKLAHOMA 
Diocese of OKLAHOMA CITY 
and TULSA 
Re. Rev. Msgr. Gilbert Hardesty 
Hospital Director 
HOSPITALS 
Number Number Number 
0 0. 0. 
Hospitals Beds Bassinets 
General Short Term... a 10 2,078 366 
Special Long Term: 

Chronic-Convalescent...... 1 49 —-- 
OAc o oe. Sis scaateweiiwe 11 2,127 366 
BLACKWELL 

Kay County Okla. 


Blackwell General HospitalA@ (50ia) 
S. 13th St. & W. Ferguson Ave. 


Tel: 703 
: Gen. 64 beds 12 bass. 


> 1, 2, 6, 9, 10, 11, 14, 17, 34 


DIRECTORY NUMBER 





Hospitals—United States 


Sr. Mary Angelia, C.S.S.F. is) 
Sr. Mary Miranda, C.S.S.F., B.S. (N 
Rev. Walter Remmes (C) 

ENID 
Garfield County Okla. 
(1305b) 


St. Mary’s ith Se 
305 South Fif 

Tel: Adams 7-0 

Est. by Gen. 180 beds 29 bas 

4, 6, 9, 10, 11, 14, 16, 17, 18, 34, 36, 


- 1, 
41- 
Sr. Mary Rita, Ad.PP.S. (A) 
Sr. Mary Freda, Ad.PP.S. (N) 
Rev. L. Hugo (C) 
Villa Madonna Hospital (1305b) 
501 W. Randol Iph 
Tel: Adams 4-428 
* 1955: Chr. , ~All 49 beds 
> 2. 
Sr. M. Celeste, Ad.PP.S. (A) 
Rev. Joseph Woucters (C) 
GUTHRIE 
Logan County Okla. 
Benedictine Heights Hospital, Inc.A 
(216) 
2002 W. Yous 
Tel: ag 2-1500 
Est. 1948: Gen. 35 beds 17 bass. 
> 2, 5, 6, 9, 11, 3 
Sr. M. Cornelia, pir B. (A) 
Sr. Mary Carol, O.S.B., M.S. (N) 
Rev. Benjamin Alt, C.PP.S. (C) 
MC ALESTER 
Pittsburg County Okla. 
St. Mary’s HospitalA (803c) 
628 E. Got treet 
Tel: Ga. 3-240 
Est. 1914: Gen. 80 beds 18 bass. 
> 1, 2, 4, 5, 6, 9, 10, ta wie 31, 34, 35, 36, 
Sr. M. Claudine, C.C.V.1. (A 
Rev. Joseph A. LaBonte (C 
OKARCHE 
Kingfisher County Okla. 
@Okarche Memorial Hospital (501f) 
Ex, 1948: Gen. 20 beds’ 6 bass. 
» 5,9, 10, 11 0 
Pa god Pot diy Cs. S.F., B.S. (A) 
Rev. Gerald Rosecrants (C) 
OKLAHOMA CITY 
Oklahoma County Okla. 
Mercy Hospital—Oklahoma City 
GeneralAxk > (1161g) 


501 N.W. Se _eee (3) 


Tel: Central 2 

Est. i ig Ses. 223 beds 27 bas: 

> 1, 6, 9, » Bay 14, 16, 17, 31, 34, 
35, 4° 50, 33° 

Sr. M. Coletta, R.S.M., M.S. (A 

Mrs. Pearl Sessions (N 

Rev. H. B. Mandelartz (C 


St. Anthony Hospital Ade+0 © 
W. 9th aes (3 
Te ‘aan 5-0511 
ig on ne beds 100 bas: 


(507) 


so 4 8, 9, 10, 11, 12, 14, 15, 16, 
7 4. 3 s1° 34, 35, 36, 38, 39, 40, 41, 50 
Sr. M. Agnes, O.S.F. (A 
Sr. M. Elizabeth, O.S.F., B.S. (N 
Rt. Rev. Msgr. G. Hardesty (C 
PONCA CITY 
Kay County Okla. 


Ponca City HospitalA > (939) 


14th & Virginia Aves. 





Owned by the Okarche Memorial Hospital 
serociation and operated by the Felician 
isters 

OUniversity of Oklahoma School of Medicine, 
Oklahoma City, Oklahoma. 


Ozegon 





Tel: a ers 5-3321 


Est. ey Gen. 100 beds 17 bass. 
> 1, 2, » 9, 80, 33, 16, 87, 31, 34, 36, 38, 
Sr. M. de Paul, C.S.J., M.H.A. (A 
Sr. John Francis, Cc. J. (N 
Rev. Emil Ghyssaert (C 
TULSA 

Tulsa County Okla. 


St. Francis Hospital (1305b) 
6161 South Yale (35) 

Tel: National 7-2200 

Est. 1960: Gen. 260 beds 40 bass. 

> 1, ye " » 14, 17, 18, 34, 36, 38, 


39, 4 
Sr. M. he Ad.PP.S., M.H.A, (A 
Sr. M. Marcella, Ad.PP.S, (N 
Rev. Aloysius Synakiewicz (C 


St. John’s Hospital Ak +0 
1923 South Utica (4 ) 

Tel: Riverside 3-3311 

bess | iy ee 640 beds 100 bass. 


(529a) 








lo: Sa Ge Pa Bee ae Llp 32 wes 14, 15, 
160 17, 18, e 31, 34, 35, 36, 37, 38, 39, 
41, 50, 52, 
Sr. M. Bese S.S.M., B.S. (A 
Mrs. Lois Terrili (N 
Re. Rev. Msgr. John G. Heiring (C 
OREGON 
Archdiocese of PORTLAND 
Rev. L. J. Derouin, Hospital Director 
Diocese of BAKER 


Rev. John Baumgartner 
Hospital Director 


HOSPITALS 
Number Number Number 


of of of 
Hospitals Beds Bassinets 





General Short Term.......... 12 1,656 211 
ASTORIA 
Clatsop County P. 
St. Mary’s HospitalA (1317a) 
1508 Exchange St. 
Tel: Fairfax 5-4321 
Est. 1880: Gen. 55 beds 9 bass 
> % on 6, 9, 10, il, 14, 16, 17, 18, 33, 34, 
on tae Imelda, F.C-S.P. (A 
Sr. Zephirin, F.C.S.P. (N 
Rev. John Sheridan (C 
BAKER 
Baker County B. 
St. Elizabeth Hospital (505c) 


2365—4th Street 
Tel: 3-3631 
Est. 1897: Gen. 69 beds 17 bass. 
> 2, 5, 6,9, 11, 17 


Sr. M. Cuniberta, O.S.F. (A) 
Rev. Joseph B. Hayes (C) 
BEND 

Deschutes County B. 
St. Charles Memorial HospitalA (935) 


700 Lava Rd. 
Tel: soe 2- 231 
Est. hy oe 3° 
10, ate 3 ba Ny La 30, 31, 


1, 
* hs? 4a 35, $5 957) 38, 39, 52, 


Sr. M. Florine C.S.J. (A) 
Rev. Antonine Keating, O.F.M., Cap. (C) 


COOS BAY 
Coos County P. 
Mc Auley awa (116le) 


780 Commercia Street 


Pot L. Jer on (A) 
Sr. Mary Nolasco, R.S.M. (N) 
Rev. Leo Linahen (C) 


dOwned by the W. K. Warren Foundation with 
administration by the Sisters Adorers of the 
Most Precious Blood. 








95 


Oregon 
EUGENE 
Lane County - 
Sacred Heart General wenn 
751 East 12th awe 
Tel: Diamond 4-1 
Be, i Ca’ 360 beds 4 
8, 9, 10, 11, ‘2 "14, 16, 17, 18, 
7 i, i" 35, 36, 37, 38, 40, 41, 53 
Sr. Marie de Pazzi, C.S.J., MLA. (A 
Doris M. Butler (N 
Rev. Pius Brazauskas (C 
LA GRANDE 
Union County B. 
St. Joseph HospitalA (505c) 
4th St. & 5 "eed 
Tel: Wo 3-3 
Est. 1938: ta 72 beds 
~+ 1, 2, 5, 6, 9, 10, 11, 17,34 "36, 41 
Sr. M. Meichiog O.S.F, (A 
Sr. M. Alexis, O.S.F. (N 
Rev. Charles i yseiabach (C 
MEDFORD 
Jackson County P. 
Sacred Heart HospitalA (1317a) 
124, Florence Ave. 
Tel: Spring 3-6611 
Est. 1911: Gen. 96 beds 1 
~+ 2, 6, 7, 9, 10, 11, 14, 17, Pra 36, 41, 50, 52 
Sr. Luke of the Savior, F.C.S.P. (A 
Mrs. — King N 
Rev. Rudolf Gerharl (C 
ONTARIO 
Malheur County B. 
Hol Rosary Hospital (405a) 
331 S. W. 9th Se. 
Tel: Tucker 9533, 
Est. 1911: Gen. 88 beds 1 
> 2 6, 9, 10, 11, 14, 16, ‘oe 31, 34, 35, 36, 
Sr. M. Aloysius, O.P. (A 
Rev. Cletus Kirkpatrick (C 
PENDLETON 
Umatilla County B. 
St. Anthony Hospi italA (505c) 
E. Court om 
Tel; g hhh, 6-4321 
Est. 1902: oF 75 beds 12 bass 
+1, 2, 3.,6 71.9, 10, 11, 14, 15, 16, 17, 18, 
, 34,35, 36, 40, 41, 
Sr. ot Lawrence, O.S.F. (A 
Rev. Timothy Collins (C 
PORTLAND 
Multnomah County P. 
Providence Hos ital AX +0 (1317a) 
700 N.E. 47th Ave. (13 
Tel: Belmont §-2151 
Est. 1941: 329 beds 
1, 2.6, 7, Gs 9 20, Bky. 24, 26,.17,:18,.35, 
36, 41 
Sr. Ernestine Marie, F.C.S.P. (A 
Margaret Van Schuvyer (N 
Rev. Ludovic Derouvin (C 


St. Vincent Hospilakt 
2447 N.W. Westover Road ( 


(1317a) 


Tel: 
Est. 187 m. 380 beds 41 bass 
+1, 2, 6,7 20, 31,: 22; 14, a6; 17,718, 
34, 35, 36, 37, 38, 41, 50, 52 
Sr. Francis Ignatius, F.C.S.P. (A 
Laura Carver, M.A. (N 
Rev. Gerald Linahen (C) 
ROSEBURG 
Douglas County P. 
Mercy HospitalA (116le) 
621 W. Madrone Ave. 
Tel: Orchard 3-5511 
Est. 1909: Gen. 74 beds 13 bass 
> 1, 2, 5, 6, 9, 10, 11, 16; 17, 18 
Sr. Mary Noreen, R.S.M. (a 
Rev. Vincent Kerwick (C 


Hospitals—United States 








PENNSYLVANIA 


Archdiocese of PHILADELPHIA 


Rt. Rev. Msgr. L. G. Fink 
Hospital Director 


Diocese of ALTOONA-JOHNSTOWN 
Rev. B. J. O'Malley, Hospital Director 


Diocese of ERIE 
Rt. Rev. Msgr. J. M. Powers, Hospital Director 
Diocese of GREENSBURG 
Rev. A. Grotzinger, O.S.B., Hospital Director 
Diocese of HARRISBURG 
Diocese of PITTSBURGH 
Rev. W. Erkens, Hospital Director 


Diocese of SCRANTON 


Re. Rev. Msgr. R. A. McNulty 
Hospital Director 


HOSPITALS 
Number Number Number 


of of of 
Hospitals Beds Bassinets 





General Short Term.......... 37 8,436 1,224 
Special Short Term: 
ee Ore 1 120 20 
eS ee 1 185 4 
Ps a. : 1 1%6-—— 
‘otal Special ‘Long Term... 3 $21 24 
IR: a s0'kc5 aoiaon chee 40 8,757 1,248 
ALLENTOWN 
Lehigh County Ph. 


Sacred Heart Hospital ak + © (1503a) 


4th and Chew Streets 


Tel: Hemlock 4-9441 
Est. apes & whee bass 
1, 4 4, 6, 7, 8, 9, 10, 11, 12, 14, 15, 16, 
Sr. M. Weneburg, M.S.C., M.H.A. (A) 
Sr. M. Antonette, M.S.C. , MS. (N 
ALTOONA 
Blair County Al. 
Mercy ) Hospital Ax © (713b) 
1—8th 
Tel: Vintner -1681 
Est. 7 ow 164 beds 33 bass 
>1,2 £9.55 i? 12, 14, 16, 17, 18, 34, 
35, 56° 38, 41, 
fe, c. Mary Geraldine, C a M.H.A. (A 
urenge, C,: (N 
S. Rodney Aker (C 


BEAVER FALLS 


Beaver County Pict. 
€Providence HospitalA © (1705) 

900 3rd Ave. 
Tel: Tilden 93-6000 
Est. 1909 Gen. 136 beds 29 b: 
> 1, 2, 6, 8, 9, 10, 11, 14, 17, 18, 38, 41, 50 
Sr. Mary Kieran, S.C. a0 (A 
Sr. Alice Patricia, st, (N 
Rev. George A. Bento (C 
BRADDOCK 

Allegheny County Pict. 
€Braddock General Hospital (1319a) 


412 Holland A 


Tel: Electric 1-3802 
ss oe S- 188 beds 15 bass 
ie $9, at’ te 12, 14, 17, 18, 31, 
7h is 30, 98 38, 
Sr. M. Felicitas, oan M.S. (A 
Sr. M. Anaclete, CDP. (N 
Rev. Ludwig Nemec cc 


€Owned by the Archdiocese of faiedeiphia 
but eqecsent by the ony Sisters of the 
Most Sacred Heart of Jesus. 

Owned by a 4 Board of mmonetoas but op- 
erated by the Sisters of Charity. 

Owned “A the Braddock A Hospital 
Corporation and operated by the Sisters of 

Divine Providence. 





Pennsylvania 


CAMBRIDGE SPRINGS 


Crawford County E. 
San Rosario Hospital (1319a) 
110 Canfield St. 
Tel: Cambridge s rings 5304 
Est. 1934: 


34: Gen, 
+> 5, 9, 11, 13, 15, 16, 31, 32, 50 


Sr. M. Elizabeth, C.D.P. is} 
Sr. Louis Mari ie, C.D. P. (N 
Rev. Joseph Poblesckek, C.S.Sp. (C) 
CARBONDALE 

Lackawanna County Scr. 


St. oseph’s Hospital A © (1115) 


100 Lincoln Ave. 


Tel: Carbondale 1800 
Est. 7 ot 105 beds 15 bi 
te 6, 9, 10, 11, 17, 18, 34, 36, 41 

rr. M. fi ‘Mariae LH MM, M.A. (A 
- Marie Helen, I.H , BS. (N 
Rev. Albert E. ouineid (Cc 
CHESTER 

Delaware County Ph. 


Sacred Heart Hospital 
9th & Wilson Sts. 
Tel: Tremont 6-1621 


Be, stor . ds 
10, 11, 12. “14 15, 16, 17, 
* 140, 40" 31, 3%, 35) 36, 37, 38, 39, 40, 41, 50, 


Sr. M. bell C.S.B., B.S. (A 
Sr. M. Nathaniel, C.$.B., M.S. (N 
Rev. Joseph Fitzpatrick (C 
DARBY 

Delaware County Ph. 
“ee M. <> aaa 

ospital Ax (1141) 

pt lowne Ave. 7, Baily Rd. 

fag Roe 3-2900 
933: bay ie” beds 75 b 

ps = 4, 6, 9, a1, 12, 1. as, 16, 17, 38, 

31, 34, 33, 3 46, Se. 41, 3 
Sr. Marie, C.R.S.M. (A) 
Sr. Miles Dolores, C.R.S.M., M.S. (N) 
DOWINGTOWN 

Chester County Ph. 


Villa St. John Vianney aeaael’ 
11 


Box 36 
Tel: eer 9-0890 
Est. oe. 16 beds 
> 5, = 
Sr. Mary te hane, C.R.S.M. (a} 
Rev. Antimo Veneziale (C 
DU BOIS 

Clearfield County E. 
‘Du Bois Hospital A (1131) 
- Riad South Main St. 
Eee, 1998: Gen. 95 beds 18 b 

4, 6, 9, 10, 11, 14, 1} 80" 50 

Sr. es Carmelita, S.M. (A) 
Sr. M. Maurice, S.M. (N) 
ERIE 

Erie County E. 
St. Vincent Hospital Ax + © (925) 

232 West 25th 
Tel: ane 2- Sil 
Est. 1 : Gen. 401 beds 65 bass 
> 1, é 79S 9, 10, 11, 12, 14, 16, 17, 18 
Sr. pcs Marie, S.S.J., M.A. (A 
Sr. M. Caroline, $.S.J.” (N 
Rev. William Maloney (C) 
HAZLETON 

Luzerne County Scr. 


€Owned by the Archdiocese of Philadelphia 
and operated by the Congregation of the 
yo Sisters of Mercy. 

issions are limited ‘cole to members of 
the ~s-¥ courses. 

Owned by the St. Vincent Hospital Associa- 
tion (lay) with the administrative and nurs- 
ing ied directed by the Sisters of St. 
osep 


For Key to Symbols and Abbreviations See Page 61 
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Pennsylvania 


St. Joseph HospitalA + (504) 
687 N. Kame og (15 


Tel; Gladstone 5-155 


1949: Gen. 200 beds 40 

ih S 6 9, 10, U1, 14, 136, 17, 18, 31, 
Sr. or ee . B.S. (A 
Sr. M. Edwinalda, O.S.F. (N 
Rev. Wm. Ward (C 
JEANNETTE 

. Westmoreland County Gra 
Jeannette District Memorial ited 

(1705) 

efferson St 
Tel: Lefeyene 7-1581 
Fst. 1959: Gen. 99 beds 2 
+1, 2, 6, 9, 10, 11, 14, 25° nis 17, 34, 35, 

36, 38, 40, 41 
Sr. M. Geraldine, S.C., M.H.A. (A 
Sr. Catherine Francis, S.C., B.S. (N 
JOHNSTOWN 

Cambria County Al. 


The Mercy Hospital of JohnstownA0O* 
(1161h) 


1020 Franklin St. 
Tel: 7-751 
Est, 1910: Gen. 244 beds 41 bass 
191,10, 1, 14, 1S, 17, 18, 30, 
ag 35, 3, 38, 39, 40, 4 


Sr. Mary Grace, R.S.M. (A 
Mrs. Helen Wolfhope (N 
Rev. C. George (C) 
LANCASTER 

Lancaster County Hbg. 
St. Joseph Hospital Ak © + (505d) 

250 College _, 
yels wins 7-28 

1883: 7? 330, beds 40 

my yt Dy10, 1p 1d, 14, 16, 17, 

18, 32,’ 34 %, Ss. 39, 41, 50, $2, 5 
Sr. Maria Dolorata, O.S.F. (A) 
Sr. M. Herman Joseph, O.S.F., M.S. (N) 
Rev. Philip Liebich (C) 
McKEES ROCKS 

Allegheny County Pitt. 
¢Ohio Valley General HospitalA © 

(713b) 


Heckel 
Fel: "Spalding 1-210 
130 oe 8 bas: 
S, 9,. 1G, 11, 14, ae ty, eS 


™” 2, 6, 
Sr. M. Edith, C.S.F.N., M.H.A. 
Josephine Roseta, B.S. { N 
MEADOWBROOK 

Montgomery County Ph. 
Holy Redeemer Hospital (715a) 


1648 Huntingdon Pike 

Tel: Wilson 7-3000 

Est. 1959: Gen. 210 beds 50 bas: 

+1, 2, 4, 6, 7, 9, 10, 11, 14, 16, 17, 18, 34, 
36, 38, 41, 50 


Roland D. Olen, M.S. (A) 
St. M. Dolores, D.M.H.R. (N) 
Rev. Leon Wisniewski, O. S.F.S. (C) 
MEADVILLE 

Crawford County E. 
Spencer HospitalA } (925) 


1034 ave Se. 


Tel: 4-1264 
oy 1870: Gen. 34 ig 15 bas: 
Dy A 0” & 8. 9 im Phy Ee 16, 17, 18, 34, 

7 6s , 50” 
Sr. M. hel, S.S.J., (A 
St. M. Helen Claire, "sii B.S. iN 
Rev. J. J. Cannon (C) 
NEW CASTLE 


Lawrence County Pict. 


¢Owned by a lay Board of Directors, but 

managed by the Sisters of the Holy Family 
of Nazareth. 

ned by The Spencer Hospital Corpovation 

and operated by the Sisters of St. Joseph. 


DIRECTORY NUMBER 








Hospitals—United States 


New Castle HospitalA © (509) 
p. Merce ao 
Tel yt 2-77 


1908: ‘Gen. ii beds 1 
7, 9, 10, 11, 13, 4? a6, 17, 18, 34, 
> 35, 39,’ 41, 30 


Sr. Mary pa O.S. 7 (A 
Sr. Lawrence Mary, O.S.F. (N 
NORRISTOWN 

Montgomery County Ph. 


Sacred Heart Hospital ak + (1503a) 
1430 DeKa 


7_bass 
9, 10, 11, 14, 15, 16, 17, 


* tp, yng 35, 36, Se 40, at, 50, 33 
Sr. M. Domitilla, MSC. (A 
Sr. M. Frieda, M.S.C., (N 
Rev. Valent F. Straka, Bis.c. (C 
PHILADELPHIA 

Philadelphia County Ph. 


Misericordia Hospital e+ OO (1141), 
54th & Cedar Ave. 
Tel: Sherwood 7 700° 
™ te $s “400 beds 60 bass. 
» 9, 10, 11, 12, 14, 15, 16, 
71, 78 32 35, 6 38, 41, 50, $2, 53 


Sr. Marie Immaculate, C.R. . pe. B. . ( A} 
Sr. Mary Inez, C.R.S.M., B.S (N 
*Mount St. Joseph Hospital (929) 


Soguanee ’ & Northwestern Ave. (18) 


wal: Ch, 7-42 


Est. 191% rn 
*—> » M &, i. if 1, 32, 34, 41, 50, 53, 
Sr. Bernard Marie, S.S.J. (A 
Rev. A. Vollmer, O.S.A. (C 


Nazareth Hospital Ax + 
8050 Holme Ave. (15 

Tel: Devonshire 2- 2000? 

Est. 1940: Gen. 200 beds 50 bass 

> 1, 2, 4, 6, 9, 10, 11, 12, 14, 16, 17, 18, 34, 


(713d) 


36, 38, 50, 53 
Sr. M. Salvatore, C.S.F.N. (A 
Sr. M. Monica, C.S.F.N., B.S. (N 
Rev. J. B. Dougherty (C 


St. Agnes Hospital Ax © (505a) 
1900 S. Broad bee 
Tel: Howard 5-2500 
me, 1879: be 701 beds 37 
2 4 9, HOt 1416, 17, 18, 31, 
+h 35, 36, 38, 41, 50, $3, 


Sr. M. Euphrasia, O.S.F., ae (A 

Sr. Katherine Marie, O.S:F., B.S. (N 

Rev. Michael L. Walsh (C) 

St. Jose eph’s I HospitalAk+®  (501a) 
Girard i Street (30) 

Tel: Center 6-370 


Est. 1848: Gen. 300 beds 2 
> 1, 44 & 8, 9, 10, 11, {a 16, 17, 18, 34, 


Sr. Mary Fidelise, C.S.S.F., B.S. (A 
Sr. Mary Elma, GS.S.F., B.S. (N 


St. Mary’s Franciscan Mephnan es ' 
5a 
Frankford Avenue and Palmer St. see 


Tel: Regent 9-14 

Est. : Gen. 225 beds 25 bass. 

+ i, 2, 4, 5, 6, 9, 10, 11, 14, 15, 16, 17, 18, 

34, 46 38, 41, 50, 55 

Sr. M. Regulata, OSE. (A 
Sr. M. Agnes Angela, O.S.F. (N 
Rev. Edmund McEniry, O.P. (C 
PITTSBURGH 


Allegheny County Pitt. 


Divine Providence Hospital of 
PittsburghA (1319a) 


OJefferson Medical College, Philadelphia, Pa. 
*Admissions are limited to members of 
religious congregation only. 





the 


dOwned by the Archdiocese of Foliedeiphia 


and operated by the Sisters of St. Felix. 





Pennsylvania 











215 W. 28700 Ave. (12) 
Tel: Fairfax 
t. 1955: Gen. 143 beds 25 bass. 
ry i 2, 5, 6, 9, 10, 11, 14, 17, 18, 34, 35, 36, 
38, 41 
Sr. M. Marcella, CD. (A 
Sr. M. Bernardine C.D.P., Mes. (N 
Rev. Edmund Wofethors (C 
Mercy Hospital Ax +0 o) (1145) 
400 Locust St. (19 
Tal 1847: Gen a beds 65 bass. 
= i, 2, 3, 4, 6, 7, 8, 9, 10, 11, 12, 14, 16, 17, 
18, 4a 36, S874 50, 53 
Sr. M. Ferdinand, R.S.M. (A 
St. M. Paulinus, R.S.M., MS. (N 
Rev. Albert J. Gladis (C) 
¢Pittsburgh Hospital A+ (1705) 
6658 Frankstown Ave. 
I Bear i hes 35 tae 
3 6,9, 10), 11, 12, 14, 15, 16, 17, 34, 
is2ye 6, 38, 8, 41, a 
St. M. Ri 
i. Shee cone s%, B.S. i} 
Rev. Philip Littledale (C) 
Roselia Foundling and Maternity 
ospital (1705) 
1635 Bottord Ave, (6) 
Tel: Grant 1-1 
Est. 1892: Mat. 120 beds 20 
+ 1, 5, 10, 11, 13, 14, 34, 36, “= "40, 50 
s Regis, S.C., B.S. (A) 
ee Rh Kraus (C) 





St. Francis General Hospital & Reha- 


bilitation Insticutea w+ } (509) 
408—Forty-fifth Se. (1) 


ee. M. poids a. ( 
. Bertin, O.S.E. ( 


St. Joseph’s Hospital and 
Dispensary A* © 
2117 Carson St. (3) 

E Deo aatd ts) peds 30 30 

i, 2, 4, 6,9, 10, 1, 16, 17, 
41, 5 


(911) 


34, 36, 





Sr. M. Amadeus, S.S.J., M.H.A. (A) 
Sr. M. Francesca, $.8.J., M.S. (N) 
Rev. Brian Connolly (C) 
POTTSVILLE 

Schuykill County Ph. 


The A. C. Milliken HospitalA-+ (1503a) 
E. Norweigian & Tremont Streets 

Tel: Market 2-3400 

=, ae Gen. 206 beds 





4, 6, 9, 10, 11, #e4e “16, 17, 18, 34, 
“— 46 38, 39, 40, 41, 50, 53, 
Sr. M. Theodefrida, M.S.C. (A) 
Sr. M. Martha, M.S.C., B.S. (N) 
Rev. Walter J. Bruc (C) 
READING 
Berks County Ph. 
St. Joseph’s Hospital Ak + © (505a) 
215 North 12th Street 
Bat i873 Ge 283 beds 32 bass 
bs we eh 10, 11, 12, 13, 14, 15, 16, 


2, 4, 6 
17, 18, 31 31, ig 35, 36, 37, 38, 39, 40, 41, 


Sr. Ma Mg Rober, O.S.F. (A) 
Sr. M. Joella, O.S.F (N) 
Rev. John A. Gallagher (C) 
ST. MARY’S 

Elk County E. 





¢Owned by the gp og h Hospital Association 
aa arom +. by the S: cers ng 

Own a Board of Directors, but Man- 
a ged by the Sisters of the Third Order of St. 


ncis. 
OUaiversity of Pittsburgh School of Medicine, 
Pittsburgh, Pennsylvania. 
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Pennsylvania 


Andrew Kaul Memorial rene 


Tel: ag me 4-2831 

Est. 1922: Gen. 115 beds 30 

> i, 2, 4, 5, 6, 9, 10, ‘i, 18, 31, 34, 35, 
36, 52° 


10) 


Sr. M. Raphael, O.S.B. (A 
Sr. M. Bertille, O.S.B. (N 
Rev. Amelian Schlimm, O.S.B. (C 
SCRANTON 

Lackawanna County Scr. 


Mercy HospitalA © (1161h) 
746 Jefferson Ave. (10) 
Tel: Diamond 4-8572 
Eee, by yk Gea. 238 beds 35 bi 
. Do *. ." 12, ot 15, 17, 18, 

4753 36, $340. 4 
Sr. i: Willa jeoph, Bi 7 im B.A. (A 
Sr. M. Robert, (N 
Rev. John J. Turi 


¢St. Joseph’s Children’s and Maternity 


Hospital A (1115) 
2010 \aeun Ave. (9) 

Tel: Diamond 2-8379 

Est. 1890: Ped. (Neurological) 185 beds 4 


bass. 
~ 2, 9, 10, 11, 12, 14, 34, 35, 38, 40 
Sr. Maria Dolora, I.H.M. (A 
Sr. M. Anastasia, I.H.M., B.S. (N 
Re. Rev. Msgr. Thomas i Cawley (Cc 


St. Mary’s Hospital ¢ (1161h) 
930 Hickory St. (5 

Tel: Diamond 3- ate 

Est. 1914: Gen. 68 

~ 2, 6, 9, iy 1.4 0, o. et 36, 50 


Se. M. Irma, R.S.M (A 
M. Natalie, R.S.M. (§} 


A, Bernard Fath Cc 
WILKES-BARRE 

Luzerne County Scr. 
Mercy Hospitalak+© (1161h) 


196 Hanover St. 
Tel: Valley 2-8101 
Est, 1898: Gen. 193 beds 36 
8, 1h 12. 14. 16, 17, 18, 34, 
” 3s, 46 38, 39, 50, 52, 53, 55 


Sr. Masy Jos Joan, RS S. a MSS. (A 
page Ba Kane, B.S. (N 
Rev. omas Croghan (C 
WILLIAMSPORT 

Lycoming County Scr. 


Divine Providence HospitalA (1180a) 
—, Geenpion Blvd. 
Tel: 4191 
Eee, sg Gen. 185 pot 30 bass. 
11, 13, 14, 15,26, 17, 
* Te, «Ny 31, 34, 35, 56 38, 39, 40, 41, 50 


Sr. M. Emilene, S.C.C., A.B (A 
Sr. M. Lawrence, S.C.C., M.A. (N 
Rev. Robert Everling (C) 








RHODE ISLAND 


Diocese of PROVIDENCE 


Rev. S. K. Callahan 
Hospital Director 


HOSPITALS 
Number Number Number 
f f if 


0) 0, 0, 
Hospitale Beds Bassinets 





General Short Term.......... 2 585 60 
PROVIDENCE 

Providence County Pro. 
€Owned by a Board of Directors and operated 


by the Sisters, Servants of the Immaculate 
eart of Ma 
Owned by . oy board of directors and op- 


erated by the Religious Sisters of Mercy. 











Hospitals—United States 





Lady of F Hospital 0 
Mg Bi h pools (4) North AO (503) 











Fa ~ 1 
Bet, Gen. 273 "beds 
M1, 23 ie 14, 15, 16, 
ty, is 52, $,' "45, 56, 
Mo. M. Paul. O.S.F.. Ms (A 
r. M. Wilma, O.S.B., B.A } 
rly Stephen K. Callahan (C 
St. Joseph's HospitalA* © (503) 
21 Peace St. 
Tel: Dexter 2-2700 
Est. 1892: 7. 310 beds 60 
~1, 2, 4, 6 67.4%, te “12, 14, 15, 16, 
19, i8,'31; » 33, a 50, 52, 53, $5 
Mo. M. Timothy, O.S.F. (A 
Rita M. Sicard (N 
Rev. John Reilly (C 
SOUTH CAROLINA 
Diocese of CHARLESTON 
Rt. Rev. Msgr. G. L. Smith 
Hospital Director 
HOSPITALS 
Number Number Number 
of of of 
Hospitals Beds Bassinets 
General Short Term.......... 5 390 98 
CHARLESTON 
Charleston County Char. 


St. Francis Xavier Sonya © (1153) 
266 Calhoun St. (16 

Tel: Raymond 2-4471 

Est. 1882: gen. ig beds 26 b 


1, r » Dy ee $P 17, 18, 31, 34, 
35, 36, 38° 
ee. Maria, O.L.M. (A 
r. M. Emmanuel ‘O.LM., B.S. (N 
Ren Myles Morris (C) 
COLUMBIA 
Richland County Char 
Providence HospitalA (105) 
2435 Forest Drive (4) 
Tel: Alpine 2-4393 
Est. 1938: Gen. 100 beds 26 bass. 
~ 2, 6, 9, 14, 17, 18, 41 
Sr. M. Paul, C.S.A. (A 
Sr. M. Josanne, C.S.A. (S) 
Rev. William Goldsmith (C 
DILLON 
Dillon County Char. 
St. Eugene Hospital (531) 
Second & Jackson Avenue 
Tel: 774-2451 ‘ 


Est. 1943: Gen. 60 beds 15 bass. 

> 5, 6, 9, 11, 17, 34 

Sr. M. Hermena, S.S.M. (a 
Rev. A. A. Plikunas (Cc 





GREENVILLE 
Greenville County Char. 
St. Francis Hospital A (527b) 


Vardry eal 


Tel: Cedar 3 
Be, a Gen’ 83 be 19 bass. 
6, 9, 10, a: oa 15, 16, 27, 38, 31, 
> 3, *35°38° 40, 41,50 
Sr. Archangel Siecle, S.F.P. (A) 
Rev. James J. Guinea (C) 
YORK 
York County Char. 
Divine Saviour Hospital (1153) 
109 S. Congres St. 
Tel: Be 4-4231 
~~ 1938: > 46 beds 12 bass. 
>2 , , , 9, 2 ) 6, 7 
Sr. M. prance O.L.M. ) 
Rev. John McHale, C.O. Cc) 





4Owned by the Diocese of Providence and op 
erated by the Sisters of the Third Order a. 
ular of St. Francis. 





South Dakota 












SOUTH DAKOTA 


Diocese of RAPID CITY 
Re. Rev. M 
. “Hospital » Dn aaa 
Diocese of SIOUX FALLS 
Rev. J. A. Duraczynski 
Hospital Director 
HOSPITALS 


Number Number Number 
of of of 
ry, p ‘Nal, Beds R, soak 





General Short Term.......... 18 1,676 281 





ABERDEEN 
Brown County 


St. Luke’s HospitalA © 
305 South oe Street 
Tel: Baldwin 5-5110 
me, 1906; 7 Ma beds 30 bass 
11, 14, 16, 17, 18, 30, 31, 
> 33, 346 "38. 36, 35 "38, 39, 40, 41, 53 


(1309) 


Sr. M. Stephen, P.B.V.M. (A) 
Sr. M. Andre, P.B.V.M. (N} 
Rev. S. Swikoski, C.S.V. (C 
DEADWOOD 

Lawrence County R.C. 
St. Joseph’s Hospital (217) 


am Charles Street 
Ee "1886; Gen. 76 beds 1 


> 2, 5, 6, 9, 10, 11, 17, $0: a1, 32, 34, 35, 
36, 38, 41, 50 
Sr. M. Assumpta, O.S.B. (A 
Sr. M. Emmanuel, os (N 
Rt. Rev. Msgr. j.H Seiden (C 
GETTYSBURG 
Potter County S. Falls 


Gettysburg Me Memorial Hospital (506a) 
Tel: 2488 

Est. 1952: Gen. 35 beds 6 bass. 

> 2, 5, 6, 9, 10, 11, 17, 34, 36 


Sr. M. Laurelia, O.S.F., M.A. (A) 
Sr. M. Charles, O.S.F. a 
Rev. Leo J. Fox (Cc 
GREGORY 
Gregory County R.C. 
qMother of Grace Gregory Comma 
Hospital (563) 
405 Whittecar Frys 


Est. 1936: Gen. 24 beds 8 
> 2, 5, 6,9, 11, 14, 17, 34, Oe. 50 





Sr. Mary Colombiere, O.S.F.K. 4} 
Rt. Rev. Msgr. Francis Monighan (Cc 
HOT SPRINGS 

Fall River County R.C. 


Our Lady of Lourdes Hospital (217) 


a ae River Ave. (3) 


Tel: 
a 1300: Gen. 56 beds 6 bass. 
6, 9, 10, 11, 16, 17, 32, 33, 34, 36, 41 


Ps > I , O.S.B. (A) 
Sr. Mary Grace, O.S.B. (Ny) 
Rev. Cecil Folkins (Cc 
HOVEN 

Potter County S. Falls. 
Holy Infant Hospital (504) 
Tel: Hemlock 8-5011 
Est. 1943: Gen. 35 beds 8 bass. 
~ 5, 6, 9, 11, 16, 17, 34, 36, 50 
Sr. M. Norbertine, C.S.B (A) 
Rev. John Rueland (C) 
HURON 

Beadle County S. Falls. 


Leased from the Gougoer Merniol Associatieg 


and operated by t 
Blessed. Kunegunda. 


For Key to Symbols and Abbreviations See Page 61 





HOSPITAL PROGRESS, 196) 


S. Falls, 








—— a 





! 








South Dakota 
St. es, Hospital A © (563) 
4t Iowa, 
Tel: Elgin 2-6431 
Est. - 3 3 146 beds 20 
21, 10, 11, 14, Oe 77, 18, 34, 36, 
Sr. ba Innocentia, 0.$.F.K., B.S. (a) 
Sr. Mary Natalie, OSFK. M.S. (N 
Rev. Norman Maras, O.F. (C) 
MARTIN 
Bennett County R.C, 
4St. Anthony’s Hospital (563) 
Tel: 5971 
Fst. 1948: Gen. 30 beds 5 bass. 
> 2, 5, 6, 9, 16, 17, 34, 35, 36, 39 
Sr. Mary Bertilla, O.S.F.K. (A) 
Rev. Benedict Determan, T.O.R. (C) 
MILBANK 
Grant County S. Falls 
St. Bernard’s Providence HospitalA 
(1117a) 
101 Viola Street 
Tel: 263 
Est. og’ Gen. 40 beds 10 bass. 
7in4 ea" ™ 11, 17, 30, 31, 32, 34, 35, 
Sr. 5 Bao sll D.S.M.P. (A) 
Rev. Denis Donovan (C) 
MITCHELL 
Davison County S. Falls. 
St. Joseph Sthekvenue © (1309) 
1200 East 5th Avenue 


Tel: Wyman 6-556 
Est. 1906: ee. ins beds 25 bass. 
+5, Aare & 8 » 9, 10, 11, 16, 17, 18, 34, 36, 


* 


Sr. Mary Fanahan, P.B.V.M. (A) 
Sr. Mary Evarista, P.B.V.M. (N) 
Rev. Thomas Kinney, C.S.V. (C) 
PARKSTON 

Hutchison County S. Falls 
Se, Bene Benedict Hospital (215) 

ain 

Tel: Wabash 8-3311 
Est. 1998! Gen. P beds 12 bass. 
~ 5, 6, 9, 10, 11 fo a? 
Sr. M. Smeveneia, OS. B., B.S. (A) 
Rev. Othmar Buerkler, OLe. (C) 
PIERRE 

Hughes County S. Falls 
St. Mary’s HospitalA @ (215) 


803 E. Dakota Ave. 
Tel: Capital 4-5861 
Est. 1900: Gen. 102 beds 13 bass. 
1, 2, 5, 6, 9, 11, 17, 18, 33, 41, 50 
Sr. M. Vivian, O.S.B., M.H.A. (A) 
Mrs. Ruth Cowan, BS. (N) 
(C) 


Rev. Luke Becker, O.S.B. Cc 
RAPID CITY 
Pennington County RG. 
St. John’s McNamara Hospital A © 
(217) 
1018—1 1th Street 
Tel: Fillmore 2-4911 
Est. 1926: Gen. 150 beds 34 b 
1, 2, 4, 6, 8, 9, 10, 11, 14, 16, 17, 34, 36, 
38, 41, 50 
Sr. M. Edith, O.S.B. (A) 
Sr. M. Benedict, O.S.B. (N) 
Rev. Peter J. Kelley, O.S.B. (C) 
SIOUX FALLS 
Minnehaha County S. Falls 
McKennan HospitalAk+O© (1309) 


oad Fh 21st St. 


Te 9611 
Est. rs Gen. 263 beds 40 bass. 
+1, nO, 43, &3,. 14, 16, %7, 
34, 55, 36, 38, 39, 50, 55 
St. M. Bonaventure, P.B.V.M., B.S. (A 
Sr. M. Rita, P.B.V.M., B.S. in} 
Rev. Rev. Joseph Presinell (C) 


Owned by Bennett Conary. and, qperaced by 
esse 


the Franciscan Sisters of negunda. 


OUniversity of South Dakota Schoo! of Medi- 
cal Sciences, Vermillion, $.D. 


DIRECTORY NUMBER 


Hospitals—United States 


SISSETON 
Roberts County S. Falls 


¢Tekakwitha Hospital (401a) 
7 East Spruce 

Tel: 698-7571 

t. 1934: Gen. 28 beds 4 bass. 


> 5, 6, , 





Sr. M. Lelia, S.D.S. (A 
Rev. John Hennes, O.M.I. te} 
TYNDALL 

Bon Homme County S. Falls 
¢%. Mishests Hospital (215) 
Ese "1949: Gen. 22 beds 6 bass. 
~> 5, 6, 9, 11, 17, 34, 36 
Sr. M. Virginia, O.S.B. (A) 
Sr. M. Ethelyn, O.S.B (N) 
Rev. Francis Cronin (C) 
WATERTOWN 

Codington County S. Falls 
St. Ann HospitalA (504) 


307-9th Ave., N.W. 


Tel: Turner 6-84 

Est. 1950: Gen. 70 beds 12 bass 

+h ,.6, 9, 10, 11, 16, 17, 34, 36, 38, 40, 
Sr. M. Euphrasia, C.S.B., B.S. (A 
Sr. M. Sponsa, C.S.B, (N 
Rev. Alvin Dybowski, O.F.M. (C 
YANKTON 


Yankton County S. Falls 
Sacred Heart rt Hospital Ax+00 ( 215) 


West Fourth 
Tel: North 5-7472 
Es ; 1897: bass 
2, e , 8, 9, 10, 11, 14, 16, 17, 18, 32, 
*/ 36, 39, 41 
Sr. of Rosaria, O.S.B., M.H.A. {A} 
Se. Harriet, O.S. M.S. (N 














Rev. gt Ruelle, OS.B. CS} 
TENNESSEE 
Diocese of NASHVILLE 
HOSPITALS 
Number Number Number 
0, of of 
U. pit 7 Beds R, my ) 
General Short Term.......... ° 5 1,223 168 
Special Long Term: 

Chronic-Convalescent...... 1 105 — 
TOTAB 6 605% : 6 1,328 168 
CHATTANOOGA 

Hamilton County Nash. 
Memorial HospitalA+ (1201) 


2500 Citico Avenue (4) 
: Madison 4-4681 


Sr. Marie Victoria, 'S.C.N. (A) 
Mrs. Hazel Lindemann (N 
Rev. James Johnson (C 
HUMBOLDT 
Gibson County Nash. 
St. Masry’ $s Michell § Inc. A (512) 
2400 East Mitchell St. 
Tel: Sunset 4-2321 


Est. 1945: Gen. 50 beds 10 bass. 
-» 2, 6, 9, 10, 11, 14, 16, 17, 41 
Sr. Mary Blandine, O.S.F., M.H.A. (A 
Sr. Mary Christine, O.S.F.. B.S. ves 


Rev. Albert Hilger, O.S. B. Cc 
KNOXVILLE 
Knox County Nash. 
St. Mary’s Memorial HospitalA* + © 
(1161c) 


East Oakhill Ave. (17) 


¢Owned by Oblates of Mary Immaculate but 
operated by the Sisters of the Divine Savior. 

Owned by the City of Tyndall and operated 
by the Benedictine Sisters. 

OUniversity of South Dakota School of Medi- 
cal Sciences, Vermillion, $.D. 








Texas 
fg 5-11 
Be, 1930! om 350 beds 


5 bass. 
3, 4, 6, 8 9, 10, sth 12, 14, 15, 16, 
~ 14,18,’ 31, 32, 8? 








35, 36, 38, 40, 41, 50 
Sr. Mary Annunciata, 2. S.M. (A 
Sr. Mary Elaine, R.S.M (N 
Rev. Leo Baldinger (Cc 
MEMPHIS 
Shelby County Nash. 
oseph HospitalAk+ © (517a) 
<2 Overton Ave, (5) * 
~~; ackson 3-2411 
89: Gen. 0 beds 48 
3, 5, & 9 10, 1, i> “T4, 16, 17, 18, 
” 31, 23 4,'35, 36, 38, 4 
Sr. M. Alfreda O.S.F (A 
St. M. Rolandina, O.S.F., M. S. (N 
Rev. Colman Borgard, O.F.M (Cc 
NASHVILLE 
Davidson County Nash. 
St. Thomas Ear" (1701) 
2000 Hays St sn) 
Ba 1308 Gen 239 beds 4 
+3. 6,8: 9, MO 1 td, 17. 31, 34, 35, 38, 
St. Henrietta, D.C. (A 
Sr. Victorine, D.C. (N 
Rev. James Niedergesses (C 
SIGNAL MOUNTAIN 
Hamilton County Nash. 
Alexian Brothers Rest Home (M1) 
roots Bs 
3 r 
Fst. 1 1938: (Chr. -Conv. 105 beds 
Bro. Vincent, C.F.A. (A 
Bro. James, C.F.A. (N 
Rev. Wm. B. Grannis (Cc 








TEXAS 
Archdiocese of SAN ANTONIO 
Rev. J. J. Lazarsky, O.M.I., Hospital Director 


Diocese of AMARILLO 


Very Rev. Msgr. A. M. Bottoms, J.C.D. 
ore Hospital Director 


Diocese of AUSTIN 
Rev. M. C. Deason, Hospital Director 


Diocese of CORPUS CHRISTI 


Re. Rev. Msgr. A. H. Schmide 
Hospital Director 


Diocese of DALLAS-FORT WORTH 
Re. Rev. Msgr. W. F. O’Brien, Hospital Director 


Diocese of EL PASO 


Diocese of GALVESTON-HOUSTON 
Re. Rev. Msgr. J. J. Roach, Hospital Director 
HOSPITALS 
Number Number Number 
of of of 
Hospitals Beds Bassinets 








General Bart, Fern. Bhs 39 4,640 810 
5 ort Term: 
MPeychiatric a aea 1 6-— 
TOTAL... ; 40 4,605 810 
ABILENE 
Taylor County Dal. 
St. Ann HospitalA (1321) 
1325 Cedar Street 
Tel: Orchard 4-8111 
Fst. 1940: Gen. 34 beds 
+l, 5 5, 6 & 9 11; 17, 50 
Sr. M. Annella, C.D.P., M.H.A. (A) 
Sr. M. Florentia, P. (N 
Rev. Patrick Whelan (C) 





Texas 





AMARILLO 


Potter County Ama, 


St. Anthon y's Hospital A } (803c) 


735 Polk i 


Est, 1901: Gen. 136 beds 2 
, 5, 6, 9, 10, 11, 14, 17 3. 38, 41 





. pide Vianney, C.C.V.I1., B.S. (A 
Sr. Bernard Marie, C.C.V.L., B.S. (N 
Rev. Francis L. Schneider, OP. (C 
AUSTIN 

Travis County Aus. 
qHoly Cross Hospital A (711) 

2600 East 19th 
Tel: Greenwood 66415 
* 1940: Gen. 48 beds 20 bass. 

5, 6, 9,. 10, 21, 375 v4 38, 41 
the ‘Rosaures, §.M.LC. {A} 
M. Claudia, §.M.I.C. (N 

Rev, John J. GrRoarke, C.S.C. (C) 
Seton HospitalA > (1701b) 

600 West 26th St. (5) 
Tel: Greenwood 6-6021 
Ese. 1901: gen. me beds 36 bass. 
~» 2, 6, 6 9, 10, 21, 14, T7, 18, 31, 34, 35, 

36, 38, 41 
Sr. Alphonsine, D. . (A 
Sr. Leander, D.C., B.S. (N 
Rev. Donald McLeaish (C 
BEAUMONT 

Jefferson County Gal. 
Hotel DieuA © (801) 


1425 Sabine Pass ae 
Tel: Terminal 5-3411 
Est. 1897: Gen. 145 beds 4 bass 


> 1, 2, 6, 9, 10, 11, 14, 16, 17, ‘95,36, 37, 41 
Sr. M. Wilfred, C.C.V.I. {N} 
Mrs. Helen Davidson (N 
Rev. Edward Messinda (C) 
St. Therese HospitalA (801) 
1105 Broadway 
Tel: Terminal 2-1611 
Est. 1934: Gen. 79 beds 36 
~ i, 2, 6, 9, 10, 11, iy 3h "34, 38 
Sr. Mary Philip, C.C.V.I. is} 
Sr. aety Justina, C.C.V.I. (N 
Rev. F. J. Dobias (C) 
BRENHAM 
Pees County Aus. 
ude e Hospital A (525) 
* 06 N. 


Tel: Greenfield 6-3691 

Est. 1954: Gen. 25 beds 6 bass. 

> 2, 5, 6, 9, 10, 11, 17 

Sr. Mary Carmelita, O.S.F. (A) 
Sr. Mary Dorothy, O.S.F. es 
Rev. Frederick Nachtigal (C 


BROWNSVILLE 
Cameron County ec, 


Mescy HospitalA $ 

4W. My 2715] St. 
Tel. Tineol 6-2431 
Est. 1923: Gen: 100 beds 24 bass. 
~ 2, 6, 9, 10, 11, 17, 33, 34, 36, 38 
fe. Mary Ambrose, R.S.M. ( 
Sr. wy 4 Daniel, R.S.M. ( 
Rev. Al Breveleit, O.M.I. (C 


BRYAN 
Brazos County Aus. 


St. Joseph Hospital 

300 S. Sims Ave. 
Tel: DY tae 2-3776 
Est. 1 : Gen. 68 beds 18 bass. 
Eg 2, 5, 6, 9, 10, 11, ie, 17, 34 
Sr. M. Patricia, O.S.F., M.H.A. (A 
Sr. Mary Theophane, B.S. (N 
Rev. Harry Bilski (C 


CAMERON 
Milam County Aus. 
4Owned by the Diocese of Austin and oper- 


ated by the Missionary Sisters of the Im- 
maculate Conception. 
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t. Edward Hospital (801) 
< North Crockett 

Tel: Oxford 7-4664 

Est. 1946: Gen. 36 beds 8 bass. 

~» 2, 5, 6, 9, 11, 17 

Sr. Mary Albert, C.C.V.I. {8} 

Rev. John T. Geiser (C 


CORPUS CHRISTI 
Nueces County CC. 

Spohn Hospital A © (803b) 
Tel: Tulip 3.26 2611 
Est. 1905: Gen. 179 beds 37 bass. 
igs 1, ’ , 8, , 10, » 14, 16 Ls 18 
Sr. Angela Clare, C.C.V.L., M.H.A. (A 
Sr. M. Roderick, C.C.V.I., B.S. (N 
Rev. Mark Berger, O.S.B. 0 
CUERO 

DeWitt County S.A. 
Burns Hos itald (809) 


‘aman St. 
Tel 1th 3: 431 
Est. 1911: . 35 
> 1, 5, 6, 9, 17, 30, be 0, “4 35, 36, 38 
Se, M. Xaveria, 1.W.B.S. (A) 
M. Barbara, I.W.B.S. {G3 
Rev. Donald Murry Cc 


DALLAS 


Dallas County Dal. 


St. Paul Hos ila tO 0 (1701b) 


3121 Bryan oti (4 
bag Fogtoe > 3-414 
gs i 346 Ps ” bass. 
12, i415, 16,17, 


9, 
a 246 35° 8s 38, ¥ 80, 52 


Sr. Mary Helen, D.C., B.S. (A) 
Sr. Blanche, D.C., M. C8 
Rev. Richard Sherlock, “CM. CC 
DENISON 
Grayson County Dal. 
Madonna HospitalA (1321) 
401 E. Hull Street 
Tel: Homestead 5- east 
Est. 1945: Gen. i 10 bass. 
> 1, 2, 6, 9, 11, 
Sr. M, Lydia, CDP. "BS. (A) 
Rev. Dan O'Connor (© 
EL PASO 
El Paso County E1.P. 
Hotel Dieu, Sisters’ ephiee © ‘ 
710b) 
1014 N. Stanton St. 
Tel: Keystone 3-7521 
Est. 1892: Gen. 231 beds 65 bass. 
=> i, 2, 3, 6, 8, 9,10, 11, 14, 16, 17, 18, 34, 
35, 36, 38, 40, 41, 50 
ge. Andrea, Pe (A) 
Teresa, D.C. (N) 
Rev. John Osikowski (C) 
St. ceeph Hospital (921) 
1 7 randview Ave. 
Tel:  . ~ 3-2471 
Ese. 192 Pi tis 65 beds 
> 1, 5, 6, 9, 11, 17, 30, 31, 32, 42, 50, 55 
Sr. M. Ferdinand C.J. {A} 
Sr. Mary Clare, Cas. (N 
Rev. Patrick Purcell (C) 
FLORESVILLE 
Wilson County S.A. 
qMemorial Hospital (1321) 
East Heights 
= Rg Ra 3-25 $32 
9 beds 7 bass. 
ae 2 6, 9, 11, 17, 34, 50 
Sr. M. Consolata, C.D.P., M.H.A. (A) 
Sr. M. Yvonne, C.D.P. (N) 
Rt. Rev. Msgr. John J. Gerbermann (C) 


oThe Universicy a Texas Southwestern Medi- 
qOwned by the ¢ City of Floresville and d 
n the City of Floresville and operate 
by the Sisters Giy of Providence. - 


For Key to Symbols and Abbreviations See Page 61 


Texas 






FORT WORTH 

Tarrant County Dal. 
Se. tal 

Jose TK aCD AK+0@  (803b) 
Tels Edison 6: -9381 
Est. 1996; Sen . 283 beds 44 bass. 
> 2, 5 os J, -* 52, 14, 16, 17,18, 
4, 35° 36, 38, 40, 41, $0 

Sr. el Apes. CCV. ert (A 
Schelia W. Long (N 
Rev. Walter Hoary Pardyka (C 
GALVESTON 

Galveston County Gal, 
St. Mary’s InfirmaryA+ 4 0 (801) 


715 Market St. 
Tel: Southfield 3-5301 
Est. 1866: Gen. 200 beds 25 bass 
s te Oy To So Alp 3 1G BT> 18, 34, 36, 39, 


gale Berend, C.C.V.I. (A 
Mitdasd Pesek N 
Rev. Walter Montondon (C 
HOUSTON 

Harris County Gal, 


St. Elizabeth’s Hos ‘a0 (711) 


> i, 2, 4, 6, 9, 10, sg vi ps *i7, 34, 35, 36, 
38, 41, 56 


Sr. M. Gerharda, S.M.I.C. (A) 
Rev. Chester Bali, S.S.J. (N) 
St. ceeph’s meat (801) 
1910 Crawford 
Tel: Capital 8-051 
t. 5 gi a 22 beds 103 bass 
+1, 2 eee Ries 16, 17, 18, 34, 
35, 46" 38, 40, 41, 50 
Sr. Mary Christine, ‘C.CV.1 (A 
Sr. Mary Placida, C.C.V.I., B.S. (N 
Rev. Salvador J. Culotta (C) 
JOURDANTON 
Atascosa County S.A. 
qMercy Hospital (809) 


Whitfield Heighes, ome 97 
Tel: Porter 

Est. 1957: Gen. 39 beds 

—»1, 2, 5, 6 9, 11, 16, 17 bos 32, 34, 36, 38 


Sr. M. Lucilla, 1.W.B.S., B.S. (A) 
Sr. M. Ruth, I.W.BS., B.S. (N) 
Rev. Anthony Cieslak (C) 
LAREDO 

Webb County Ee: 
Mercy HospitalA $ (1161g) 
« 1515 Logan St. 
Tel: Ra. 2-24 


i 31 
Est. 1897: Gen. 147 beds 
> 1, 2, 6, 9, 11, 14, 17, is oe “36, 38, 41 


Sr. Mary Adele, R.S.M (A) 
Rev. Charles Ordner (C) 
LIBERTY 

Liberty County Gal. 
Mercy Hospital (525) 


521 Travis yo 


1 
~ 2, 5, 6, 9, 11, 17, 32, 34 


Sr. Mary Ruth, O.S.F., M.S. (A) 
Sr. M. Lucilda, O.S.F. (N) 
Rev. J. DeForke (C) 
LUBBOCK 

Lubbock County Ama. 
St. Mary of the Plains Hospital (927) 


2605—19th parece 


“ 2547 
Ff Gen. %G ‘beds 10 bass. 
ag A 5, 6, 9, 11, 16, 17, 18 


OUniversity of Texas Medical Branch, Gal- 
veston. 

4Owned by the Atascosa Hospital Association 
and operated by the Sisters of the Incarnate 
Word and Blessed Sacrament. 
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Texas 
Sr. Lg we Als. i 
5." Mastick (C 
MINERAL WELLS 

Palo Pinto County Dal. 
Nazareth HospitalA (713a) 


316 N.W. 4th Street 


Tel: Ry Fe — sede 
M24, 388, 8 10,4, 17, 30, 31, 34, 35, 
36, 38 ” 
M Honoria, C.S.F.N. 
& Mary Remegia, C.S.F.N (N 
Rev. Florian Zakikowski, Oo. F.M. (C 
PARIS 
Lamar County Dal. 
St. Joseph’s HospitalA > (803c) 
820 Clarksville Street 
ing Sunset 5-1664 
1 n. 80 beds 11 bass 
3 1 5, 6,9, 10, 11, 16, 17, 34, 38, 41 
M: Nicholas, Sgy4, (A) 
gr. if baat c B.S. ( Cat 
o. Philip Blanke, Sree. (C 
PORT ARTHUR 
Jefferson County Gal. 
St. Mary's HospitalA (801) 


1931—9th Ave. 
Tel: Yukon 5-7431 
Lg Vie Gen. ih beds 26 b 
_ 16, 17, 230, 31, 34, 35, 


2, 6, 9, 10, 
7h, 37, 38, 39, Mi, 
Sr. Mary Madeline, oes. (A 
Mrs. Katherine A. Becker (N 
Rev. Lawrence Connelly (C 
REFUGIO 
Refugio County Cc. 





Refugio Ce County Hospital (525) 
107 ife S 
Tel: Lakeside 6-2321 
Est. 1940: Gen. 4 beds 8 bass. 
> 2, 5, 6, 9, 10, 11, 12, 17 
Sr. M. Sebastian, ‘OSE, BS. (A 
Sr. M. Dominica, O.S (N 
Rt. Rev. Msgr. baat Burgert, O.S.B. (C 
SAN ANGELO 
Tom Green County Ama. 
St. John’s Hospital A (803b) 
2018 Pulliam 
Tel: 3181 
Est. 1910: Gen. 39 beds 6 bass. 
> 5, 6, 9, 10, 11, 16, 17 
Sr. Mary James, C.C.V.I (A 
Sr. Catherine Elizabeth, C. B $. I., B.S. (N 
Rt. Rev. Msgr. Charles Dvorak (C 
SAN ANTONIO 
Bexar County S.A. 
St. Benedict’s aCe (206) 
418 Madison St. d 
Tel: Capitol 6-8 
t. ig : Mong Ne beds 
»1, 2, 5, 6, 9, 10, 11, 17 
Sr. Henrietta Marie, O.S.B., M.A. (A 
tr. M. Mechtilde, O.S.B., BS. (N 
Re Rev. Msgr. Joseph Jacobi (C 
Santa Rosa Hospical Ak+ ¢ (803b) 


745 W. Houston St. 7 
fei: Ge itol gg 
t. 


"36, 37, 38, 39, 40 4 1, 
42, 50, 52,'53, 54 253 


St. Mary Vincent, C.C.V.I. ( 
Mrs, Velma Kerschner ( 
Matt Powers, O.M.I. (Cc 


SLATON 
Lubbock County 
Mercy Hospital 
19th and Division Streets 
Tel: Valley 8-4242 


(1161g) 





(Owned by Refugio County but managed by 
the Sisters of St. Francis. 


DIRECTORY NUMBER 
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Est. 1929: Gen. 31 be 
> 5, 6, 9, 10, 11, 17, i, 2, “re 35, 36 


Sr. M. Mercedes, R.S.M. (A 
Sr. M. Rudolpha, R.S,.M. (N 
Re. Rev. Msgr. T. D. O'Brien (C 
TYLER 

Smith County Dal. 
Moher Frances HospitallA ¢ (713a) 


5 E. Houston St. 
Tel: vie 4-7451 

937: Gen. 100 beds 15 bass. 
pry 7 7, 9, 10, 11, 17, 18, 39, 41 


Sr. M. Theophane, C. « z. N; Y - H.A. (A) 
Sr. M. Modesta, C.S.F S. (N) 
Rev. L. L. Meyer (C 
VERNON 
Wilbarger County Dal. 
Christ the King Hospital (713a) 
2006 Pease St. 
Tel: ziaaee 2 2-2501 
Est. 1937: Gen. 23 beds 4 bass. 
— 5, 6, , 
Sr. Mary Virgil, C.S.F.N (A 
Sr. Mary Claudia, CSEN, B.S. (N 
Rev. Kurt Buranich, O.F.M. (C 
WACO 
McLennan County Aus. 
Providence HospitalA (1701b) 


1725 Coheed (ne 
Tel: Plaza 3-4 
Eee, 1903s be 00 beds 33 bas: 
G. 43, 32, 14 16, 17, 18, 30, 
7s, ate 36, 38, 39, @, 41, 50, 53 


Sr. DePaul D.C., M.H (A) 
Sr. Marie Calametti, De. B.S. (N) 
Rev. Henry Van den Booggard (C) 
WELLINGTON 
Collinsworth County Ama. 
St. Joseph’s HospitalA (416) 
1014 Fifteenth Street 
Tel: 447-2521 
Eee, 1998 Gen. 26 beds 6 b ‘am 
5 2, 4, 5, 6 9, 10, 11, 17, 30, 31, 32, 34, 
Sr. Mary Rupert, O.P. (A 
Sr. Mary Teresita, O.P. (N 
Rev. Kevin Hand if (C 
WICHITA FALLS 
Wichita County Dal. 
Bethania Hos spitala @ (713a) 
1600 ett ereet 
Tel: 723-4 
Est. 1935: i. 173 beds 24 bas 
> 1, > & BQ). EE, Gy BS, 17, 31, 34, 36, 
38, 40, 41 
Sr. M. de Chantal, C.S.F.N. (A 
Margaret Eckelkamp (N 
Rev. Gerard Groeneger (C 
YOAKUM 
Lavaca County S.A. 
qHuth Memorial Hospital (809) 
303 Hubbard Street 
Tel: Ax. 3-2321 
Est. Gen. 47 beds 
~ i, 5, 6, 9, 11, 17, 50, 3° 34, 35, 36, 38, 50 
Sr. Joan of Arc. [7 -eS. (A 
Sr. Annette, I.W.B. (N 
Rev. Edward Pade oy (C) 
YORKTOWN 
DeWitt County S.A. 
Yorktown Memorial Hospital (501f) 
Tel: Lowell 4-2233 
Est. 1951: Gen. 20 beds $ bass. 
> 1, 2, 5, 6, 9, 10, 
Sr. Mary Agnelis. enae: B.S. (A 
Rev. John . Mall lally (C 


of Yoakum and operated 


(Owned by the Ci 
the Incarnate Word and 


by the Sisters o 
B Sacrament. 











Vermont 
UTAH 
Diocese of SALT LAKE CITY 
HOSPITALS 
Number Number Number 
of 0, of 
Hospitals Beds Bassinets 
General Short Term.......... 3 415 88 
OGDEN 
Weber County S.Lk. 
St. Benedict's Hospital Ak + © (211) 
3000 Polk Ave 
fg Ex 3-8665 
1 346; Ge, 170 bede 28 bas 
10, » 14, 16, 17, 18 
* 35, te 38, ” 39, 41, 
Sr. Mary M t Og. B. A 
Sr. Gievenal. OSB. in 
Rev. Raymond Layton, O.S.B. (C) 
RICHFIELD 
Sevier County S.Lk. 
St. Michael’s oa (211) 
201 East 5th St 
Tel: Twin Oaks 6-44 
t. 1960: Gen. 47 ‘beds 10 bass. 
> 1, 2, 5, 6, 9, 10, 11, 17 
Sr. M. Arles, aes (A) 
Sr. M. Job, O.S.B (N 
Rev. Patrick Caio Rai 
SALT LAKE CITY 
Salt Lake County S.Lk. 


Holy Cross Hospital Ax&+*O'© (705c) 
a East Fiese | uth Street (2) 
Es % 











." S77 Gee. 198 eds 
6, 7, 10 ao oP 14, 16, 17, 18, 
” 3d, 71°38 35.56, 38, 40, 41, 50, 52 
Sr. M. Hiliesy, C.S.C. (A) 
Mrs, yan a rsen (N 
Rev. Cohan (C) 
VERMONT 
Diocese of BURLINGTON 
Rt. Rev. p Bears oe W. A. Crowley 
Hospital Director 
HOSPITALS 
Number Number Number 
of of of 
Hospitals Beds Bassinets 
General Short Term.......... 3 272 39 
BURLINGTON 
Chittenden County Bur. 
¢DeGoesbriand Memorial Hospital 
Ak+0°O (907a) 
Pearl & Prospect Sts. 
Tel: University 3: 3-3451 
ie, 1924s Gen. 182 


beds 3 
7, 9,10, 11, 12? 413 14, 15, 16, 17, 


7“ ays "34, 36, 40, 41, 50, 52, 53 
gree Joseph RALS.J. ix} 
r. St. Josep 
Rev. Joseph Lagor (c) 
ST. JOHNSBURY 
Caledonia County Bur. 
€%. Johnsbury Hospital (1317c) 
Prospect Street 
Teh Pioneer 8-238 
= 1895: Gen. 32 be 
5,6, % 1h, 34, is, 36 238 
mh Aubert, FCS. P. (A) 
Rev. Gerard Brouchu (C) 


O'University of Utah School of Medicine, Salt 
Lake Ci 


ty. 
O*University of Vermont College of Medicine, 
puringeoe, | vegmens 
Owned by th De Goesbriand Memoriel Hos- 
ital, ine. ond operated by the Religious 
ospitallers of St. Joseph. 
med by the Diocese of Burlington and 
operated by the Daughters of Charity, Serv- 
ants of the Poor. 
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Vermont 


WINOOSKI 
Chittenden may Bur. 


Est. 1894: Gen. 58 beds 

~» 2, 6, 9, 10, 11, 14, 17, 36 

Sr. Moreau, R.H.S.J. (A 

_ Marjorie Timbers (N 
Rev. Joseph Couture, S.S.E. (C 








VIRGINIA 


Diocese of RICHMOND" 
Very. Rev. Msgr. F. H. Nott, Hospital Director 


HOSPITALS 
Number Number Number 


0; of 0, 
Hospitals Beds Bassinets 
General Short Term......... 4 693 127 





NEWPORT NEWS . 
Rich. 


Mary Immaculate Hospital a © (504) 
Buxton & Blair Ave. 
Fog Chestnut 7-5201 
1906: Gen. 129 beds 30 
10, 11, 14, 5, 18, Pe, 35, 36, 38, 


+ 4 6, 9, 

3, 41 ts 
Sr. M. Go: zalva, CSB. B.S. 
Sr. M. Borromes. C.S.B., B.S. (N 
Rev. A. Schonhart, C.SS. R. (C 
NORFOLK 

Norfolk County Rich. 


De. Paul Hospital &-+.0 (1701a) 


& S by St. (5) 
Tel: a TT ne 


18 ra G 500. beds 5 
y ‘ 8, 9, 10, 11, 14 “16, 17, 18, 34, 


7, 
nd 2 ay, 50, 52, 53 











fe. eos Blinabech, D.C., M.H.A. S} 
i George D. “Bichaisoo, C.M. (C 
NORTON 
Wise County Wh. 
St. Mary’s Hospital, Inc.A (1104) 
910 Virginia Ave. 
Tel: Norton 59 
Est. 1948: Gen. 58 beds 15 bass. 
> 2, 5, 6, 9, 10, 11, 17, 34, 36 
Sr. Anne Christina, $.M.G. (A 
Sr. M. St. Finian, $.M.G. (N 
Rev. Francis Gardner, H.M. (C 
PORTSMOUTH 
Norfolk County Rich. 
qMaryview Hospital A & © (1801a) 
200 County Booed 
Tel: Export 3-404 
Est. v ig 4 Gen. 406 beds 32 bass. 
6, 9, 10, 11, 13, 14, 16, 17, 38, 41 
Mo. Marie, D.W. (A 
Mrs. Wilda W. Hylton (N 
Rev. Francis J. Allen, S.M.M. (C 
WASHINGTON 
Archdiocese of SEATTLE 


Rev. L. M. Willenborg, Hospital Director 
Diocese of SPOKANE 
Rev. E. J. Kowrach, Hospital Director 


Diocese of YAKIMA 
Rev. E. T. McHugh, O.M.1., Hospital Director 





HOSPITALS 
Number Number Number 
of of 0, 
TW, Stal, Beds R, ., "7 
General Short Term.......... 20 2,627 466 





1Parts of this state are under the jurisdiction 
of the Diocese of Whecting, A a., and of 
on re of Wien, De 
- a Board of Trustees and operated 

—, the Da 


ughters of Wisdom. 
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ABERDEEN 

Grays Harbor County Sea. 
St. Joseph HospitalA (413) 

1006 eon E i P. O. Box 1140 
at: ee 3-04 

1889: bes i100 beds 2 

13,5 6 £4" i ap Oy 48, 32, 54, 35, 
on A "aiden, O.P., B.S. (A 
Sr. M. Elizabeth Anne, O.P., B.S. (N 
Rev. Joseph Dominic, J.C.D. (Cc 
BELLINGHAM 

Whatcom County Sea. 


St. Jose h’s General Hospital A > (943a) 
255 N. Forest St. 
el: Regent 4-6720 


ft. tas : on, i* fee 29 b 
~» 2, 6, 9, le ay A 32, "54, 35, 36, 37, 
38, 41, 50 
Sr. ¥. Patricia, C.S. (A 
Sr. Regina Marie, S.J. (N 
Rev. Gregory Schneider, O.S.B. (C 
CHEHALIS 
Lewis County Sea. 


St. Helen HospitalA 
1332 pe emenr 9 er Ave. 

Tel: Sherwood 8-4445 

Est. 1907: Gen. 70 beds 19 b 

+1, 2, 6, 2 do, 3 11, 14, 17. 32, 33, 34, 36, 


Sr. M. herd O.P., B.S. (A 
Rev. Michael Meade (C 


CHEWELAH 
Stevens County Spo. 
St. Joseph’s HospitalA (421a) 
501 E. Clay Ave. 
Tel: Webster 5-4381 
Est. 190g? Gen. 34 beds 6 bass. 
> 2, 5, 6, 9, 17 
fe. Mary Esther, O.P. (A 
Sd. loentrude, O.P. (N 
ey Paul Jansen (C 
COLFAX 
Whitman County Spo. 
St. Ignatius HospitalA (1317b) 
1009 S. Mill St. 
Tel: Ex. 7-4321 
Est. 1893: Gen. 60 beds 10 bass. 
+> I, 2,6, 9, 10, 11, 14, 16,17 
Mo. Brendan, F.C.S.P. (A 
Sr. Louis Cyprien, F.C.S.P. (§) 
Rev. Anthony Farrelly (C 
COLVILLE * 
Stevens County Spo. 
Mount Carmel HospitalA (421a) 
982 E. Columbia St. 
Tel: Mutual 4-2561 
Est. 1941: Gen. 42 beds 10 bass. 
pide 5, 6, 9, 11, 17, 34, 36 
M. Pretiosa, O.P. ta} 
ey Edward Budde, S.J. (C 
EVERETT 
Snohomish County Sea. 
Providence HospitalA (1317a) 


916 Pacific Ave. 


t. beds 18 bass 
> 3, 6, 9pm 11, 14, 16, 17, 18, 34, 35, 36, 


Sr. Gertrude of Providence, F.C.S.P., M.H.A. 


Betty Ross, M.A. é 8) 
Rev. August Royer «Cc 
LONGVIEW 

Cowlitz County Sea. 
St. ohn’s HospitalA (943a) 


0 
x beds 34 bass. 
6, 8, $° jo, Pe 13, 14, 16, 17, 18, 34, 


2, 

36, 38, 39, 
Sr. Jane Katrin CS.J. (A 
Sr. Mary Louise, C.S.J. (N 
Rev. Michael Lucas (C 


For Key to Symbols and Abbreviations See Page 61 





Washington 

OLYMPIA 
Thurston County Sea. 
St. Peter HospitalA (1317a) 


0 S, Sherman St. 
Tels Fleetwood 2-7555 
™, 1887: Gen. 122 beds 25 bass. 
7h 2, és bo Ei, 14,. 17, 18, 30, 31, 34, 


Sr. Germaine, F.C.S.P. (A 
Rev. Vincent Carey, O.S.B. (Cc 
PASCO 

Franklin County Spo. 


Our Lady of Lourdes HospitalA (941a) 
520 N. Fourth Ave. ° 

Tel: or 7-5551 

Est. 1 Gen. 72 beds 14 bass. 

*h 2 9, 10, 11, 14, 16, 17, 32, 34, 36, 


Sr. Anne Lucy, C.S. N 
¥: Teresa Marie, C.J. N} 

Rev. Lawrence A. Noldin (C 
PORT TOWNSEND 

Jefferson County Sea. 
St. John Hospital (1317a) 

9th & Sheridan Aves. (3) 
Tel: 297 
-~ 1890: Gen. 43 beds 6 bass. 

» 5, 6, 9, 17, 33, 34 

Pip Mildred F.C.S.P. (A 
Rev. P. Halpin, $.J. (} 
SEATTLE 

King County Sea. 
Providence Hospital Akt (1317a) 


17th & E, oo Sts. (22) 
Tel: East 2-3140 
me, 1877: Gen. 337 beds 49 bass. 


10, 11, 12, 14 16, 17 18, 34, 35, 

7 36.5640 41, 50-5355 F . 
Sr. Genevieve of Nanterre, F.C.S.P. (A 
Mrs. Virginia Sebastian ix} 
Rev. Arthur Wharton, S.J. (C) 


St. Frances Xavier Cabrini 
HospitalA*® © 
Madison & Ter 
Tel: Mutual 2-0500 
Est. 19 


(1501a) 


i 8 aap. 200 beds 24 b 
> 1, 2, 6, 10, 11, 11% 12 ans, 16, 17, 

34, 35, 36, %, 40, 4 
Mo. Sebastian M.S, - (A) 
Mabel Ziun, B.S. (N) 

Rev. Lawrence M. Willenborg (C) 
SPOKANE 

Spokane County Spo. 


Sacred Heart HospitalAk+ © (1317b) 


101 Eighth mer A (4) 
Tel: Riverside 7-21 
~ ey: 7. oT beds 75 bass. 
$,, a ae 11, 13, 14, 16, 17, 18, 34, 


7 3s, Sé 
Sr. ri Pwo F.C.S.P., M.S. (A 
Betty Haspedis, B.S. (N 
Rev. Philip Soreghan, S.J. (G 
TACOMA 

Pierce County Sea. 
St. oseph ee (505c) 

1812 ye St. 


Tel: Masket 7-410 
“ 1891: Gen. as beds 40 bass. 
6, 8, 9, 10, “a 13, i 16, 17, 18, 34, 
” 3, 38, 39, 40, 


Sr. Mary pots hy “oa. (A 
Sr. Mary Evelina, O.S.F. (N 
Rev. John Concannon, S.J. (C 
TONASKET 

Okanogan County Spo. 
St. Martin’s Hospital A (421a) 
Tel: Hu. 6-2151 


Est. 1938: Gen. 34 beds 6 bass. 

> 2, 5, 6, 9, 10, 11, 17, 33 

Sr. M. Humilitas, O.P. (A 
Sr. M. Igmara, O.P. (N 
Rev. Emmett Buckley, S.J. (Cc 
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Washington 
VANCOUVER 
Clark County Sea. 
St. oseph Hospital (1317a) 
500 E 


Tel: Fee m S59 
Est. sie Gen. 109 beds 25 bass 


pegs » 9, 10, 11, 14, 15, 16, 17, 34 35, 
36, “ue 50 

Sr, Theodula, F.C.S.P (a) 

Sr. Mary Carmelita, F.C.S.P., B.S. (N 

Rev. Robert Logan (C) 


WALLA WALLA 
Walla Walla County Spo. 


St. Mary HospitalA (1317a) 
5th & Poplar Streets 


19 b 
» 14, 16, 1 17, 18, 32, 33, 


i, bd , ’ 
7 34, 38, 41 
Sr. Yves of Providence, F.C.S.P., B.S. (A) 
Mrs. Lucille Kelly, B.S. (N) 
Rev. William Kelley (C) 
WENATCHEE 

Chelan County Yak. 


St. Anthony’s HospitalA (943a) 
Washington & ae Sts. 
Eels comers Z 


“ 6: Gen. 54 ‘beds 13 b 











ef y Ul, 14 a6, 17, 30, 31, 
* h, 54 36, 38, 
Sr. Francis oe ‘ §.J. A 
Ann Sandstrom (N 
Rev. M. Galvin (C) 
YAKIMA 
Yakima County Yak. 
St. Elizabeth HospitalA © (1317a) 
110 South Ninth ene 
ng Glencourt 3-482 
1891: Gen. 173 = 20 bass. 
hw dy Oi 14, 16, 17 
Sr. Carmelina, F.C.S.P. (A 
Mrs, Evelyn LeJeune (N) 
Rev. Patrick Donnelly (C 
WEST VIRGINIA 
Diocese of RICHMOND" 
Very Rev. Msgr. F. H. Nott 
Hospital Director 
Diocese of WHEELING 
Rt. Rev. Msgr. F. J. Schwertz 
Rev. R. H. ickey 
Hospital Directors 
HOSPITALS 
Number Number Number 
0. of of 
Hospitals Beds Bassinets 
General Short Term.......... 9 1,483 219 
BUCKHANNON 
Upshur County Wh. 
St. np oseph’s Hospital A (1301a) 
Ta, on Main Street 
Est. 1991: Gen. 43 beds 10 bens. 
> 5, 6,9, 11, 17, 34, 35, 36, 5 
St. M. Amalia, C.M.P. (A) 
Rev. James T. Murray, S.M. (C) 
CHARLESTON 
Kanawha County Wh. 
St. Francis Hospital A © (937) 
333 Laidley St. (1 u 
Tel: Dickens 4-254 
Est. 1914: Gen. 106 beds 7 bass. 
> 1, 2, 5, 6, 9, 10, 11, 17, 34, 41 
Sr. M. 8 Adin Ss. ra B.S. (A 
Sr. Joseph Aloysius, S.8.J. (N 
Rev. Florence Kirchgassner, O.F.M.Cap. (C 


This T Diocese, the See for which is in Rich- 
mond, Va., includes part of this State. 


DIRECTORY NUMBER 


Hospitals—United States 


CLARKSBURG 
Harrison County Wh. 


St. Mary’s HospitalA } 
Washington Ave. & Chestnut St. 

Tel: Main 4-7611 

Est. 1905: ~~ 210 beds 30 bass 


(937) 


~i1,2, °s Be: ACs. 22, 56, 17, 18, 34, 35, 
36, 41, 5 
Sr. M. de » S.S.J. (A 
Sr. Mary Paul, SJ. (N 
Rev. Joseph Crossan, S.S.C. (C 
HUNTINGTON 
Cabell County Wh. 
St. Mary’s HospitalAxk +4 (1301a) 
2900 First Ave. §?) 


Tel: Jackson 9-2351 
= ey an eal ws 40 bass. 
11, 14, 16, 17, 18, 32, 
a 40° 36, 33, 59, 42, 50, 


Sr. M. Monica, cue. B.S. (A 
Sr. M. Celeste, C.M.P., B.S. (N 
Rev. Vincent Piskula, 8.A.C. (C 
MARTINSBURG 
Berkeley County Rich. 
(708) 


Kings Daughters HospitalA © 
East King Street 
Tel: Amherst 7-8981 
_ 1893: a i? beds 2 
a 10, 11, 16, iy? 18, 31, 34, 35, 
7 38, 40, 41 


Sr. M. 5 a he C.H.G A (A 


Sr. M. Bernardine, CHG., B (N 
Rev. Floyd Keeler (C 
MORGANTOWN 

Monongalia County Wh. 


Vincent Pallotti HospitalA 
331 bd 2! Se. 

is Li. 9-4404 
Est. 1950: Gen. 92 beds 

=> 1, 2, 5, 6, 9, 10, 11, i? ce 34, 35, 36, 38 


(1301a) 


Sr. M. Palmatia, C.M.P. (a? 
Rev. Leo Crescio, O.F.M. (C 
PARKERSBURG 
Wood County Wh. 
St. Joseph’s Hospital Ak + © (937) 
Murdock Ave. * -— St. 
Tel: Hudson 5-542 
Eee, Fe yo 193 beds 30 b: 
aa 11, 16, 17, 18, 31, 
” 32, 554 "58° ike 50, 
9 M. Geraldine, oan (A 
M. Virginia, S.S.J., B.S. (§) 
hy James Rogers (C 
RICHWOOD 
Nicholas County Wh. 
Sacred Heart HospitalA (1301a) 


Riverside Addition 


Bae, 1913 en, 70 beds 20 bas 
> 1, 6, 9, HY 11, 14, 16, i7, 30, 31, 34, 
35, 56° 38, 4 50 
Sr. M. Pia, oa P. (A 
Sr. M. Laurentia, C.M.P. (N 
Rev. A. A. Bogdanski (Cc 
WHEELING 
Ohio County Wh. 


qWheeling Hospital, Inc. A* © 
109 Main St. 
Tel: Cedar 3-445 
-y i e' $e. 9 beds 25 bi 
10, 11, 14, n6, 17, 18, 34, 
ee 46° 38, 41, 50, 52, 53 


(937) 


Sr. Rita Marie, S.S.J. (A 
Mrs. M. Marsh (N 
Rev. Joseph J. Bell (C 


<Owned by the Diocese of Fineees and op- 
erated by the Sisters of St. Joseph. 


Wisconsin 








WISCONSIN 


Archdiocese of MILWAUKEE 


Rt. Rev. Msgr. E. J. Goebel 
Hospital Director 


Diocese of GREEN BAY 


Very Rev. Msgr. H. C. Head, 
Hospital Director 


Diocese of LA CROSSE 
Very Rev. J. Krasowski, Hospital Director 


Diocese of MADISON 
Rev. L. L. Rummel, Hospital Director 
Diocese of SUPERIOR 
Rt. Rev. Msgr. W. A. Beaudette 
Hospital Director 
HOSPITALS 
Number Number Number 
of of of 
Beds Bassinet 


1H, oF) 











General Short Term.......... 52 7,795 1,316 
Special Long Term: 
Chronic-Convalescent...... 2 323 -—— 
FUPORIAWIG. . oc cescccccess 1 100 ——- 
Tuberculosis.............. 50 —— 
Total Special Long Term 4 480 
WOM de ddsacccsusecess 56 8,268 1,316 
ANTIGO 
Langlade County G.B. 


Langlade County Memorial Hospital 
(907c) 

112 E. 5th Ave. 

Tel: Market 3-23 

Est. 1933: Gen. a beds 23 bass. 

> 1, 2, 6, 9, 10, 11, 14, 17, 18, 41 

Sr. Mary McGill, R.H. 5. (A 

Sr. Winifred Corcoran, H.S.J., B.S « 


Rev. Hubert Kaminski Cc 
APPLETON 
Outagamie County G.B. 
St. Elizabeth Hos ese (56la) 
ins South oe 
Tel: ent 3-5 
Eee, 1906; Gen. 300 bom 36 bass 
13, 14, 16, > 38, 30, 
"s, 754° 35, 36, 34 "38, 39, 4 on’ 
Sr. M. Salome, O.S.F. (A 
Sr. M. Florence, O.S.F., B.S. (N 
Rev. S. Kolbusz (C 
ARCADIA 
Trempealeau County Lc. 
St. Joseph's Hos spital (502a) 
464 S. St. Joseph’s Ave. 
Tel: 2015 
me y iy Gen. 47 beds 10 bass. 
+ 6, 9, 10, 11, 16, 17, 33, 34, 50 
i“ Celsa, B.M.V.A (A) 
m4 M. Gertrude, B.M.V.A. (N 
Rev. Anton L. Lecheler (C) 
ASHLAND 
Ashland County Sup. 


St. Joseph’s Hospital (701a) 
300 E. Front St. 
Tel: Murdock 2-4541 


Est. 1884: Gen. 102 beds 15 b 


tt 25 5 Ge Fe BGy By 856 17, is 54, 36, 38, 41 
Sr. +] Claudia, P.H.J.C. (A 
Sr. Confirma, P.H.J.C. (N 
Rev. Mi Adatia Pietrusewicz, O.F.M. (C 
BARABOO 
Sauk County Mad. 
St. Mary’s Ringling HospitalA (531) 
1208 Oak St. 
Tel: Elmwood 6-5511 
Est. 1922: Gen. 78 beds 16 bass. 
~> 1, 6, 9, 10, 11, 14, 17, 34 
Sr. Mary Placida, S.S.M. {A} 
Sr. Mary Borgia, S.S.M., B.S. (N 
Rev. Francis onieczny, O.S. Cam. (C) 
BEAVER DAM 
Dodge County Mil. 








Wisconsin 


St. Joseph’s HospitalA (521) 


707 S. University Ave. 
Fo 19371 6 544% 
_ 6.8.9 10, rl a} mE 44, 25,16, 
7 th, ie 34, 36, "59, 40, 4 


Sr. M. Gerarda, O.S.F. (A) 
Sr. M. Nazaria, O.S.F. (N) 
Rev. J. Mikolajczyk (C) 


CHIPPEWA FALLS 


Chippewa County LC. 


St. Joseph’s Hospital A (519a) 


912 Pearl St. 


~ 1, 2, rs, 13, 14, 16, 17, 34, 36, 41 
Sr. M oseph, O.S.F. (A) 
Rev, iam ose (C) 
COLUMBUS 
Columbia County Mad 
St. 33 s HospitalA (401la) 
ref?"s est James St. 
Es 1313: G 70 beds 
Ba et ES 10 Te TI 52, 34, 35, 38, 
4i 
xt Soe BBs i 
oe. CM Netlen (C) 
CUDAHY 
Milwaukee County Mil. 
Trinity Memorial Hospital (555) 
5900 S. Lake Dr. 
Tel: Humboldt 1-3000 
Est. re Gen. 90 beds 20 bass. 
—> 1, 2, 6, 9, 10, 11,14, 17 34, 38, 41 
Sr. aor Elizabeth, O.S.F., M.S. (A) 
Rev. David Sokelis (C) 
DARLINGTON 
Mad. 


Lafayette County 


4Memorial Hospital of Lafayette 
(555) 


County 
goo ow Street 


, : Gen. 36 beds 10 bass. 

> 5,6, 9, 11, 17, 34 

Sr. Mary Francine, O.S.F. ( 
Sr. Mary Florian, O.S.F. ( 


DODGEVILLE 
Iowa County 


St. Joseph’s Hospital A 
825 S. Iowa St. 
Tel: 5771 
Eo, igtés Gen. 85 pots 16 bass. 
6, 9, 10, 11, 16, 17, 32 
os Mary Ellen, O.S. 4 (A) 
Rev. Clement Haines (C) 


DURAND 
Pepin County LC. 


St. Benedict Community Hospital (208) 
111 Oakwood Tr 

Tel: Orange 2-421 

Est. 1968: Gen. 35 5 beds 1 

5, 'G, Dy Lids Bde 30) pi 32, 33, 34, 35, 


~1,2 
36, 38° 
fe. M. Castonapher, O.S.B. (A 
M. Catherine, O.S.B. (N 
a Philip Daul (C 
EAU CLAIRE 
Eau Claire County iC. 


Sacred Heart Hospital A (519a) 


is 12 bass 
&® 9, 10, 11, 14, 16, 17, 18, 34, 





7h ete 
Sr. i. Cate, O.S.E. (A 
Sr. M Alphi O.S.F. (N 
Rev. Patrick J. Hoilern (C) 
4Owned by the Memorial Hospital of Lafay- 


Hospital Association and man- 
aged by the Franciscan Sisters of the Im- 
maculate Conception. 





Hospitals—United States 


FOND DU LAC 


Fond du Lac County Mil. 


St. Agnes Hospital A + © (101) 
430 E, Division St. 
ze: Walnut 1-2300 
ines os 350 beds 
se aad nM, ef *t4, 16, 17,.48, 


4.735032, 38 38, 4 


Sr. a Wilfreda, roe. (A) 
Sr. Francis Xavier, ClA. (N 
Rev. John Baechle, C.PP.S. “ 
GREEN BAY 

Brown County G.B. 


St. Mary’s HospitalA 
411 S. Webster Ave. 


ds 25 bass 
11, 12, a 16, 17, 30, 
“20 as 33, 34, 35, 6 37, 38, 50 


Sr. St. Theresa, s.m. (A 
Mrs. Alice Kalcik (N 


Rev. Raphael, O.F.M. (C 


St. Vincent HospitalA (519a) 
835 S. Van yer 


Tel: Hemlock 2-86 


Est. 1875: bi $53 ed 60 bass. 
» 1, 2, 3,4 5, 6, 7, 8 9, 10, Ti; 13, 14, 15, 
16,27, 18 
Sr. Rose Marie, O.S.F. (A 
Kathryn Christensen, B.S. (N 
Rev. Angelus Stanik, O.F.M. (C 
HARTFORD 
Washington County Mil. 


seph’s Hospital 
O82 vt Sumner 8 
Es "1926: Gen. 60 beds 12 bass. 
2, 956; 9s pe a 16, 17, 34, 36, 41 


se ‘Donovan, a. R.H.S.J. in 
t. 
See. 8 wom Ni ckolal (C 
HILLSBORO 
Vernon County L.C. 
St. Joseph’s Memorial HospitalA (565 
) Water Ave. ° ( , 
Eat +1953: Paw 34 beds 
«> 1, 2, 34:6, 9,. 10; 11, iP 3354, 36, 50 
: M G: F.S.P.A. A 
tM. Celesta, ES.P-A. iS} 
af Anthony Zvinkleys cc 
JANESVILLE 
Rock County Mad. 
Mercy HospitalAk + © (1161b) 


566 N. Washington St. 


. ds 34 b 
» 8, 9, 10, 11, 14, 17, 18, 34, 35, 


Se. ol Camille, R.S.M. (A) 
Sr. Mary Jared, R.S.M. (N) 
Rev. Henry Jungbluth, S.V.D. (C) 
KENOSHA 

Kenosha County Mil. 
St. Catherine’s HospitalA (405a) 

3556—7th Ave. 
Tel: Olympic 7- $176 
eng 1917: Gen. 156 beds 30 bass. 

6, 7, 10, 14, 17, 18, 41, 50 

ae Mary Vincent, O.P. (A) 
Sr. Mary Clotilda, O.P. ( 3} 
Rev. F. Mundschau (C 
KEWAUNEE 

Kewaunee County G.B. 
St. Mary’s Kewaunee Area 

Memorial Hospital (1105) 


Lincoln & First St. 


Tel: 600 

Est. 1959: Gen. 29 beds 

~ 1, 2, 5, 6, 9, 11, i738 bee 

Sr. Mary John, O.S.M. ( 
Rev. Lawrence Loerke ( 


4Owned by the Kewaunee Area Memorial As- 
aneten and operated by the Servants of 
ary. 





For Key to Symbols and Abbreviations See Page 61 


Wisconsin 


LA CROSSE 
La Crosse County LC. 
St, Francis Ho Hospital Ax +0 (565) 
Tel: 2-8022 
Est. 198°; Sen 250 beds 26 bass 
-1, 9, 10, 11, 14 16, 17, 18, 30, 
33,3435, 36, 38, 39, 40, 41, 
Sr. * Regula, F.S. Aes mg 7 (A) 
Sr. Th eodora, F -S.. PA, B.S. (N) 
hy R. Dirksen, C.PP (C) 
LADYSMITH 
Rusk County Sup. 


St. Mary’s Hospital 
South Avenue, . 

Tel: 3 

Est. 1918: Gen. 75 beds 8 bass. 

> 2, 5, 6, 9, 11, 17, 36, 38, 50° 


Sr. Mary Andrew, O.S.M. (A) 
Sr. Mary George, O.S. . B.S. (N 
Rev. M. Marron, O.S.M tC) 
MADISON 
Dane County Mad. 
St. Mary’s oe enoy To Oo (531) 
720 S. Brooks 


Tel: Alpine 5-724 
Est. 1912: Gen. Fit beds 
> 1, 2.68, a4 ." 3, ui 15, 16, 17, 18, 
34, 36, 38, 39, 40. 4 3 
Sr. Mary Geraldine, ae (A 
=. Mary of the cges. SoM: Sis. (N 
(C 


Rev. Leo Rummel, O.Praem. 
MANITOWOC 
Manitowoc County G.B. 
Holy Family HospitalA } (551) 
2300 Western Ave. 
Tel: Murray 4-3345 
Est. 1898 en. 200 beds 30 
> 1, 2, » fe 11 ete ts, 31, 32, 34, 
35, 36, 41, 53 
Sr. M. tein’ O.S.F., B.S. (A 
Sr. M. Venard, O.S.F., M.A. (N 
Rev. Donald Rose (C) 
MARSHFIELD 
Wood County LC. 
(529a) 


St. Joseph’s HospitalA*k +> 
611 St. Joseph i's Se 

Tel: Fulton 4-318 

Est. 1890: oa, 271 beds 30 bass. 

>i, 6, ie 5 84, 16, 17, 18, 34, 36, 38, 


Sr. Mary Carola, S.S.M., B.S. (A) 
Sr. Mary Edith, $.5.M., B.S. (N) 
Rev. John Agnew (C) 
MERRILL 

Lincoln County Sup. 


Holy Cross HospitalA 
he (’eeaaatatl 51 


Est. 1926: Gen. 90 beds 12 bass. 
— 1, 4, 5, 6, 9, 10, 11, 17, 18, 34, 36, 41, 50 


(1159a) 


Sr. Anita, $.C.S.C., B.S. (A 
Rev. Otto Brackman, C.PP.S. (C 
MILWAUKEE 

Milwaukee County Mil, 


Misericordia Hospital A* > 
1244 North 22nd St. (5) 
Tel: Division 2-6383 
a ty om. on beds 40 b 
6, 9, 10, 11, 14, tse t7, 18, 31, 34, 
> 35, 36 38, 4 50 


(1163) 


Sr. Marie de Liesse, 8. ~ - Ss. (A 
z. St. Ethelrida, s.m. (N 
Rev. Wm. Johnston, “a (C) 


Sacred Heart Seniteriuma (521) 
1545 S. Layton Et (15) 

Tel: er 3-0: 

Est. 1893: Chr. = 4 0 beds 

— 2, 4, 6, 9, 10, 11, 37 vk 15, 16, 17 

Sr. M. Fortuna, O.S.F. (A) 

Rev. George Lochowitz (C 





OUniversity of Wisconsin School of Medicine, 
Madison, Wisconsin. 
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qt. Anthony HospitalA (555) 
1004 N. 10th St. (3) 

Tel: Broadway 1-196 

Est. 1931: Gen. 139 beds 36 bass. 

»2, 6, 10, 14, 16, 17, 18, 31, 34, 35, 
36, 38, 41, 50 

Sr. Mary Thomas, O.S.F. (A 

Sr. Mary Maureen, O.S.F., B.S (N 

Rev. Herbert Mathieu, O.F.M.Ca Cap. (C 

(501c) 


St. Francis Hospital A x 

. 3237 So. 16th (15) 

Tel: Orchard 1-4150 

Est. 1956: Gen. 276 beds 44 b 

> 1, 2, 4.6 7 5/4011, 14, 15, 16, 17, 18, 
34, 4, 380°38, 58, 41, 50, $3 


Sr. Mary Paschalisa, C.S. 's. F., B.S. (A) 
eanette Welsch MS ( ea 
ev. Eugene ot A (C 

(56la) 


St, Joseph's Hopinlaw tO 
Come Se. (10 
tel: Hilltop 5-2400 

Est. 1930: Gen. 357 beds 85 bas 
= 1, 2, 5, 6, 7; 8, 9, 10, 11, 14, is, 16, 17, 18, 


44, 35, 36, 38, 40, 4i, 50 
Sr. Mary Madeleine, } : F., B.S. (A) 
Mrs. Thelma Differt (N ; 
Rev. R. Thibeault, O.S.Cam. « 
St. Mary’ s Hill Hina seal ds (521) 
1445 32nd St. 
Tel: Mitchell 5- 539" 
Est. 1912: eh 100 beds 
~ 4, 6, 10, 11, 13, 14, 17 
Sr. M. Pitta O.S.F. (A) 
Sr. M. Fabiana, O.S.F., B.S. (N) 
Rev. Donald Reiff (C) 
(1701b) 


St. Mary’s habe Dees *° 
2320 North Lake Drive 

Tel: Broadway 1-2325 

Est. 1848: Gen. 266 beds 48 bass 

=, 6, 9, 10, 11, 13, 14, 16, 17, 18, 34, 35, 


Pag 38, 41 
&. Ieahioe D.C., M.H.A. (A) 
atricia Ann, Dc., B.S. (N) 
Soe James J. Schlaffer (C) 
St. Michael HospitalA* + (561la) 
2400 W. Villard Ave. (9) 
Tel: Uptown 3-8900 
Est. 73 es 260 beds 40 bass. 
> 1, 4, 8, 9, 10, 1 2. £3, 34, 25. 
16, a7 65, 0, sa" “3 35, 36, 38, 39, 41, 
50, 51, 52, 53, 
Sr. M. Jeanne, rb {A} 
Sr. M. Dorothy, O.S.F., B.S. (N 
Rev. Lawrence Merten, OM. Cap. (C) 
MONROE 
Green County Mad. 
St. Clare Hospital A (101) 


515—22nd Ave. 
Tel: 466 


Est. 1939: Gen. sat beds 24 bass. 
~1, 2, ats 1, 14, 16, 17, 34, 35, 36, 


37, 38, 
Sr. M. A; sha, CSA, a (A) 
Sr. John Marke, C C.S.A (N) 
Rev, Wilfred Shea (C) 





NEW LONDON 


Outagamie County G.B. 
Community Hospital—Hotel Dieu 
of St. JosephA (907c) 


1405 Mill Se. 
Tel: 300 


3 
1930: Gen. 49 beds 1 
~» 1, 2, 6, 9, 10, 11, 14, 17 3° 36, 38, 7” 





Sr. St. Stanislas, R.H.S.J., B.S. A) 
Rey. Cornilius Moynihan (6) 
NEW RICHMOND 

St. Croix County Sup. 





(Owned by the Province of St. Joseph of the 
Capuchin Order of Priests and operated by 
the Franciscan Sisters of the Immaculate Con- 
ception. 

OMarquette University School of Medicine, 
Milwaukee, Wisconsin. 





DIRECTORY NUMBER 





Hospitals—United States 


Holy Family Hospital (933) 


2 beds 1 
2, 6, 9, 11, 14, ié 17, 33, 34, 35, 36 


a M. Olivia, C.S.J. 8} 
Re. Rev. Msgr. Edward F. Casey (C 
OSHKOSH 

Winnebago County G.B. 
Mercy late (529a) 

631 Haze 
Tel Bevaly ; 330 
Est. 1918: Gen. 308 be beds 30 bass 
> 2, 6 9, 10, 11, 13, 14, 16, 17, 18, 34, 36, 
Sr. oad Gawain, S. ag (A 
Sr. Mary Gerard, ML £ (N 
Rev. Dennis Warsi “’ (C 
PORT WASHINGTON 

Ozaukee County Mil. 
St. _ Alghoame HospitalA (529a) 

Mont \ and Se. 

Tel: Atlas 4-5511 
Est. 1941: Gen. 108 beds 30 
> 1, 4, 5, 6, 9, 10, 11, 17, ee 38, 41 
Sr. M. Matthia, S.S.M. (A) 
Rev. John Kelley (C) 
PORTAGE 

Columbia County Mad. 

(401a) 


Divine Savior sete 
1015 W. Pleasant 


Tel: Riverside 2-413 
Est. 4 Gen. 146 * 24 bass. 
> 1,2, 5, , 6, 9, 10, 11, 16, 17, 34, 36, 40, 41, 
Sr. M. Edigna, S.D.S., M.H.A. (A 
Sr. M. Burkharda, S.D.S. (N 
Rev. Robert E. Buholzer (C 
RACINE 
Racine County Mil. 
St. Mary's HospitalA (56la) 
1526 Grand i. 
Tel: Melrose 2-27 
Est. 1882: Gen. 233 pet 34b 
> 1, 2, 4, 6, 8, 9, 10, 11, 14, “16, 17, 18, 34, 
” 3, 36, 38, 41 
Se. M. Hreciath, O.S.F. (A) 
lian, O.S.F (N) 
Rew ip Rene’ Dobson , (eo) 
RHINELANDER 
Oneida County Sup. 
(529a) 


St. Motys 5 Hospital A 





“8, 9, 10, 11, ri ti i "34, 36, 38, 50 

Sr. a " Ligosia, S.S.M. (A 
Re. Rev. Msgr. W. Beaudette (C 
RICE LAKE 

Barron County Sup. 
St. oseph’s Hos i. (547) 

19 W. Newton 
Tel: Cedar 4-216 
Est. res Gen. 9 be beds 16 bass. 
~ 2, 5, 6, 9, 17, 32, 34, 36, 38, 41 
Mo. M. Cecilia, ose (A) 
Sr. M. Anthony, O.S.F (N) 
Rev. Hugo Eichenhaufer, C.PP.S. (C) 
SHEBOYGAN 

Sheboygan County Mil. 
St. Nicholas HospitalA (519a) 


918 Huron Ave. 
Tel: Glencourt 7-3361 
me, 1 : ee i‘ beds 25 bass. 


4,. 4, 6 9, I Ei, 33, 14, 15, 16, 17, 18, 
"33° 34, 36, 38, 
Sr. M. Clarella, nas (A) 
Sr. M. Masseo, .F (N) 
Rev. Raymond Sochurek (C) 
SPARTA 
Monroe County L.C. 








Wisconsin 


St. Mary’ 's Hospital A (565) 
a ~ ain & K Streets 
Est. 1915: Gen. 60 beds 14 bass. 
> 1, 6, 9, 11, 14, 17, 34 
Sr. M. Scalia, F. Ss P.A. (A 
Sr. M. E F.S.P.A. (N 
Rev. hugene > thrennen (C 
STEVENS POINT 

Portage County L.C. 
River Pines SanatoriumA (569a) 
Tel: Diamond 4-1800 
* yy T.B. 50 beds 

5, 9, 11, 17, 50 

Ps 7 delpha, 
Se Macy ‘Amasin? SCY. iN} 
Rev. Francis Wengier (C) 
St. Michael’s HospitalA (529a) 


313 N. wongens =. 


Tel: Diamond 4-4 
Est. 1912: Gen. 180 ¢ beds 30 b 
> 1, 6, 9, 11, 14, 16, 17, 18, 31, 34, 35, 36, 
38, 41, 50 
Sr. M. Alexandra, S.S.M., B.S. (A 
St. M. Theresita, S.S.M., B.A. (N 
Rev. Basil Janasik, O.F.M. (C 
SUPERIOR 
Douglas County Sup. 
St. oseph’s HospitalA (933) 
1914 enous Ave. 
Tel: Export 4-4435 
~ 1938 Gen. 78 beds 2 
“ai 6, 9, 10, 11, 14, 7 in 054, 35, 36, 38, 
M. Eugene, C.S. (A) 
oo M. Anthony, C. J. Cy 
Rev. Elias Poblete (C 
St. Mary’s Hos spital A (701a) 
Broadway & & ugh Ave. 
ag Export 4-6 
1894: oe. 0 beds 28 bas: 
~" i 4:6, 9, 10, 3%, 14, T7; is, 34, 35, 36, 
Sr. M. Adelpha, P.H.J.C. (A 
Sadie Spielmacher, B.S. (N 
Rev. Lawrence Dudink (Cc 
TOMAHAWK 
Lincoln County Sup. 
Sacred Heart Hospital (529a) 


7°, * Washington Ave. 


Tel 
Est. "1893 Gen. 43 beds 6 
6, 9, 10, 11, 16, 17, ers "35, 36, 38, 50 


~» 5, 
Sr. Mi Aquil A 
Rev. Teeaoed %. sees, C.PP.S. te 
WATERTOWN 

Jefferson County Mad. 
St. Mary's HospitalA (709a) 
Tel? teot ain St. 


* gig? Gen. 83 beds 15 bass. 
2, 5, 6 9, 10, 11, 17, 50 


on yt S.S 2 ( A} 
Rev. Stephen K pfer (C 
WAUPUN 

Dodge County Mil. 
Waupun Memorial HospitalA (521) 


620 W. Brown St. 
Tel: 1020 
* ines Gen. 100 beds 2 
6, 9, 10, 11, 14, 16, cA va 4, 36, 38, 50 


Sr. 7 Gervase, OS.F., BS. (A 
Sr. M. DePaul, O.S.F. (N 
Rev. Quintin Helline, O.F.M.Conv. (C 
WAUSAU 

Marathon County Le. 
St. Macy's $ Hospital Ak © (401a) 


Map! 
Tel: 
Est. 1 
=als 2 


beds 30 
6, 7, 89, 10, 11, 1. “16, 17, 18, 34, 
35, 36, 


37, 38, 39, 4 
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Wisconsin 
Sr. M. Kathleen, S.D.S. i} 
Sr. Mary Jude, $.D.S., B.S. (N 
Rev. Robert Perkins (C) 
WAUWATOSA 
Milwaukee County Mil. 
St. Camillus Hospital (M.2a) 
10100 W. Blue Mound Rd. (13) 
Tel: Bluemound 8-1814 
Est. 1933: Chr.-Conv. 103 beds 
+> 4, 5, 6, 9, 10, 13, 16, 17, 32, 35 
Rev. Francis H. Anderson, O.S.Cam. (A) 
Rev. R. Thebrault, O.S.Cam. (C) 
WEST BEND 
Washington County Mil. 
Se, pe eels (401a) 


Tel: Federal 4-5533 

Est. 1930: Gen. 100 beds 25 bass 

>1, 5, 6, 9, 10, er a ie 17, 18, 34, 35, 
36, 38, 41, 50 
Sr. M. Theonilla, $.D.S. (A 
Sr. De Lellis, $.D.S. (N 
Rev. Raymond Kastner ( 








WYOMING 
Diocese of CHEYENNE 


HOSPITALS 
Number Number Number 


of of of 
Hospitals Beds Bassinets 





General Short Term... 1 120 18 
CHEYENNE 
Laramie County Chey. 
De Paul HospitalA (1001) 
2600 E. 5 om Street 
Tel: 2-641 
Est. 19928 - i7° beds 18 bas 
aa, * +, a* es 13, 16, 17, TB, 34, 36, 38, 
Sr. Doel S.C.L. (A) 
Sr. John Marie, S.C.L., B.S. (N) 
Rev. Thomas Fahey (C) 








PUERTO RICO 
Diocese of PONCE 
Diocese of SAN JUAN 


HOSPITALS 
Number Number Number 


0 of 0; 
Hovpitals Beds "assinets 





General Short Term bau 7 759 81 
Special Long Term: 
Paychiatrio..............- 1 375 
Tuberculosis.............. 1 225 
Total Special Long Term. . 2 600 _ 
ot | JGR TRE ean era 9 1,359 81 





Hospitals—United States 


HOSPITALS 
BAYAMON 


San Juan County S.J. 


Hospital San Alberto and Anexo 
Sanatorium (V.19) 
Hato Tejas, Road No. 2 

Gen. 80 beds 4 bass. 

(Nonreporting 1960) 

Sister Administrator 


HATO REY 
San Juan County S.J. 
Clinic Fernandez GarciaA (V.20) 
Avenida Munoz Rivera 358 
Est. 1929: T.B. 225 beds 
(Nonreporting 1960) 


Sr. Michaela (A) 


¢Hato Rey Psychiatric Hospital, Inc.A 
(V.22) 
Ave. Ponee de Leon #377 
Tel: 6-0300 
Est. 1926: Psych. 375 beds 
~ 4, 6,7, 9, a 13, 12, 13, 14, 15,16, 17, 50 


. Homedes, M is} 
rs. Carmen O’ Neill (N 
Rev. John Tansey (C) 


Hospital Auxilio MutuoA 
Est. 1910: Gen. 136 beds 17 bass. 
(Nonreporting 1960) 


Sr. Administrator (A) 
Sr. Quintina (N) 
Rev, P. Crespi, C.M. (C) 


MAYAGUEZ 
Mayaguez County Ponce 
Hospital Municipal San Antonio 
(1701) 


7% St. 


Tel; 21 
Est. 1976: Gen. 111 beds 19 bass 
+i,” 6, 9, 11, 14, 17, 34, 36, 38, 40, 41, 50, 


Esteban R. Baez & 
Sr. Josefa, D.C.* 
Rev. Juan A. Van Eron, C.R.R.S. « 


¢Owned by the Hato Rey Psychiatric Hospital, 
Inc. with nursing services rendered by the 
Carmelite Sisters of the Third Order. 

Owned by the City of Mayaguez with nursing 
service under the direction of the Daughters 
of Charity of St. Vincent de Paul. 


For Key to Symbols and Abbreviations See Page 61 


Puerto Rico 


PONCE 


Ponce County Ponce 


¢Hospital de DamasAk+ © (1701) 
Songeudie Street 

Tel: 2-400 

Est. 1863: Thee. 153 beds 20 bas 

> 1:2, G, 7, 9, 10> 805 14, 175 18, 34, 36, 41, 
50, 52, 53 


Francisco B. Yordan (A) 
Sr. Rosa Gandia, D.C., M.S. (N) 
Rev. J. Sola (C) 
SAN GERMAN 

Mayaguez County Ponce 
Hospital de la Concepcion (V.4) 


Concepcion #7 


Tel: 99 
Est. + iar § Gen. 64 beds 9 bass 
7s 6, 9, 10, 11, 16, i, 34, 35, 36, 50, 53, 


Rev. Donato Liebana, O.S.F. (A) 
Sr. Isidora Loez, H.S.V.P. (N) 
Rev. Enrique Fernandez (C) 
SAN JUAN 
San Juan County S.J. 
Asylum for Aged and Infirm (V.21) 
Avenida Ponce de Leon 
Gen. 160 
(Nonreporting 1960) 
Sr. Maria de Santa Catalina (A) 
SANTURCE 
San Juan County S.J. 
Hospital Diaz Garcia (50la) 
Europa Street 
Est. 1925: Gen. 55 beds 12 bass. 
(Nonreporting 1960) 
Sr. Administrator (A) 
YAUCO 
Aguadilla County Ponce 
CHospical Municipal (V.8) 
st. 1908: Gen. 30 beds 
(Information incomplete) 
Sr. Prudencia Zuago, H.C. (N) 





¢Owned by the Asociacion Senors Damas del 
Santo Asilo de Damas with nursing service, 
nursi ng education and housekeeping con- 
, ducted b oF pn of Charity of St. 
“Vincent de P 
€Owned by the. Catholic Church of San German 
and operated by the Sisters of Charity. 
Owned by the Government with the Sisters 
os nursing service. (Not included in 
ed count.) 
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LISTING OF CATHOLIC HOSPITALS IN CANADA 








ALBERTA 


Archdiocese of EDMONTON (Edm.) 


Dioceses of 


CALGARY (Cal.) 
ST. PAUL (S.P.) 


Exarchatt Apostolic of 
UKRAINIAN CATHOLICS 
OF CANADA (U.R.) 

(See located in so asanioes | in the Province 
of Manitoba) 

Vicariates Apostolic of 
GROUARD (Gr.) 
MACKENZIE (Mack) 
(See located in the Northwest Territory) 
HOSPITALS 
Number Number Number 


0 0) 0 
Hospitals Beds Bassinets 








General Short Term......... 31 2,458 476 
Special Long Term: 

Chronic-Convalescent. . .. . 2 3066 
MOONE. oc csicoaottoaseieks 33 2,764 + 476 
BANFF 

Banff National Park Cal. 
Banff Mineral Springs HospitalA 

(C1101) 

Spray Ave. 

Tel: 2221 


Est. 1930: Gen. 51 beds 11 bass. 
(Nonreporting 1960) 

Sr. Mary Albert, C.S.M. (A) 
Sr. Joseph Andrew, C.S.M. (N 
Rev. R. J. McGuinness ( } 


BARRHEAD 

Jasper-Edson County S.P. 
St. pOSeP seph’s Hospital (C1034) 

yl North 

Tel: Berm 126 
Est. 1940: TN @ beds 14 bass. 
+ 2, 5, 6, 9,1 0, 1, 
ther Css. it 
f. 
Rev. Cow. Wohiss (C 
BONNYVILLE 

Athabaska County S.P. 
St. s. Louis Hosiptal (C1203a) 
i i Gen. 59 beds 12 bass. 
»1, 5, 6, 9, 10, 11, 17, 34, 36, 50 
Sr. Cecilia Clermont, s.c.e., B.S. (A) 
Str. Marie Anna Clermont, ’s. C.e. (N) 
Rev. George Chevrier, o.m.i. (C) 
CALGARY 

Calgary East County Cal. 
Holy Cross Hospitala* + © (C707c) 


22nd Ave. & 2nd Street, S.W. 
Tel: Am. 6-7231 
Fst. 1891: Gen. 342 beds 70 bass. 
1, 2556 9, 10, ll, 14,. 16, 17, 35, 36, 38, 


St. Delia Clermont, s.g.m. (A 
Sr. Lucienne Garneau, $.g.m. ix} 
Rev. J. Kraemer (C) 
CAMROSE 
Camrose County Edm. 
St. Mary’s Hospital A (C1305) 
zonamnal EE 
Tel: 2401 
Est. 1924: Gen. 98 beds 2 


ty 2, 6, 9, 10, 11, 14, 7 bass 36, 41 
it. Mary Clare, S.P. (A 
Rey, G.’Macinnis (eC) 


DIRECTORY NUMBER 





CASTOR 
Camrose County Edm. 
Our Lady of the Rosary HospitalA 
(C1601a) 
Young St. 
Tel: 123 


Est. 1911: Gen. 28 beds 6 bass. 
> 5, 6, 9, 10, 11, 17, 34, 36 


Mo. Joseph Marie, D.W. 4} 
Rev. J f. O'Halloran (C 





DAYSLAND 


Camrose County Edm. 


Providence Hospital (C1305) 


on Street & ma Ave. 


Tel: 
Est. 1908: Gen. 25 beds 5 
> 2, 5, 6, 9, 10, 11, 14, i? 34, 36, 38 


Sr. M. Adalbert, S.P. () 
Rev. F. J. Elkin, P.P. (C 
DESMARAIS 

Wabaska County Gr. 
«. Martin’s wt Beds 2 bass (C1303a) 

st. 1928: yy 14 

= > 9, 17, 4 0, 
Rev. B. ee o.m.i. (A 
Sr. isle Marie, f.c.s.p. iS} 
Rev. E. Fouriner, o.m.i. (C 
EDMONTON 

Edmonton East County Edm. 
Edmonton General HospitalA* © Se 

C707c 


111th St. & Jasper Ave. 

Tel: Hunter 8-8181 

“| 1895: Gen. 371 beds 69 b: 

> at oy 10, 11, 14, 15, 16, 17, 34, 35, 
36, 38, 41, 50 ° 


Sr. Alice Gauthier, s.g.m. (A 
Sr. Alice Bonin, s.g.m., B.S. (N 
Rev. Guy Carriere (C 


Misericordia He Hospital Ax +0 (C1107) 


> 2, 6, 9, 10, 11, 14, 16, 17, 34, 35, 36, 38, 


Sr. Marie Bernadette, s.m. (A) 
Sr. St. Heliodore, s.m., (N) 
Rev. A. Duhaime, o.m.i. (C) 
St. Joseph’s Hospital (C1305) 


8210—107th St 
Tel:. Ge. 3-5831 
~ 1927: Chr.-Conv. 262 beds 
— 2, 6, 9, 10, 11, 13, 14, 16, 17 
Sr. Mary Angeiics, S.P. (A 
Sr. Mary Dolorosa, S.P. (N 
Rev. J. Rolheiser (C 


EDSON 
Jasper-Edson County Edm. 
St. John's, Hospital (C1403) 
Box 1810 
Tel: Palace oe 3043 
Est. ty Gen. 39 beds 8 bass, 
> 6, 9, 17, 34, 36 
Sr. M. Reansbury, S.O.S. (a) 
Rev. J. Naphin, C.Ss.R. (C 
FORT VERMILLION 
Peace River County Gr. 





«Owned by the Vicariate Apostolic of Grouard 
and operated by the Sisters of Charity of 
Providence. 


€&. Theresa’s Hospital (C1303a) 
it. ef Gen. 32 beds 7 bass 
> 5, 9, 11, 17, 32, 34, 36, 38, 50 
Rev. Garni Tessier, OMA. (A 
a Philip Eugene, f.c.s. (N 

Rev. J. Huguerre, O.M. (C 
GALAHAD 

Camrose County Edm. 
St. Jose h’s Hospital (C1031a) 
Tel: Galahad 34 
Est. 1928: Gen. 42 beds 9 b 
~» 2, 5, 6, 9, 11, 17, 32, 34, 36, 40, 50 
= ry Genevieve, C.S.J. (A 

. St. Philip Neri, C.S.J. (N 

Rew F . Stempfle (C 
HARDISTY 

Battle River County Edm. 
St. Anne’s Hoe ital (C1501) 
_ Hardisty 

‘ t. 1928: a. 30 beds 6 bass. 
a , . ’ 
Sr. Maria James, S.C., M.A. (A 
Sr. Edna Marie, S. (N 
Rev. Michael Heffernan (Cc 





HIGH PRAIRIE 
Peace River County Gr. 


Providence Hospital (C1303a) 


14 
Ea “1937: Gen. 65 beds 12 bass. 
~ 2, 5, 6, 9, 10, 11, 16, 17, 34, 36, 50 


Sr. Damian, F.C.S.P., B.S. (A) 
Sr. Lucien, F.C.S.P. C8} 
Rev. Paul Gagnon (C 
JASPER 

Jasper Park County Edm. 
Seton Hospital (C1501) 

Robson St. 
Tel: 3241 
Est. 1930: Gen. 25 beds 8 bass. 
(Nonreporting 1960) 
Sr. Anna Vincentine, S.C. (A) 
Rev. M. Volk (C 
KILLAM 

Camrose County Edm. 
General HospitalA (C1031la) 
i ‘1530: Gen. 27 beds 6 bass. 
(Nonreporting 1960) 
Sr. M. Lourdes, C.S.J. (A) 
Sr. M. St. Monica, C.S.J. (N 
Rev. M. E. McCarthy (C) 


LAC LA BICHE 
Athabaska County S.P. 


St. Catherine’s Hospital 
Mackenzie Avenue 


Tel: 7 

Est. 1937: Gen. 70 beds 14 bass. 

> 2, 5, 6, 9, 11, 17, 34, 36, 38 

Sr. Rosalie a F.D.J. ( 
Rev. L. Viel ( 


LETHBRIDGE 
Lethbridge County Cal. 


St. Michael’s General HospitalA + © 
(C1101) 
9th Ave, & 13th St., South 
Tel: Fairfax 7-1531 
Est. 1931: Gen. 181 se 
+1, 2, 5, 6, 9, 10, 1 
38, 41 


1%, oe 17, 34, 36, 


Sr. M. Consolata, C.S.M. (A 
pad age Alon (N 
Rev. R. MacLellan (Cc 





4Owned by the Vicariate Apostolic of Grouard 
with eee the Oblate Fathers “ 
Mary Immaculate and nursing service by the 
Sisters of Charity of Providence. 
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Alberta 


McLENNAN 


Peace River County 


Sacred Heart Hospital 

Tel: 188 

Eat. 1939: Pes 7 72 pote 14 bass. 
~» 2, 6, 9, 11, 14, 17, 


Sr. Alcide Marie, 5p al 
Rev. Raymond Marceau 


McMURRAY 
$5 Gebeiel Hospital 


Est. 1337, 7 23 beds 4 bass. 
~ 2, 4, 9, 17, 34, 36, 40 
Rev. B. Brown, o.m.i. 


MUNDARE 
Vegreville County 


Mundare General Hospital 
Tel: Mundare 319 

Est. 1929: Gen. 24 beds 4 bass. 
= 2, , , 17 

Sr. Oreste, S.S.M.I. 

Rev. M. Daciuk 


PINCHER CREEK 
MacLeod County 


St. Vincent’s Hospital 

peer Street 
Tel: 
Est. 1924: Gen. 64 beds 8 bass. 
~ 6, 9, 11, 14, 17, 34, 36, 50 
Sr. Mary of Providence, F.D.J. 
Sr. Omer, F.D.J., 
Rev. O. Oulellete 


RADWAY 
Vegreville County 


St. Joseph's Hospital 
Box 6 


Tel: 12 
Est. ss Gen. 14 beds 6 bass. 
~ 5, 6, 9, 10, 17 

Sr. M. " Alexion SGA. 

Rev. Joseph Kochan 


ST. PAUL 
Athabaska County 


St. Therese HospitalA 
4701 47th Street 
Tel: St. Paul 307 
Est. 1926: Gen. 64 beds 16 bass. 
(Nonreporting 1960) 


Sr. Pauline Lemieux, s.g.m. 
Rev. Paul Mailloux 


SPIRIT RIVER 
Peace River County 
Holy Cross Hospital 
P. O. Box 339 
Tel: 93 
Est. 1941: Gen. 44 beds 14 bass. 
~> 2, 5, 9, 17, 34, 36, 38 


Sr. Marie Leo, s.g.c. 
Rev. Ruele 


TROCHU 
Red Deer County 


St. pO, box 10 Hospical 


Tel: 12 
Est. 1911: 
~ 5, 6, 9, 
Sr. Adah $.c.e. 
Sr. Ellen, s.c.e. 
Rev. V. Hartman 


sae 31 beds 6 bass. 


VEGREVILLE 
Vegreville County 


Gr. 


(C1303a) 


(A 
(C 


Mack. 


(C707a) 


(A) 


Cal. 


Edm. 
(C1203a) 


Edm. 


St. Joseph’s General Hospital A © 





(C1203a) 

5305—4 Ist St. 

Tel: 2121 

Est. Ve Gen. 91 beds 1 

~ 2, 5, 6, 9, 10, 11, 14, 17 34 "36, 41 

Owned by the Oblate Fathers of Montreal and 
coon by the Sisters of Charity of Mon- 
treal. 








Hospitals—Canada 


Sr. Helen Levasseur, s.c.e., B.S. (A 
z: Madeliene Beauleau, s. s.c.e., B.S. a 

















Rev. C. Keenan Cc 
VILNA 
Vegreville County S.P. 
Our Lady’s Hospital (C1403) 
P.O. Box 160 
Tel: 10 
Est. 1925: Gen. 18 beds 6 bass. 
~ 5, 6, 9, 17, 34, 36, 38, 50 
Sr. B. Knopic, S.O.S. (33 
Rev. A. Orlinski (C 
WESTLOCK 
Athabaska County S.P. 
Immaculata Hospital (C1501) 
Tel: 219 
Est. 1927: Gen. 91 beds 20 bass. 
= 5, 6, ’ 
Sr. Catherine de Ricci, S.C.H. (A 
Sr. Mary _Pauletta. $.C.H ( nN} 
Rt. Rev. Msgr. E ghey (C) 
WHITELAW 
Peace River County Gr. 
Hovel Die Dieu 5 of St. Joseph (1021a) 
a, 15822 "Che, -Conv. 44 beds 
Sr. F. Casaboa, r.h.s.j. (A 
Sr. C. Monforton, r.h.s.j. (C 
Rev. L. J. Kaufmann, o.m.i. (C 
WILLINGDON 
Vegreville County Edm. 
General Hospital (C905a) 
Est. 1935: Gen. 21 beds 4 bass. 
( Noaseporting 1960 
Sr. Ey linia, S.S. (A) 
Rev. Dribnenky, 0. S$.B.M. (C) 
BRITISH COLUMBIA 
Archdiocese of VANCOUVER ( Van.) 
Dioceses of 
KAMLOOPS (Kam.) 
VICTORIA (Vic.) 
Diocese of 
NELSON (Nel.) 
Vicariate Apostolic of 
PRINCE RUPERT (P.R.) 
HOSPITALS 
Number Number Number 
of, i ce 
Hospials Beds Bassinets 
General Short Term.......... 13 1,929 287 
COMOX (Vancouver Island) 


Comox-Alberni County Vic. 
Se Joseph's General HospitalA (C1028) 
Courtenay 2 


Boe "1913: Gen. oe beds 17 bass. 
~ 1, 2, 6, 9, 11, 13, 14, 16, 17, 34, 36 


Sr. a Vianney, a (A 
Sr. St. ees, S.J. ( §) 
Rev. M Penfold (C 
CRANBROOK 

Kootenay East County Nel. 
St. Eugene Hospital (C1303a) 

Se. ph S 
qe: uniper 6-2241 

98: Gen: 84 pes 10 bass 

Sr. Mariella, "RC. S.P. (A) 
Sr. Anne of the Sacred Heart, F.C.S. P., B.S. ( 
Rev. Thomas Freney (e 
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DAWSON CREEK 
Cariboo County PR. 


St. Joseph General Hospital (C1303a) 
1248—108th Avenue 

Tel: Sterling 2-2100 

Est. 1932 


t. 1932: . 37 beds 10 bass. 
> 5, 6, 9, 11, 16, 17, 34, 36 
Sr. Laura Marie, aS, P., B.S. (A 
Sr. Therese Agathe, F. .C.S.P. (N 
Rev. J. L. MacLennan, O.M.I. (M 
FORT ST. JOHN P.R. 
Tage Hospital (C1303a) 
Est. 1931: nm. 43 beds 10 bass. 
> 5, 6, 9, if" 14, 17, 34, 36 
Sr. osseition, F.C.S.P. (A) 
=. . a moans Cyprien, F.C.S.P. ve 


. McNamara, O.M.I. (C 


NEW WESTMINSTER 
New Westminster County Van. 


St. Mary’s Hospital (C1303a) 
220 Royal Avenue 

Tel: Lakeview 1-1881 

Est. 1886: Gen. 171 beds 40 bass. 

2, 5, 6, 9, 17, 34, 35, 36, 38, 41 

Sr. Rose Wilfrida, f.c.s.p. (A) 

Sr. Ursula, f.c.s.p. (N) 


OLIVER 
Yale County Nel. 


St. Martin’s Hospital 
Fairview Road 

Tel: ae 8-2311 

Est. 1942: Gen. 9 beds 8 bass. 

— 2, 5, 6, 9, 11, 17, 34, 36 

Sr. Mary cat ye A. (A) 

Sr. Mary Clarita, S.S.A. et 
) 


Rev. Alexander L. DeLestre Cc 
ROSSLAND 
Kootenay West County Nel. 


Mater Misercordiae HospitalA (C1040a) 
a vy Se. 

Tel: 6-3344 

Est. 1896: Gen. J beds 8 bass. 

— 2, 5, 6, 9, 10, 


Sr. Francis Jonenb, C.S.J. (A) 
Sr. Anne Gabriel le CS. (N) 
Re. Rev. Msgr. A. K. MacIntrye (C) 
SMITHERS 
Omineca Coast County P.R. 
Bulkley Valley District Hospital 
(C101a) 
jen Avenue 
Est. "1933: Gen. 83 beds 10 hese. 
> 1, 2, 6, 9, 11, 14, 17, 34, 3 
Sr. Mary ‘Lacie, £: S.A. (A) 
Sr. Rita Marie, S.S.A (N) 
Rev. Gottfried Eichelsbacher, O.M.I. (C) 
VANCOUVER 
Vancouver Centre County Van. 
Mt. St. Joseph Hos pital (C903) 
3080 Prince Edward Se. (10 
Tel: Trinity 4-11 
Est. 1946: Gen. 152 beds 16 bass. 
> 1, 5, 6,9, pe 11, 17, 32, 34, 41 
Sr. St. Yves, M.I.C. {A} 
Sr. Clotilde _ France, M.L.C. (N 
Rev. J. Ross (c) 
St. Paul’s HospitalA*k +> (C1303a) 


1081 Lowe gael a 

Tel: Mutual 3-2 

Est. 1894: Gen. 351 beds 65 bass 

>1, 2, 4, 6, 7, 9, 10, 11, 12, 14, 15, 16, 17, 
18, 34,'35, 36, 38, 41, 30 


Sr. Florence Mary, F.C. S. P. (A 
Sr. Paul Denis, "C.S.P., BS. (N 


Rev. Dominic Kenny (Cc 


St. Vincent’s Heathers (C901) 


er St. 
Ee Trinity 6-71 
Est. 1939: Gen. 105 beds 40 bass. 
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British Columbia 






























British Columbia 


pay 2, 6, 9, 10, 11, 14, 40, 41 


M. Loretto, S.C.1.C., M.H.A. (a) 
4 Rev. Msgr. L. A. Hobson (C 
VANDERHOOF 

Cariboo County P.R. 
St. John Hospital (C1303a) 

7" 4 beds 8 bass. 

St. Priscilla post F.C.S.P. (N 
Sr. Laura Bernadette, F.C.S.P. (N 
Rev. J. V. O'Reilly, O.M.I1. (C) 
VICTORIA 

Victoria County Vic. 
St. Joseph's ] s Hospital a © (C101a) 


841 Co! 
Tel: Foo carey ai 1131 








Est. 1875: Gen. 435 beds 45 bass 
+1, 2, 6, 9, 10, 11, 14, 15, 16, 17, 18, 34, 35, 
36, 38, 41 
Sr. Mary Ann Celesta, S34. (A) 
Sr. Mary Doris, fee (N) 
Re. Rev. Msgr. A. Mist iiten (C) 
MANITOBA 


Archdioceses of 


ST. BONIFACE (St. B.) 
WINNIPEG (Wpg.) 


Vicariates Apostolic of 


KEEWATIN (Kee.) 
HUDSON BAY (H.B.) 


Exarchat Apostolic of 


UKRAINIAN CATHOLICS 
OF CANADA (U.R.) 





HOSPITALS 
Number Number Number 
of of 0) 
Hospitals Beds Bassinets 
General Short Term.......... 11 1,530 197 
Special Long Term: 

Tuberculosis........... P 1 297 3 
sc vaces:ccbccxeeoscas 12 1,827 200 
BERENS RIVER 

Springfield County St.B. 


ay River Nursing Sea Station (C707d) 


| 1875 ~— 18 beds 
7 OM. (A) 
ow Gabriel Dionne, s.g.m. (N) 
BIRTLE 
Marquette County Wpg 
Birtle T District Hospital (C201) 
Tel: 44 
Ese. 1993 ft: 28 beds 5 bass. 
»2, 5, 6 ‘7, 
fe. . ba Apteome O.S.F. (A) 
(N) 
. Beaulieu, O.M.I. (C) 
FLIN FLON 
Churchill County Kee. 
Flin Flon General Hospical (C705) 


Third St., P.O. Box 
Tel: 3474 
Eat. 1938: Gen. 105 beds 23 bass. 
+ 5,6 6, 9, 11, 16, 17, 34, 36 


Sr. POON (A) 
ft. Tessier, s.g.s.h. (N) 
. J. Fitzgerald, o.m.i. (C) 


¢Owned by the Oblate Fathers of Berens River 
with nursin ng service by the Sisters of Charity 
of Montrea 
ned by the Municipality of Birtle and op- 
erated by the Sisters of St. Benedict. 





DIRECTORY NUMBER 














Hospitals—Canada 


GIMLI 
Winnipeg County Whos. 
Johnson Memorial Hos oepical (C201) 
wa i? y Ave., P.O. Box 
Est. 1940: Gen. 39 beds 10 bass. 
—> 5, 6, 11, 16, 17, 34 
Sr. M. Justina, O.S.B. is 
Sr. M. Carmelita, O.S.B. (N 
Rev. E. M. Hubicz (C) 
LE PAS 
Churchill County Kee. 
St. Anthony's Hos ital A (C705) 
67 First S crest, x 770 
Tel: Madi 
Est. 1912: (ay bye beds 16 ee 
> 1, 5, 6, 9, 10, 11, 17, 34, 3 
Sr. Lafleur, s.g.s.h. (A) 
Sr. Suzanne Gauthier, s.g.s.h., B.S. (N) 
Rev. Rivard, o.m.i. (C) 
RUSSELL 
Marquette County Wpsg. 
Sacred Heart Regi (C201) 
i Ave O. Box 64 
ise 1929: Bag: 7 36 beds 7 bass. 
> 1, 6, 9, 11, 14, 17 
> i. Gertrude, O.S.B. (A) 
sy O.S.B. (N 
yo R. J. H. Larrabee (C) 
ST. BONIFACE 
St. Boniface County St.B. 
St. Boniface HospitalAxk+© (C707d) 


Tache Avenue 


Tel: Wh. 3-0311 

Est. 1871: Gen. S86 be beds 60 b 

> 1, 2, 3, 4, 6, 7, 8, 9, 10, 11, a2, 13, 14, 15, 
17, 18, 30, 31, 34 » 35, 36, 38, 39, 41, 5 50, 


52, 53, 54, 55 


Sr. Cécile Maurice, s.g.m. (A) 
Sr. L. sp aaerain. $.g.m. (N) 
Rev. M. Messier (C) 
ST. CLAUDE 
St.B. 
$«. Claude Hospital (C305) 
Fon 1957: Gen. 13 beds 4 bass. 
> 5, 6, 9, 17, 34, 36 
Sr. Adrienne, C.F.C. (A) 
Sr. Helene Marguerite, C.F.C. (N) 
Rev. J. M. Gagne (C) 
STE. ROSE DU LAC 
Dauphin County Wpg 
Se. Rose Hospital (C707d) 
Ex ‘1939: Gen. 70 beds 
~ 2, 9, 10, 14, 16, aes $e “38, 41, 50 
Sr. Gilberte Tetrault, s.g.m. és} 
Sr. Mary I. Draftenza, s.g.m. N 
Rev. Aate Levasseur, 0.m.i. ve 
WINNIPEG 
Winnipeg South County Whe. 
Misericordia General Hmph? 
C1107) 
99 Cornish Avenue (1) 
Tel: Spruce 4-6581 
Est. 1899: get 411 beds 49 bas: 
> 1, 2, "4 L 33, 34, 35, 16, 17, 34, 36, 
38, 39, 4 
Sr. St. Helene de Rome, s.m. (A) 
Sr. St. Odilon, s.m., M.S. (N) 
Rev. Maurice Belanger, o.m.i. (C) 
St. Boniface Senatorium A+ (C707d) 
River Road 8). St. V: 
Tel: Alpine 3- 11 
me, 1995 : T.B, 297 beds 3 bass 
> 7, 9, 10, 11, 13, 14, 17, 36, 50 
Sr. — Fil, $.g.m. (A) 
Sr. Eveline Hamon, $.g.m. (N) 
Rev. Gerard Morrissette (C) 





4Owned by the Carman District #20 and op- 
erated by the Sisters of the Cross. 





New Brunswick 


WINNIPEGOSIS Wps. 

Crerar Hospital (C201) 
Bri t., P.O. Box 33 

Tel: Olfield ag 

Est. 1937: Gen. 30 beds 6 bass. 

+9, 10, 14, 17, 34, 36 

Sr. M. Pauline, O.S.B. (A) 

Rev. M. Trzaskoma (C) 








NEW BRUNSWICK 
Archdiocese of MONCTON (Mon.) 
Diocese of BATHURST (B.) 
Diocese of EXDMUNDSTON (Ed.) 
Diocese of ST. JOHN (St. J.) 


HOSPITALS 
Number Number Number 


0 of of 
Hospitals Beds Bassinets 








General Short Term.......... 18 1,401 254 
Special Long Term: 

Tuberculosis........ as 2 320 — 
yi, 1 | ER nee 15 1,721 254 
BATHURST 

Gloucester County B. 
Hotel Dieu of St. JosephaO?¢? 
(C1021b) 


655 Murray Avenue 
Tel: Liberty 6-4471 
Est. a te Gen. yy beds 16 b 





_e 53° 6,9, 10; 33, 37; 38 “3, 36, 37, 38, 
ee. $e qe seph, r.h.s. (A) 
soy oe fr Y 3. j. (N) 
Mis Edgar Godin (C) 
Sanatorium Notre-Dame-de-LourdesA 
(C1021b) 
Vallee Lourdes 
Tel: Liberty 6-3391 
Est. 1931: T. B. 180 beds 
> 3, 4, 6, 9, 10, 11, 13, 14, 16, 17 
Sr. Aanentipte ogee r.h.s.j. (A) 
Sr. Cecilia saaisy, r.hs Cy 
Rev. Alexis Doiron (C 
BUCTOUCHE 
Kent County Mon 
@tella Maris Hospital (C1010) 
Tel: Regunehe 77-2 
Est. 1947: Gen. 15 beds 6 bass. 
~+ 2, 5, 9, 34, 36 
Sr. Marie de la Croix, r.n.d.s.c. (A) 
Sr. Marie Fidelis, r.n.d.s.c. ves 
Rev. Leo Paul LeBlanc (C 
CAMPBELLTON 
Restigouche County B. 


Hotel-Dieu of St. Josepha ¢ 
(C1021b) 
6 Arran St. 
Tel: Plaza 3-3301 
Est. 1888: Gen. 201 beds 34 


+ 1, 2, 5, 6, 9, 10, 11, 17, a4 35, 36, 38, 41 
Sr. Estelle Arseneaule, r.h.s.j. ( A} 
Sr. G. Mallet, r.h.s.j., B.S. (N 
Rev. Leo Verret (C) 
CHATHAM 

Northumberland County St.J 
Hotel Dieu HospitalA©} (C1021b) 
Pg Ry 

el: Pros; S 
Est. 19692" Gen. 12 
ad da 6, 9, 16, 11, 7 423 34, 36, 38, 41, 
Sr. Rideout, r.h.s. {A 
Sr. Skidd, oF bodes, (N 
Rev. James Smith (C) 
DALHOUSIE 

Restigouche County B. 


4Owned by an individual but operated by the 
Religious of Notre Dame of the Sacred 
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New Brunswick 


St. visor HospitalA (C1001b) 


ctoria Street 


ds 
+ i, 2, 5, 6, 9, 10, 11, 7, eri 35, 36, 38, 41 


Sr. dg Cecile- Therese, F.D.J. (A 
Rev. Albert Thys (C 


EDMUNDSTON 
Madawaska County Ed. 


Hotel Dieu de St. Josepha (C1021b) 





Tel: Republic 5-3361 
Est. 1946: Gen. 228 beds 25 “57 
~ 1, 2, 5, 6, 9, 10, 11, 14, 16, 
Sr. Marthe ‘LaPlante R.HS.J. (A 
Sr. Leona Hebert, R.H.S.J., B.S. (N 
Rev. Laurent Nadeau (C 
GRAND FALLS 

Victoria County Ed. 
vlan § de Y Assompcion (C-D 20) 

ain St., P.O. Bo 


x 1953: Gee. 33 beds 10 bass. 

~ 2, 5, 6, 9, 11, 

Fernande on ( 4} 
Madeleine Tetreault (N 








LAMEQUE 

Gloucester County B. 
Hotel Dieu de St. Joseph (C1021b) 
oy 1949: Gen. 20 beds 5 bass. 
~» oo , 17, 34, 36, 50 
Sr, "Allain, r.h.s. (A) 
Sr. fe r.h.s. . (N) 
Rev. Lucien Saindon (C) 
MONCTON 

Westmorland County Mon. 


Hétel-Dieu de l’AssomptionA > 
(C1303b) 
Providence St. 
Tei: 2-335 
Est. + te Gen. 188 beds 33 b 
net “ft 6, 9, 10, ie 14, 16, 17, 31, 34, 35, 36, 





Sr. Marie de Loyola, F.C.S.P. (A) 
Mrs. Hen urgeois (N 
Rev. daolee Richard ea 
PERTH 
Victoria County Ed. 
Hotel Dieu of St. Josepha (C1021b) 
Tel: Andover 341 
| 1948: Gen. 45 beds 9 b 
hy Bo Sv Bip Do Ay 44, 17, 34, 36, 41 
pt Lorraine Gotia, ee e $j. (A 
Sr. Kate Lynch, r. ix 
Rev. Samuel Cote ¢ Cc) 
ST. BASILE 
Madawaska County Ed. 
Sanatorium — (C1021b) 
Tel: Corvette 
Est. 1946: T.B. 140 b 
~ 2, 4, 6, 9, 10, 11, Psd 14, 17, 18, 50 
Sr. Se-Felix, r.h.s.j. (A 
Sr. Gemma asorelte, r.h,s.j. ( nN} 
Rev. Sylvio Thériault (C) 
ST. JOHN 
St. John County St.J. 
oseph’s HospitalA (C901 
mf Drive (8 8) af ) 
Tel: Oxford 2-2621 
ae, ge Gea. +g beds 49 bas: 
el 18, 34, 


6, 13, 14, 15, 16, 17, 
” 36, 58 4i, "2 


Sr. Mary Lae arcs. et (A) 
Sr. Helen Marie, S.C.1.C.. B.S. (N) 
Very Rev. Msgr. Joseph M. Gallagher (N) 


ST. QUENTIN 

Restigouche County Ed. 
Hbcel Dieu de St. Joseph (C1021b) 
Tel: 17 


Hospitals—Canada 


Est. -_ 


~» 5, 6, 


Gen. 23 beds 5 bass. 
» 9, 11, 14, 17, 36 


Sr. A. "Richard, r.h.s.j. iA) 
Sr. N. Fer, nm, r.h.s.j. (N 
Msgr. F. Morneau (C) 
TRACADIE 

Gloucester County B. 


tga -Dieu de St.-Josepha © @ (C1021b) 


46 
Est. 1890: Gen. 100 beds 20 bass. 
ae 1960) 











. Celestine Allard, r.h.s.j. (A) 
— Ferguson, r.h.s.j. C8} 
Rev. . Robichaud (C 
NEWFOUNDLAND 
Archdiocese of ST. JOHN’S 
Diocese of HARBOR GRACE 
Diocese of ST. GEORGE’S 
HOSPITALS 
Number Number Number 
of 0, of 
Hospitals Beds Bassinets 
General Short Term.......... 1 132 48 
ST. JOHN’S 
St. John’s West County Sei J. 
St. Clare’s Mercy HospitalA© (N100) 


Le Marchant Rd. 
Tel; 5151 
Est. epee: Gen. 132 beds 48 bass. 
+1, 2, 5, 6, 9, 10, 11, 16, 17, 34, 36, 38, 41 


Sr. tad Fabian, R.S.M. (A 
Sr. Mesy St. John, R.S.M. (N 
Rev. W. J. Ryan Cc 








NOVA SCOTIA 
Archdiocese of HALIFAX (Hal.) 
Diocese of ANTIGONISH (An.) 
Diocese of YARMOUTH (Yar.) 


HOSPITALS 
Number Number Number 


0 of 0 
Hospitale Beds Bassinets 





General Short Term.......... 8 926 223 
ANTIGONISH 
Antigonish, County An. 
a s HospitalA> ¢ (C1101) 
ay 
Tel: 600 


~*~ we Gen. ge beds 25 bass 








£4! 11, 14, 16, 17, 34, 36, 37, 

* bs, 740" Ai %5 
Sr. Paul of ‘he Cross. C.S.M. (A 
Sr. M. Donelda, C.S.M. (N 
Rev. Vincent MacDonald (Cc 
ARICHAT 

Richmond County An. 
$e. Anne Hospital (C1001b) 
Ist “1946: Gen. 15 beds 7 bass. 
> 5, 6,9, 17 
Sr. Marie Ediltrude, f.d.j. (A) 
CHETICAMP 

Inverness County An. 
Sacred. Heart Hospital (C1001b) 

| 
Est. 1931: Gen. 45 beds 8 bass. 
> 5, 6, 9, 10, 11, 17, 34, 35, 36 
Sr. Clement Marie, f.d.j. (A) 
GLACE BAY 

Cape Breton County An. 





4Owned by the St. Anne Hospital Board with 
administration by the Daughters of Jesus. 


For Key to Symbols and Abbreviations See Page 61 





Ontario 


St. Jowp! h’s HospitalA > (C1101) 
193 Main Street 
= Glace Bay 5531 
1902: Gen. 119 beds 26 bass. 
ey S 2, 6, 9, 10, 11, 14, 17, 34, 36 
Sr. Mary Aneas, C.S.M. (A) 
a . Teresina, C.S.M. (N 
. A. Patton (C} 
HALIFAX 
Halifax County Hal. 
Halifax InfirmaryA* +4 (C1501) 
95 Queen Street 
Tel: 3-92 
Est. 1886: Gen. 230 beds 78 bass 
—> 2, 5, 6, 9, 10, 11, 14, 16, 17, 18, 34, 38, 41 
Sr. Catherine Gerard, S.C.H. (A 
Sr. Margaret Edward, S.C.H., B.S. (N 
Rev. Gerald B. Mabey (C 
INVERNESS 
Inverness County ' An, 
qSt. Mary’s Hospital (C1101) 
ms. a ted Street 
a, ‘192s: Gen. 39 beds 9 bass. 
rat EAR: the Trinity, C.S.M. A 
Sr. Mary he aes iN 


NORTH SYDNEY 


Cape Breton County An, 
St. Elizabeth HospitalA > (C1501) 
- peeve St. 

e 


25 
Est. 1908: Sen 146 beds 34 bass. 


> 2, 6,9, 11, 14, 17, 34, 36, 38, 41, 50 
Sr. Teresa Sa, S.C.H. (A 
Sr. Marion Estelle, S.C.H., M.S. (N 
Rev. Samuel Campbell (G 
SYDNEY 

Cape Breton County An. 


St. Rica Hospital A © (C1101) 
409 Kings Road 

Tel: 5528 

Est. 1920: Gen. 152 beds 36 b: 

> 1, 2, 6, 9, 10, 11, 14, 16 17, 3 34, 36, 38, 41 








Sr. M. Clarissa, C.S.M., (A 

Sr. Marie Barbara, C. s. -: “7 S. (N 

Rev. Ernest Chiasson (C 
ONTARIO 


Archdiocese of KINGSTON (K.) 
Archdiocese of OTTAWA (Ott.) 
Archdiocese of TORONTO (To.) 


Dioceses of 
PEMBROKE (Pem.) 
TIMMINS (Tim.) 
HEARST (H.) 


Dioceses of 
HAMILTON (Ham.) 
LONDON (Lon.) 


Dioceses of 
PETERSBOROUGH (Pet.) 
ALEXANDRIA (A.) 
SAULT STE. MARIE (St.M.) 
FORT WILLIAM (F.W.) 


Vicariate Apostolic of 
JAMES BAY (J.B.) 


Archdiocese of 
ST. BONIFACE (St.B.) 
(See located in the Province of Manitoba) 


HOSPITALS 
Number Number N > 


0 0, 0. 
Hospitals Beds Bassinets 
General Short Term. . cen. ae 8,497 1,554 
Special Long Term: 
Chronic-Convalescent...... 5 1,368 -—— 
| rer Re 47 9,865 1,554 








4Owned by the Diocese of Antigonish and op- 
erated by the Sisters of St. Martha. 


HOSPITAL PROGRESS, 1961 











seen Pen 
WSR 



















Ontario 
ATTAWAPISKAT J.B. 
qt. Mary’s Hospital (C701) 
Via Moosonee 
Est. 1951: con 20 beds 3 bass. 
+ 5, 17, 34, 36, 40 
Rev. P. Genslen Daneau, O.M.I. (A) 
Sr. George Edmond, s.g.c. (N) 
BLIND RIVER 
Algoma County St.M. 
’ §t. Joseph’s General Hospital (C1033) 
Lakeview Avenue 
Tel: El. 6-2265 
Est. 1940: Gen. 78 beds 18 bass. 
i, 2, 5.6937 
Sr. Anna Teresa, C.S.J. (A) 
Rev. O. Dufresne (C) 
BRANTFORD 
Brant County Ham 
St. Joseph’s Hospital (C1032) 


Park Road North 
Tel: Plaza 3-3461 
Est. 1953s Gen. 143 beds 25 bass 


> 2, 6, 7, 9, 10, 11, 14, 16, 17, 18, 34, 35, 36, 
38, 41, 50 
Sr. M. Bonaventure, C.S.J. (A) 
Sr. M. Alphonsine, C.S.J. (N) 
Rev. J. C. Leavy (C) 
BROCKVILLE 
Leeds County 2 
St. Vincent de Paul HospitalA 
(C1305) 


Pine & Garden h3 
Tel: Re ky 
Est. a Gen. toe beds 20 bass 


>i, Va 6, 9, 10, 11, 14, 16, 17, ah. 36, 38, 40, 
Sr. a Gwendolyn, S.P. (A) 
Sr. Mary Yaa. S.P. (N) 
Rev. H. A. O'Neill (C) 
CHATHAM 

Kent County Lon. 
St. Josenh’s HospitalA } (C1031) 


519 King St.. West 

Tel: Elgin 2-2500 

Est. 18 or Gen. 197 beds 30 bas: 

+1, 2, 4, 6,9, 10, 11, 14, 15, 16, 17, 31, 34, 
35, 36 38, 41 


Sr. 2. St. Anthony. C.S.J. (A) 
Sr. M. Georgina, C.S.J., B.S. (N) 
Rev. F. Costello (C) 
CORNWALL 

Stormont County A. 


Hotel Dieu Hospital A© 
McConnell Avenue 

Tel: Wellington 2-4630 

Est. . bay 250 beds 5 


(C1021c) 


o> > 3 6, 9, 10, 11, 16, “?. “94, 36, 38, 41, 
Sr. V. Callaghan, r. h.s.j. A) 
Sr. A. Mantle, r.h.s.j. yeas 
Rev. Albert Lalonde (C 


Macdonell Memorial Hospital (C1021c) 
211 Water Street 

Tel: Wellington 3-4911 

= ag Gon 118 beds 


5, 9, tt 
Pg yo Burns, r.h.s.j. (A) 
Sr. St. Mary Bernard, r.h.s.j. (N) 
Rev. J. H. Bougie (C) 
ELLIOT LAKE St.M. 
St. Joseph’s General Hospital (C1033) 


Spine Road 
Tel: Victor 8-7181 
Est. 1959: Gen. 107 beds 39 bas 
ae 6, 0. 10, 11, 14, 16, 17, 34, 36, 38, 40, 


’ 


Sr. St. Camillus, C.S.J. (A) 
Sr. a, C.3.J,, B.S. (N) 
Rev, H. Mulcahey (C) 


Owned by the Vicariate Apostolic of James 
may and operated by the Gray Nuns of the 
ross. 


DIRECTORY NUMBER 


Hospitals—Canada 


FORT ALBANY (Lac Ste-Anne) J.B. 


Via Moosonee County 


St.-Anne Indian Hospital (C701) 
Est. 1939: Gen. 13 beds 
(Nonreporting 1920) 
Sr. Gisele-Marie, s.g.c. (A) 
Rev. J. B. Gagnon, O.M.I. (C) 
FORT FRANCES 
Rainy River County E.W. 
La Verendrye HospitalA (C707d) 
110 Victoria Ave. 
Tel: Soewains 4-5801 
Est. 1941: Gen. 102 beds 24 bass. 
~ 2, 5, 6, 9, 10, 11, 17, 34, 36, 41 
Sr. Lucille Gosselin, s.g.m. (A) 
Rev. F. Beaulieu, O.M.I. (C) 
GUELPH 
Wellington County Ham. 
St. ad Werrme Hospital A > (C1032) 
Westmount Road 
Tel: lor 4-2620 
Est. Hf Gen. 317 beds 32, bass 
> 1. » 2, 4 11, 14, 16, 17, 18, 32,33, 34, 
Sr. “: gota Cc “. (A 
Sr. M. Celestine, C.S.J (N 
Rev. W. Noonan (C) 
HAILEYBURY 
Temiskaming County Tim. 
Misericordia Hospital @ (C1107) 


Georgina St. 
Tel: Gnsecas ~~ — 
Est. 1931: 2 bas 
> 1, 5, 6, 9, 10, 11, prs 32. 34, 36, 38, 41 
Cloggon G. Dunn (A) 
Sr. St. Florence, s.m. (N) 
Rev. Magnan (C) 


HAMILTON 
Wentworth County 


St. Joseph’s Hospital Ax + © 
300 John Street, South 


Ham. 


(C1032) 


Tel: Pr 7-3821 
a ie a Gen. it i 
> § 0! iw oe vA ss 16, 17, 34, 
36, 84 
Sr. M. St. = tos C.S.J. (A) 
Sr. M. Virginia, CS.J. (N) 
Rev. J. Beaudry (C) 
HAWKESBURY 
Prescott County Ott. 
H6pital St-Coeur-de-Marie (C1105) 
8 McGill Street 
Tel: Melrose 2-7031 
Est. 1938: Gen. 37 beds 20 bass. 
> 5, 6, 9, 11, 17, 34, 40, 41 
Sr. M. Joseph-Adolphe, s.c.i.m. (A 
Sr. a herese-de-Marie, $.c.i.m. (N 
Rev. R. Guindon (C 
Notre-Dame Hospital (C701) 
15 William Se. 
Tel: Melrose ay 
Est. 1927: Kg 40 be 
~ 2, 6,9, 11, 14, 1756, 50 
Sr. Joseph Ferdinand, s.g.c. (A) 
Sr. Anne Joseph, s.g.c. (N) 
HEARST 
Cochrane County H. 
Hopital Notre-Dame (C1021c) 
= fiepneton Street 
el: 
Est. 1954: Gen. 86 beds 11 bass. 
> 1, 5, 6, 9, 11, 17, 34, 36 
Sr. Gaetane, f.c.s.p. (A) 
Rev. Paul DeSerres (C) 
KENORA 
Kenora County F.W. 
St. Joseph’s Hospital (C1303) 


Tunnel Island 
Tel: Homestead 8-9836 


Ontario 


Est. 1903: Gen. 76 beds 10 bass. 


6, 9, 11, 17, 34, 36 


> 5, 


Sr. Marie Celina, f.s.c.p. (A) 
Rev. Ladislaus Mateuszek (C) 
KINGSTON 

Frontenac County K. 
Hotel Dieu HospitalAO*x+ (C1021c) 


Sydneham & Brock Sts. 
Tel: Liberty 6-1151 
Fst. 1845: eT hg 
> 1, 2, 6,9, 1 


38, 40, 4i, 56, "35 


beds 31 
, 14, 16, 3 “8, 34, 35, 36, 


Sr. Ma Baeteons. r.h.s.j., B.S. (A) 
Anne Marie O'Toole, B.S. (N) 
Rev. Gerald L. Byrne (C) 


St. Mary’s of the Lake elie 
( 


355 King Se. West 
Tel: Liberty 8-3304 
Est, 1946: Chr. -Conv. 216 beds 

~ 2, 4, 5, 6, 9, 10, 13, 15, 16, 17 
Sr. Mary Hilarion, S.P. (A) 
Rev. Thomas Brady (C) 


1305) 


KITCHENER 
Waterloo County 


St. Mary’s General | Hospitala © (C1032) 
911 B. Queen’s Blvd 

Tel: Sherwood 5-4776 

4 i Gen. 158 beds 


> 6, 9, 10, 11, 14, i7 yi “36, 38, 41 

Sr. M , Reet es}: (A) 
Sr. M. Rose, C (N) 
Rev. C. M. Straus, C.R. (C) 


LITTLE CURRENT 


Manitoulin County St.M. 

St. Joseph’s General Hospital (C1033) 
wa Street 

i 1995: > 58 beds 9 bass. 
Sr. St. Reginald, §.S.J. ta} 
Rev. K. Donnelly (Cc 
LONDON 

Middlesex County Lon. 
St. Joseph’s Hospital Ak&+#O (C1031) 


Richmond & prnense Sts. 
Tel: Ge. 9-3271 
Eee, 180s Gen. <7 beds 75 bass. 
12, i 14, 16, 17, 18, 34, 


9 
* 35, 46. 38, 39, “1 50, 


Sr. M. Imelda, ¢§)- (A 
Sr. M. Ruth, C.S.J. (N 
Rev. F. G. L. Petttypiece (Cc 
St. Mary’s Hospital (C1031) 
35 Grosvenor St. 
Tel: General 8-6185 
Est. 1951: Chr.-Conv. 211 beds 
~» 2, 5, 6, 9, 11, 13, 15, 16. 17, 50 
Sr. M. Leonora, C.S.J. (A 
Mary Foughes (N 
Rev. S. Mozga (C 
MATTAWA 
Nipissing County Pem. 
Mattawa General Hospital (C701) 
Second St. 
Tel: 3-5511 
Est. 1878: Gen. 44 beds 8 bass. 
> 1, 5, 6, 9, 11, 17 
Sr. Marie-Idella, s.g.c. {8} 
Sr. Marie-Mildred, s.g.c. (N 
Rev. W. H. LaFrance (C) 
MOOSONEE 
Cochrane County j.B. 
Assumption Private Hospital (C701) 
Est. 1942: Gen. 26 beds 3 bass. 
(Nonreporting 1960) 
Rev. Gaston Grenon, O.M.I. ( 83 
Sr. Paul-Germain, s.g.c. (N 
Rev. J. B. Parent, O.M.I. (C) 









Ontario 
NORTH BAY 
Nipissing County Se.M. 
St. Joseph’s General eta? 
C1033) 
720 McLaren Street 
Tel: Gr. 2-6100 
Est. sy Gen. 200 beds 50 
+> 1, 2, 6, 9, 10, 11, 13, 14, 16, ary, 34, 36, 38, 
Se. M. Paula, S.S.J. (A 
rc. M. Barbara, S.S.J., B.S. (N 
Rew K. McKee (C 
OTTAWA 
Carleton County Ore. 


Ottawa General HospitalAk+ (C701) 
43 Bruyere St. 

Tel: Central 6-4592 

Est. tee?) Gen. ae beds 60 bass. 

1, i Fe 10, 11, 12, 13, 14, 15, 
16, 13 a7 is. ie "32° 35, 36, 38, 39; 40, 41, 


Sr. Se. te pe, $.g.c., B.S (A) 
Sr. Imelda de Marie, 5.8.0.» B.S. C8 
Rev. Victor Leroux (C 
St. Louis Marie de Montfort 
HospitalA* © (C1601a) 


Montreal Road 
Tel: Sherwood 6-4621 
=, ie Gen. 220 beds 68 bas: 
11, 14, 16, 17, 18, 31, 34, 


» 6, 9, 10, 
ad” 746" 38, 41 
Sr. Beatrice és I’'Immaculee, f.s. (A) 
Sr. Maria de |’Assomption, f.s. (N) 
Rev. Jean Berthiaume (C) 
St. Vincent Hospital @ (C701) 


60 Cambridge ¢— (4) 
Tel: Central 13-404 

Est. 1924: Chr. Kl 523 be 

~ 2, 4, 6, 9, 10, 11, 12, 13, if, 18,16, 17, 3$ 


Sr. Marie Michelle, s.g.c. (A) 
Sr. St. Ruth, s.g.c., B.S. (N) 
Rev. A. Cadieux (C) 


PARRY SOUND 
Parry Sound County Pet. 


St. Joseph's G $ General Hospital (C1030) 
116 Church S$ 

Tel: Riverside 6. 2111 

Est. ef Gen. 77 beds 18 bass. 

> 1, , 6, 9, 14, 17, 34, 36, 38 

Sr. Ae Ftd C8. (A) 

Rev. J. E. LaChapelie (C) 


PEMBROKE 
Renfrew County 


Pembroke General Hospital > 
705 Mackay St. 

Tel: Regent 2-2811 

Est. 1892: Gen. 167 beds 3 

> 1, 2, 5, 6, 9, 10, 11, 1, 34°36, 38, 41 

Sr. Catherine of Siena, G.S.I.C. (A) 

Sr. Mary Francis, G.S.I.C. (N) 

Rev, J. McCormack (C) 


Pem. 


(C703) 


PENETANGUISHENE 
Simcoe Coney To. 


(C703) 


Gen. 67 beds 20 
~ i, 2, 5, 6, 9, 10, 11, 1732: 934, 36, 41 
Sr. Rose Marie, G.S.I 


Mee (A) 
Sr. St. Vincent de Paul, G.S.I.C. (N) 


PETERBOROUGH 
Peterborough County Pet. 
St. Joseph’s HospitalA © (C1030) 
384 Rogers St. 
Tel: ieeeite 3- 4251 


kw « Gen. 169 beds 41 bass 
2, 6, 9, 11, 14, 16, 7, 18, 34, 36, 38, 41, 


Sr. Marie Paul, S.S. (A) 
Sr. M. Francesca, $.5.J. (N) 
Rev. V. J. Gillogoly (C) 
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PORT ARTHUR 


Thunder Bay County E.W. 
St. Joseph’s General aeons 
C1033) 
35 Algoma St. 
Tel: Sie 4-2431 
>, ig | Gen. 209 be: 1 bass. 
i, 2, 6, 9, 10, 11, pede ‘a 15, 16, 17, 34, 36, 
Se. % Patricia, $.8.J (A 
Sr. M. St. Catherine, $.S.J. (N 
Rev. R. Kennedy, S.J. (C) 


SAINT CATHARINES 


Lincoln County To. 


Hotel Dieu HospitalA (C1021c) 
155 Ontario St. 
= Mutual 4-9201 


ie Gen. 169 beds 


Sas ie 6, 9, 10, 11, 14, 16; °° "34, 36, 38, 41 
Sr. Suohe, r.h.s.j. (A) 
SARNIA 
Lambton County Lon. 
St. oseph’s Hos ital A (C1031) 
290 Russell St., North 
Tel: Ed, ewater 6-6121 
Est. 194 hs 32 . beds 63 bi 
> 4, 2.4 $56,759 a 1h 14, at's, 16, 17, 18, 
34, 35, 36, 38, 39, 5 
Sr. M. Pascal, C.S.J. (A 
Sr. M. Eunice, C.S.J., B.S. (N 
Rev. P. Vanderbiezen (C) 
SAULT STE. MARIE 
Algoma County St.M. 
General Hospital > (C703) 


941 Queen yarry East 
Tel: Algoma 4-5181 
Est. 1898: Gen. 167 beds 33 bass. 
~» 6, 9, 10, 11, 14, 16, 17, 34, 36, 38 


Sr. Pag Pee ge G. rs fs iG. (A) 
Sr. St nard, G.S » MS. (N) 
Rev. J. Barker (C) 
SCARBOROUGH 
York County To. 
Scarborough General anpionhingy, 
C1107) 


3050 Lawrence Ave., East 
ie: Axminster 3-8181 
199¢! 7 338 beds 84 bass 
10, o" Le 14, Ts, 16, 17, 34, 
* 3s, 436: 38, %o, 40, 41, 50 


Sr. St. Roseline, S.M., ay (A) 
Mrs. I. D. Giffen, B.S. ves 


Rev. C. MacDonald ( 


SMITHS FALLS 
Lanark County K. 
St. Francis General Hospital (C1305) 
170 Elmsley St., North 
Tel: 283-2330 
Est. 1904: Gen. 82 beds 20 bass. 
> 1, 2, 5, 6, 9, 11, 16, 17 


Sr. Mary Enda, S.P. (A) 
Mrs. Ann Valcour (N) 
Rev. F. O’Connor (C) 


STURGEON FALLS 
Nipissing County St.M. 
HN s St-Jean-De-Brébeuf@ (C1601a) 


ain Street 


Fi 1907: Gen. 100 beds 16 bass 
7% 5, 6, 9, 11, 14, 17, 18, 34, 36, 38, 41, 


Sr. Denis du Sacre-Coeur, F.S. (A) 
z= Solange de la Ste Face, F.S. 8 
Rev. Raymond Gauthier (C 

SUDBURY 
Sudbury County St.M. 
(C701) 


Se, Joseph Hospital A © 
unt St Joseph 

Tel: Osborne 4 
a ise Gen. 190. beds 38 
Sp Do. BOs Shy We Ais Pra 56, 38, 41, 50 
Sr. a $.g.C. (A) 
Sr. Francoise de Chantal, s.g.c., M.S. ea 
Rev. Georges Brodeur {9 


Pr. Edw. Island 


Sudbury General Hospital of the Immac- 
ulate Heart of Mary Ax&® (C1033) 


Paris Street 
Tel: 1930" ‘Gen 3-3601 


beds 67 b: 
> ye Ee fa. wide 1 15, 16, 
1, bg 30, 37, 38, 39, 41, 


Sr. Jane Frances, S.S.J. (A 
Sr. St. Louis, S.8.J., B.S. (N} 
Rev. J. M. Sh harpe (C 
TIMMINS 

Cochrane County Tim. 
Se. Mary's # Hospital © (C1303d) 
Tel. Amberst 41211 
Est. 1912: Gen. 144 beds 25 bass. 
+1, 5, 6, 9, 11, 17, 18, 34, 36 
Sr. Denise Eva, F.C.S.P. (A) 
Sr. Camille De Jesus, F.C.S.P., B.S. ve} 
Rev. Gerald Gelinas (C 
TORONTO 

York County To. 
Our Lady of Mercy Hospital (C1028) 

100 Sunnyside Ave. 
Tel: Lennox 3-9457 
Est. 1925: Chr.-Conv. 300 beds 

~» 2, 4, 11, 13, 14, 16 
Sr. M. Bathilde, C.S. (A) 
Sr. M. Stanislaus, C. ‘J. (N) 
Rev. Gerald J. Culliton (C) 
St. Joseph’s Hospital Ax + © (C1028) 


1830 Queen min 
Tel: Lennox 4-9531 
Est. 1921: oe a beds 96 bass 
1t,. 14,. 16, 17, 31, 34, 35, 36, 


> 1, 2, 6, 8, 9, 

38, 39,” 41 
Sr. M. Estelle, C.S.J. (A) 
Sr. Marion, C.S.J. (N) 
Rev. B. J. Belanger (C) 


St. Michael’ s HospitalAxk+ (C1028) 
30 Bond S: 

Tel: me Io 5. 4461 

Est. 1892: Gen. Mey beds 1 


~> 1, 2, 4, 6, 7, 8, 9, 10, 11 7 14, 13, 16, 17, 
18, 31, 34, 35, 38, 39, 40, 50, 52, 53, 55 
Sr. M. past, CA}. B.A. (A 
Sr. M. Jeanne, C. j. (N 
Rev. W. B. Firth (C 

WINDSOR 
Essex County Lon. 
Hotel Dieu of St. Josephax 
(C1021a) 


1030 Ouellette Ave. 
Tel: Ssearweeer 2-3631 


Ese. 1888: at 382 beds 65 bass 
> 1, 2, 6, 10, 11, 14, 15, 16, 17, 34, 35, 
36, 38, "40" 41, 50 
Sr. G. Lafond, r.h.s.j. (A 
Se. C. Maitre, r.h.s.j., B.A, (N 
Rev. U. Lefaive (C 








PRINCE EDWARD ISLAND 
Diocese of 
CHARLOTTETOWN (Char.) 


HOSPITALS 
Number Number Number 


0, of 0, 
Hospitals Beds Bassinets 





General Short Term.......... 2 186 42 
ALBERTON 

Prince County Char. 
Western Hospital (C1103) 
wed 4 eed St., P.O. Box 166 
Est. 1544: Gen. 22 beds 12 bass. 
(Nonreporting 1960) 
Sr. Mary Magdalen, C.S.M. (A) 


For Key to Symbols and Abbreviations See Page 61 
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Pr. Edw. Island 


CHARLOTTETOWN 
Queens County Char. 
«Charlottetown HospitalA® (C1103) 


17 — St. 

Tel: 556 

Est. 1873: Gen. 164 beds 30 bass 

>1, $69.9, 10, 11, 14, 15, 16, 17, 18, 
34, ers "36, 38, 39, 40, 41 








Sr. M. Stanislaus, C.S.M. (A) 

Sr. M. Patricia, C.S.M. WN} 

Rev. J. N. Trainor (C 
QUEBEC 


Archdiocese de QUEBEC (Q.) 


Diocéses de 


TROIS-RIVIERES (T.-R.) 
CHICOUTIMI (Chic.) 
NICOLET (Nic.) 

AMOS (Amos) 
STE-ANNE-DE-LA-POCATIERE 
(Ste-A.) 


Archdiocese de MONTREAL (M.) 


Diocéses de 
ST-HYACINTHE (St.-Hy.) 
SHERBROOKE (Sher.) 
VALLEYFIELD (V.) 
JOLIETTE ( Jol.) 
ST-JEAN-DE-QUEBEC (Jean) 
ST-JEROME (St.-Jer.) 
Archdiocése de RIMOUSKI (Rim.) 


Diocése de 
GASPE (G.) 

GULFE ST-LAURENT (St-L.) 
Vicariat Apostolique du 
LABRADOR (Lab.) 
Archdiocese d’ OTTAWAY? (Ott.) 
Vicariat Apostolique de la 
BAIE JAMES (J.B.) 
Diocese de 
CHARLOTTETOWN? (Char. ) 


HOSPITALS 
Number Number Number 


0 0 of 
Hospitals Beds Bassinets 











General Short Term.......... 82 15,933 2,240 
Special Short Term: 

Jardiac. . etic 4 1 55 —— 
Contagious. . ie Sieve ees 1 99 —— 
General—T.B 1 490 32 
NNN ooo cache eccwtine ne 3 53 45 
ree 1 831 44 
WOPOUIBIO 50.0 66.05 cenrsees 1 184 —— 

Total Special Short Term.. 8 1,703 121 

Special Long Term: 
neers Per 12 3,264 —— 
Contagious. . SOR eat ee 1 350 —— 
jo eee 1 133 z 
MRE cp oigce 5 css « 8 15,624 —— 
Tuberculosis.............. 6 1,814 —— 
Total Special Long Term 28 21,185 7 
(re 118 38,821 2,368 
ALMA 
Co. St. Jean Chic. 
Hétel Dieu du Christ Roi d’AlmaA © 
(C1109) 
Tél: 2-3421 
F, 1954: Gén, 125 lits 40 berc. 
(Nonreporting 1960) 
Mere Marie de Jésus, O.S.A. (A) 
Sr. Marie de la Trinite, O.S.A. (N) 
. O. Carrier (C) 
AMOS 
Co. Abitibi Amos 


(Owned by a Board of ¢ Gansenoss and operated 
by the Sisters of St. M: 
(Sitge srolecopel situé aa hs Province d’On- 


(Sitge situé dans la Province de L’Ile-du- 
tince-Edouard ) 


DIRECTORY NUMBER 
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H6pital Hotel-Dieu d’Amos@ (C707b) 
Rue Youville 

Tél: 832 

F. 1930: Gén. 200 lits 33 berc. 


> 1, 2, 4, 6, 9, 10, 11, 14, 16, 17, 33, 34, 36, 


38, 40, 41, 50 


Sr. Yvette Lottinville, s.g.m. (A 
Sr. Alice Dionne, s.g.m. (N 
M. l’Abbé Benoit Desroches (C 
AMQUI 
Co. Matapédia R, 
Hépital Notre Dame de I’Esperance 
(C801a) 
Rue du Pon 


F. 1954: Mat. oF lits 8 berc. 
(Nonreporting 1960) 


Sr. Aiphonse Marie, S.H.F. (A) 
ANCIENNE-LORETTE 
Co. Québec Q. 


HOpital Saint-Augustin 
Aéro} an erry ae 
2% u. 
1947: din’ . 125 lits 
path. 1960) 
Rév, P. Albert, o.h. ( 
Rév. Henri Samson, ptre ( 


ARTHABASKA 
Co. Arthabaska Nic. 


H6tel-Dieu de St-JosephA © (C1021a) 
44 Avenue des Erables 

Tél. 357-2031 

F. 1884: Gén. 198 lits 34 berc 

> 1, 5, 6, 9, 10, 11, 16, 17, 18, 34, 36, 38 

Sr. Kirouac, r.h.s.j. ( 

Sr. St-Paul, r.h.s.j., B.S. ( 

M. l’Abbé "Agenor Theroux (C 


ABESTOS 
Co. Richmond 


HOpital Saint-Luc 
55 rue Du Roi 
Tél: 101 
F. 1948: Gén. 22 lits 15 bere. 
(Nonreporting 1960) 


Sr. St. Oriy, D.C. (A) 


Sher. 
(C1505) 


BAIE-ST-PAUL 
Co. Charlevoix ; Q. 


HOpital Ste-Anne 
44, - om Farad 


7% 

1889: Psych. 1348 lits 
t Nonreporting 1960) 
Sr. M. Francois-Regis, P.F.M. (A 
Sr. Marie Reparatrice, P.F.M. (N 
R. D. Cote (C 


BEAUCEVILLE-OUEST 
Co. Beauce Q. 


Hépieal St-JosephA 

Tél 

F. 1923: Gén. 53 lits 14 bere. 

> 5,9, 10, 11, 17, 33, 34, 36, 38, 50 


Sr. Ste. Marie-Marthe, s.c.q. (A) 
Chs-Aug. Roberge, ptre (C) 
BERNIERVILLE 
Co. Mégantic Q. 
H6pital St-Julien (C711c) 
e Ferdinand 


17 
F, nn Sg Psych. 1455 lits 
> 1, 2, 4, 5, 9, 10, 11, 13, 14, 16, 17, 42 


Sr. St-Pierre, s.c.q. (A) 
Sr. Marie-Julie, s.c.q. (N) 
M. l’Abbé Roland in (C) 
BLANC-SABLON 

Co. Saguenay Lab. 
HOpital Lourdes du Blanc Sablon 

(C801a) 

F. 1950: Gén. 21 lits 6 berc. 
(Nonreporting 1960) 
Sr. St-Paul de la Croix, s.h.f. (A) 


Quebec 
BUCKINGHAM 
Co. Papineau Ort. 
Hiigheal Se. St-Michel @ (C701) 
er ars 


Tél: Yukon 6-3341 
A ee Gén,. 135 lits 19 berc 
2, 5, 6, 9, 11, 14, 16, 17, 32, 34, 36, 41, 


Sr. i André, s.g.c. (A 
Sr. St-Daniel, s.g.c. (S) 
M. Yvon Gélinas, ptre (C 
CAP-AUX-MUELES 
Co. Iles de la Madeleine G. 
H6pital Notre-Dame-de-la-Garde 
C711le) 


F. 1938: Gén. 106 lits 12 b 

~ 2, 6, 9, 11, 14, 17, 18, oe 55, 36, 40 
Sr. St-Jean-Gabriel, s.c.q. (A 
Sr. Marie- Angelique, $.C.q. (N } 
Rév. Francois Boudreau (C) 


CAP-DE-LA-MADELEINE 
Co. Champlain 


H6pital Cloutier 
155 Toupin St. 

Tél: Frontenac 4-6261 

F. 1951: Gén. 109 lits 24 bere. 
> 5, 6, 9, 11, 17, 32, 34, 36, 38 
Sr. Sainte-Emile, s.g.c. ( 
Sr. Sainte-Claude, s.g.c. ( 
Rév. Lucien Jacob (C) 


CHANDLER 
Co. Gaspé G. 


H6pital de la Providence 
rue Principale c.p. 190 

Tél. 940 

F. 1915: Gén., 84 lits 23 berc. 

(Nonreporting 1960) 

Se. free: Bernadette. 


f.c.s.p. 
yey oo Tey 


o> 


CHARNY 
Co. Lévis Q. 


Hépital Notre-Dame de Charny 
C1301a) 
563, 10i¢me rue 
Tél: Te. 2-2901 
F. 1930: Gén. 60 lits 16 berc 
— 2, 5, 6, 9, 11, 14, 16, 17. 31, 34, 35, 36, 40 


Sr. Yves-Marie, s.p.d.c. (A 
Sr. René de Jésus, s. pee (N 
M. l’Abbé Fernand Proulx (C 
CHICOUTIMI 
Co. Chicoutimi Chic. 
Ho6tel-Dieu St-VallierA%&+#O (C1109) 
Tél: Liberte 3-4481 
F, 1884: Gén. 900 lits 60 berc. 
(Nonreporting 1960) 
Sr. Marie Joseph, 0.s.a. (A) 
Sr. Ste-Héléne, 0.s.a. (N) 
M. Clement Martel (C) 
COATICOOK 
Co. Stanstead Sher. 
HOpital Ste-Catherine Labouré@ 
(C1505) 
Rue Jeanne Mance 
Tél: Victor 9-2761 
F. ib ig Gén. 58 lits 18 berc. 
> 1, 4, 5, 6, 9, 17, 18, 33, 34, 36 
se. cquemont, D.C. (A 
Sr. Loulse m DC. (N ; 
 PAbbE Joseph Dickner (C) 
DOLBEAU 
Co. Roberval Chic. 
HOtel-Dieu du Sacré-Coeur@ (C1109) 
Boulevard du Sacré-Coeur 
Tél: 31 
F. 1955: Gén. 85 lits 15 berc. 
> 1, 2, 6, 9, 11, 14, 16, 17, 18 
Sr. Marie-de-la-Paix, - v a. (A) 
eee Sainte-Julienne, 0.8 (N) 
M. l’Abbé Pamphile Lasouche (C) 





Quebec 


DRUMMONDVILLE 
Co. Drummond Nic. 
HOpital Ste-CroixA > (C707b) 
570 rue Hériot 
Tél: 8-1381 
F. 1930: Gén, 225 lits 45 berc. 
(Nonreporting 1960) 
Sr. Georgette Charette, s.g.m. (A) 
Sr. Cécile Labonté, s.g.m. sees 
M. G. Rouillard (C 
FORT GEORGE 
Co. Timiskaming J.B. 


qHépital Ste-Thérése de l’Enfant-Jésus 
(C701) 
Via Moosonee, Ont. 
F. 1930: Gén. 18 lits 3 berc. 
~ 4, 5,9, 17, 50 


Rév. Damase Couture, 0.m.i. is} 
Sr. Saint Ernest, 8.g.c. (N 
GASPE 
Co. Gaspé-Est G. 
Hdtel-Dieu de Gaspé (C1111) 
Gaspé Havre 
Tél: 400 
F. 1926: Gén. 165 lits 20 berc. 
(Nonreporting 1960) 
Sr. Marie-du-Sacré-Coeur, 0.8.a. (A 
Sr. Marie des Neiges, 0.s.a, (N 
Rév. Georges-Henri Bruneau (C 
GRANBY 
Co. Shefford St.Hy. 
Hépical Saint t Joseph A ® (C705) 
5 Boulevard Leclerc 
Tél: Frontenac 2-5491 
F. gy Gén. 125 lits 30 berc. 
5, 6, 9, 10, 11, 16, 17, 34, 50 
ri pin 8.g.8.h. (A) 
Sr. Picard $.g.8.h. (N) 
Rév, ‘Aimé Langlais (C) 
GRAND MERE 
Co. Laviolette T.-R. 
Hopital LaflécheA (C1001a) 
650. —* .. a 
rel Le. 
F. 1950: 38 10 lits 30 ber 
1, 2, 5, 6, 9, 1 11, 17, 18, 34, 35, 36, 38, 
40, 41 
Sr. Marie Rose-Blandine, f.j. (A 
M. l’Abbé Alphonse de Gonzague (C 
HAUTERIVE 
Co. Saguenay St-L. 
H6tel-Dieu de HauteriveA (C1021a) 
Blvd. Joliet 
a _gaenane 9-3 
F. 0: Gén. 30 tits 30 berc. 
ind lg ey 16, 17, 31, 34, 35, 36, 
38, 40, 41, 50 
Sr. Olier, r.h.s. i. (A 
Se. Boileau (N 
. PAbbé Wilbrod Roy (C 
HAVRE ST-PIERRE 
Co. Saguenay St-L. 
H6pital Se-Joan-Budes (C711d) 
». Yon Nor 
F, 1930: ved 138 lits 12 berc. 
(Nonreporting 1960) 
Sr. Ste-Marie-Francoise, 8.c.q. (A) 
Rév, Alfred Poulin (C) 
HULL 
Co. Hull Ott. 
Hé ital du Sacré-CoeurA© (C1303d) 


230, Boulevard Gamelin 
Tél: Province 7-2721 


F, ie’ Gén. 338 lits 54 b 

~ 1, 4, 5, 11, 16, v7, 18, 34, 35, 36, 
38, “a 50, 52, $3 

Sr. Laura de Jésus, f.c.s.p. (A) 

M. l’Abbé E, Thivierge (C) 





qOwned by the Providence Hospital Corpora- 
ques with administration by the Oblate 
athers and nursing service by the Grey 
Nuns of the Cross. 
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Sanatorium St. Laurent (C701) 
20, Pharand Street 
Tél: ppowmee rf 5245 
F. 1937: 135 lits 
> 5, 6, 51 ‘17 
Sr. Alice nn Marie, $.g.C. {A 
Sr. Marthe de la Croix, s.g.c. (N 
Rév. Maurice Plouffe (C) 
JOLIETTE 
Co. Joliette Jol. 
Hopital St-EusébeA > (C1303b) 


585 Boulevard Manseau 
Tél: Plateau 6-4551 
F. 1885: Gi. 179 lits 32 berc. 
> 1, 6, 9, 10, 11, 12, 14, 16, 17, 35, 36, 41 


Sr. Philomene de la Croix, f.c.s.p. (A 
Sr. Edmond du Sauveur, f.c.s.p. (N 
Rév. J. Riopel (C 
JONQUIERE 

Co. Jonquiére-Kénogami Chic. 
Hétel-Dieu Notre-Dame de 

ry Assomption & (C1109) 
re A 936 e | aaa 

e i 


365 
ib oe. 513 lits 35 berc 
» 9, 10, 11, 14, 16, 17, 31, 34, 35, 
7 56, . £5, 41, 50, 53 


Mére St-Ambrose, 0.8.a. (A) 
Mére Marie-du-Précieux-Sang, 0.8.a. . A 83 
Rév. D. Thériault, s.m.m. (C 
LACHUTE 

Co. Argenteuil St-Jer. 
Providence Hospital (C1303) 

318 Princess 
Tel: Lorraine 2-2266 
Est. 1943: Gen. 14 beds 10 bass. 
> 5,9, 11, 17, 34 
Sr. Joseph Aurele, f.c.s.p. {Ay 
Sr. Gabriel Marie, f.c.s.p. (N 
Rev. L. A. Ducharme (C) 
LAC MEGANTIC 

Co. Frontenac Sher. 
Hopital Saint Joseph (C1104a) 

y 4 
e. ag ig Gén. 50 lits 16 berc. 
» 2, 5, 6, 9, 17, 34, 35, 36, 50 

mi Meer Céline, M.S.C. (a) 
Rév. Lamuroux (C 
LA MALBAIE 

Co. Charlevoix Q. 
H6pital Saint-Joseph (C711a) 


154, _" Saint-Etienne 
Tél: Mo. 3031 
F, 1944: Gin, 63 lits 17 berc. 


+1, 2, 5, 6, 9, 11, 15, 16, 17, 34, 36, 38, 50 
Sr. Sainte-Marie-Raymond, s.c.q. (A) 
LA SARRE 

Co. Abitibi Amos 
Hépical St-Francois (C605) 


n Macamic 
Te: neler 3- 2311 
F, be Gén. 115 lits 29 berc 





> 1, 2, 6, 9, 10, 11, 14, 16, 17, 34, 36, 38, 41 
Sr. M. Hermine-de-Jésus, o.f.s.j. (A) 
M. l'Abbé Adrien Chouinard (C) 
LA TUQUE 

Co. Laviolette T.-R. 
HOpital Saint-Joseph@ (C707b) 

885 Boulevard Ducharme 
Tél: La. 3-4581 
F. 1912: Gén. 130 lits 15 ber 
1, 6, 9, 10, 11, 14, 16, 34, 35, 36, 40 
Sr. Pre sage s. a (A 
fe oe Leclerc, s.g.m (S} 

‘Abbé Maurice Leclerc (C 

LES ESCOUMINS 

Co. Saguenay St-L. 
Owned by the Providence Hospital Corpora- 


tion and operated by the Sisters of Charity 


of Providence. 


For Key to Symbols and Abbreviations See Page 61 





air 01 St-Alexandre (C805a) 
1958: Gén. 14 lits 8 berc. 
t Nonreporting 1960) 
Sr. Saint-Grégoire, s,s.c.m. (A 
Sr. Saint-Honoré, s.s.c.m. in} 
LEVIS 
Co. Lévis Q. 
Hotel-Dieu de LévisA } (C1113) 
143, rue Wolfe 


Tél: Terminus 7-9341 
F. ew Gén. 205, if 30 b 


1, 2, 4, 6, 9, ay 7S 6, 17, 30, 31, 34, 
35, 36, 38, 401% 
Sr. Ste. phon Rall 0.3.a. (A 
Sr. St-Maurice, 0.s.a. (N 
Msgr. Paul Bouillé (C 
LOUISEVILLE 
Co. Maskinongé T.-R. 
H6pital ComtoisA (C805a) 


Boulevard Comtois 
Tél: Capital 8-2731 
F, 1954: Gén. 80 lits 20 ber 
i +s 9, 10, Ti, 14, 6, 17, 34, 35, 36, 38, 


Sr. Saint-Eloi, s.s.c.m. (A 
Sr. Marie-Joseph, s.s.c.m. (N } 
M. Il’Abbé Elisée Brunelle (C) 
MACAMIC 

Co. Abitibi Amos 
fe Sanatorium St. Jean (C1601a) 
F. 1950: T. B. 195 
~ 4, 6, 9, 10, 11, ia. is, 14, 17, 31, 32, 41 
M. Raoul Gentes (A) 
Sr. Ernest Marie (N) 
Rév. Jean Guy iad ptre (C) 
MAGOG 

Co. Stanstead Sher. 


Hitgienl Le La Providence (C1401a) 
* Main E 3. "3611 
F, 1939: Gén. 43 lits 10 ber 

10, 14, a 16, 17, 33; 52 


» 2, 6, 9, 
Po Anne-Masie du Sacré-Coeur, f.c.s.c. {A} 
Sr. oor, | f.c.s.c. (N 
M. l’Abbé Emery "Picard (C) 
MANIWAKI 


Co. Gatineau 


HOpital Saint-Joseph@ (C701) 

Rue des Oblats 

ze 200 

F. 1902: Gén. 38 lits 8 berc. 
(Nonreporting 1960) 
Sr. Marie-Adrien, s.g.c. (A) 
Sr. St-Martin de France, s.g.c. veal 
Rev. J. Decarie, o.m.i. (C 
MARIA 

Co. Bonaventure G. 


HOpital Notre Dame de Chartres 
(C1301a) 

7a 320-1 

1945: Gén. 108 lits 16 berc. 

eeonaetin 1960) 

Sr. Thérése Marie, s.p.d.c. (A) 


MATANE 
Co. Matane 


HO6pital Du Trés Saint 
Redempteur 
2 Rue Thibault 

Tél: 69 

F. 1935: Gén. ws lits 27 berc. 

0, 11, 14, 15, 1 16, 17, 34, 35, 


Rim. 


(C401) 


> 1, 4, 9, 9, 

Sr. Rita des Anges, o.p. (A 
Sr. Rose de Ste-Marie, o.p. (N 
M. |l’Abbé Hector Lanouette (C 





Owned by Le Sanatorium St. Jean with cer- 
tain services provided by the Daughters of 
Wisdom. 


HOSPITAL PROGRESS, 1961 
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MONT-LAURIER 


Co. Labelle M. 


Hépital Notre-Dame de Sainte-Croix 
(C1104a) 
504, rue Mont-Laurier, C.P. 
Tél: 48 
0: Gén. 95 lits 17 ber 
F. 195 6, 9, 10, Tt, 14, 17, 54, 35, 36, 38 





Sr. Mary Clotilde, m.s.c. (A) 
Sr. Mary Jean, m.s.c. (N) 
M. PAbbé Cyrille Levesque (C) 
MONTMAGNY 


Co. Montmagny Ste.-A. 
Hétel-Dieu de MontmagnyA®@ (C1113) 


Fr i931: Ge 128 lits 18 berc. 
n. i 
vd gt 6, 9, 10, 11, 14, 15, 16, 17 
Mére he " Marie-Madeleine, 0.S.a. i 
- Marie du Christ-Roi, 0.s.a. (N 
l’Abbé Adrien Bernier (C) 
MONTREAL 
Co. Montréal M. 
Hépital Général de la MiséricordeA © 
(C1107 ) 
1051 - St-Hubert (24) 
Tél: Vi. 
8 rer 196 ~ 113 berc. 
te & >; 10, 1 a fay Ip 17; 16). 313,34 
36, 38, 41, 50, 33. 
Sr. Marie- pa de Jésus, s.m. (A) 
Sr. St. Genevieve, s.m., (N) 
Rév. H. Chabot, o.m.i, and 
Rév. Boucher, 0.m.i. (C) 
Hopital Général du Christ-Roi de 
Verdun Ak + (C1303c) 
ae Boul. Lasalle (19) 
TAs 8 6 tex 
: its one 
7, 4 + => 0, 1, 4, 17, 18; 
be 34, 35, 36, o8, 39, “1, "30. 55 
Sr. Charles Irene, f.c.s.p. (A) 
Sr. Blandine, f.c.s.p. (N) 
Rév. Louis P. Carlmean and 
Rév. Paul Beauregard (C) 
Hopital Maisonneuvea 0 + (C705f) 


5415 L’Assomption Blvd. (36 
Tél: Clairval 9-4611 
F, $934: Gén. 476 lits & berc. 


1:2, G,. 7y Fy Ae Es 14, 15, 16, 17, 18, 
31: 34, 35, 36, 38, 39, 41, 50, 52, $5, 94, 55 
Sr. Lucienne Lapierre, s.g.m., B.S. (A) 
Sr, Jeannette Gagnon, s.g.m., B.S. ( RY 
Rév. Marcel Laperriere (C 
Hépital Mont Providence (C1303c) 
7200 est Blvd. Gouin 
7“ Mo. 5-3801 
F. 1950: Psych. 1000 lits 
(Nonreporting 1960) 
Sr. Marie Angélique, f.c.s.p. (A) 
qHépital Notre-Dameak + @ 
(C707£) 


Tél: po Sheshepshe Est. (24) 
F, 1880; Ger 1027 * 68 berc. 
* ig ty a> fy 7 & J 9, 10, 11, 12, 15,. 14; 


£5, 16, 07, 18, i, 34 35, 36, 38, 39, 40, 
41, 50, 52, 53, 
Paul Bourgeois, . ." (A) 
Sr. Mance Décary, s.g.m., B.S. (N) 
M. l’Abbé Jules Parenteau (C) 


Hopital Notre-Dame de EspéranceA + © 
(C801a) 
275 Céte Vertu 
Tel RI. 7-4771 
1901: Gén. 130 lits 
( Nonreporting 1960) 


Sr. Gertrude du Sacré-Coeur, s.h.f. (A) 
Sr. Marie ae. s.h.f, (N 
M. l’Abbé R. Hebert (C) 


(Owned by the Corporation of the Hopital 
Notre-Dame with nursing services by the 
Sisters of Charity of Montreal. 


DIRECTORY NUMBER 
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Ho6pital Notre-Dame de Lourdes 
(C1303c) 

1870 Boulevard Pie IX (4) 

Tél: Lafontaine 1-3813 

F, 1934: Chr.-Conv. 271 lits 

2, 5, 11 

Sr. Marie-Dorothée, eon 

M. l’Abbé Francois Brouillette 


(A 
tc} 
Hépital Notre Dame de la MerciA 


CMla) 
555 Ouest, Dontessed Gouin (12) 


214, 6, 8, 9, 10, 11, 13, 14, 15, 16, 17, 18, 
Bro. Conrad Scott, o.h. (A 
Bro. Aimé Brouillard, o.h. (N 
Rév. Ulric Parthenais, ptre (C 


¢HoOpital PasteurA+ (C707f) 

3095, Est, rue Sherbrooke (4) 

26 Lafontaine 3- A i 

F. 1934: Cont. 350 

— 2, 6, 9, 13, 14, su 16, 17, 18, 37 
. H. Charbonneau, M.D. in? 
flarie Jeanne L’Ecuyer (N 

M. l’Abbé Albert Francoeur (C) 


Ho6pital du Sacré-CoeurA*% + © 
(C1303c) 
5400 Ouest Blvd. _Gonkn (9) 
ie Federal 4-1210 
1898: Gén. 728 lits 66 berc. 
Tueasepette 1960) 
Sr. Louise Angeline, f.c.s.p. (A 
Sr. Jeanne Emma, f.c.s.p. (N 
Rév. Emile Lemyre (C 


Hopital St. Charles-Borromee (CM1a) 
66 East Blvd., Dorchester (18) 

Tél: Universite 1-8591 

F. 1956: Chr.-Conv. 450 lits 

(Nonreporting 1960) 

Bro. Exupere Viens, o.h. (A) 

c Christophe Allard, o.h. yes 
Abbé Gilles Guilbault (C 


Hopital Ste-Jeanne-D’ArcA + © 
(C601a) 
3570 Pr St-Urbain (18) 
7 Vi. 2-5201 
1926: Gén. 433 lits 46 berc. 
. 6, 9, 10, 11, 12, 14, 16, 17, 18, 34, 
35, 36, 38, 39, 41, 50, 52, 55 


Albert Nantel (A 
Sr. Ste-Sophie Barat, s.f.a., B.S. (N 
Rév. J. R. Guillemette (C 


Ho6pital Sota Tektind (C1303d) 
rue Hoche 
54 Claival 4- #3361 


i aon’ 5695 lits 


> 1, 7, 8, 9, 10, 11, 12, 13, 14, 15, 
16, 274 0 
Sr. Arthur- om f.c.s.p. (A 
Sr. Charles-Henry, f.c.s.p. (N 
Rév. Fernando Michaud. $.8.p. (C 
Hépital St-JosephA © @ (C1303c) 


659, 16@me Ave. (Lachine 32) 
4 Melrose 7-2351 
i's Gén, 169 i ie berc. 
6, » 15, 16, 17, 18, 31, 
ad 55° 36, 38, 40, "4 50 
Sr. Lucien de Jésus. f.c8.p. (A 
4 ba oa gs oseph, aaa B.S. (N 
l’Abbé Aimé Carmel (C 


H6pital St-Joseph des Convalescentes 
(C605 ) 
4585, Rue Berri (34) 
Tél: Lafontaine 4-2441 
F, oo Chr.-Conv. 52 lits 


€Owned by the Corporation of the Hopital St. 
Luc with certain services conducted by the 


Sisters of Charity of Montreal. 


€Propriété d’une corporation dirigée par un 
consiel d’administration laique, _, a régie 
interne est confidée aux Soeurs de St. Fran- 


cois d’Assise 


Mére Marie-Blandine Boisvert, o.f.s.j. (A 
Sr, Marie i= de Dieu, o.f.s.j. (N 
Rév. Ena Laneuville, s.s.s. (C 


Hopital St-Joseph des Convalescentes@ 
(C605 
11844 Bois de Boulogne (Bordeaux) ) 
7% RI. 4-5841 
1938: Chr.-Conv. 244 lits 
t Nonreporting 1960) 
Sr. Marie-Jean-Baptiste Vaillancourt, o.f.s.j. 


M. l’Abbé Georges Jodoin $3 


HO6pital St-Joseph de RosemontA 
C1107) 
5689 Blvd. Rosemont (36) 
Tel: Clairval 6- ad 
F, 1950: T.B. 499 
a ae 4,5 G3, 10, 11, 12, 13, 14, 17, 18, 


Sr. du Saint Coeur de Marie, s.m. (A 
Sr. Marie du Rosaire, s.m, (N 


¢Ho6pital Ste-JustineA + © (C1601a) 
3175, Chemin Cie Sainte-Catherine (26) 
Pa oGcwent 1-493 


F, Ped. $31 Nits 44 berc. 

PS ndidbee 08 san 

Edmond Dubé, M. (A 

Sr, Claude de la en f.s. (N 

Rév. Emilien Messier, S.J. (C 

pital St-LucAk+© (CVI) 
048 Rue St-Denis (18) 
ral Un. 1-7261 
1908: Gén. 411 lits 37 berc. 

7 Nonreporting 1960) 

J. P. LaPlante, M.D. (A 

Alice Girard ( 8} 

Rév. René Morissette (C 

H6tel-Dieu de Saint-Josephax + © 

(C1021a) 
3840 St- shel = 

% Vi. 4-0161 

F. 1642: Gén. aA, 

1, 2. % 4 6 8.9.10, 116 12, 13, J 4, 13, 
16, 17 + 0, 31, 35, 39, 41, 50, 51, 52, 
ig 54, Pri 

F. Gélinas, r.h.s.j. (A 

’M. Fachand, r.h.s.j., B.S. (N 

Réy, Dupuis, m.s, (C 
Instut de Cardiologie de MontréalA + 

C707f) 


ph Asomedee Blvd. (36) 
Tee Cait 9-4611 





F, 1954: SF 55 lits 

1, 2, 6, 7, 9, 10, 11, 12, 14, 15, 16, 17, 18, 
41,'50, 33, 55 

Sr. Leclenae Lapierre, s.g.m., B.S. (A 

Sr. Jeannette Gagon, 8.g.m., B.S. (N 

Rév. Marcel Laperriere (Cc 

Montreal Chinese Hospital (C903) 
112 ys West 

Tel: Un. 6-5 

Est. ie, “Che tan. 25 beds 

+5, 14, 0 

Sr. Ste- Pi are pe 1.C. ( 8 

Rev. Lafond, P.M (C 

Retraite St-Benoit (CM2a) 
8050 est rue Notre-Dame (5) 

Tél: Clairval 5-8891 

F, 1884: Chr.-Conv. 256 lits 

2, 5, 

Bro. Dacien, f.c. ( ra 

Rév. Roland Cloutier (C 

St. Mary’s Hospital Ak +4 (C1305) 


3830 Lacombe Ave. 
Tel: Regent 8-4711 


Propriété d’une corporation a but non lucratif, 
laique et bénévole. Les Filles de la Sagesse 
assument la régie interne. 

€Propriété d’une commission d’administration 
ldique et = sous auspices Catholiques. 

ned by the English Catholics of Montreal 
and operated by the Sisters of Providence. 
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G aot a 46 bass 
4 ag 6, 9, 10, 12, 14, 16, 17, 18, 34, 





6, 38, 41, 50, 5! "33, 55 
Sr. 36, 38, Melanie, SP, MS. {A} 
M ne, S.P. 
at taactes &. Cahill CC) 
NICOLET 
Co. Nicolet Nic. 
H6pital du Christ-RoiA (C707b) 
Rue -Jean-Baptiste 
Tél: 
lits 20 berc. 
= io oS 10, 11, 14, 16, 17, 34, 35, 36, 
Sr. Rose-Alma Dubois, s.g.m. (A) 
Se. a éline et $.g.m. (N) 
Cpe Arsene Joyal (C) 
NORANDA 
Co. Noranda Tim 
Hépital Youvillea © (C701) 
9e ru 
Tél: « 2-230 


Fe b 
. pom: Gén. 407 lits bere: 31, 32, 34, 35, 


5, , il, 
*h 38, 40, 41, 50 
Sr. Marie-Rosalie, $.5-c (A) 
Sr. André-du-Sauveur, $ ec B.S. (N) 
M. l’Abbé Alfred Broui lard C) 


~ 





NOTRE-DAME-DU-LAC . 
Co. Témiscouata Rim. 
Hépital Notre-Dame-du- wae 


Tél: 
Gén. 59 lits 11 berc. 
: Bisa 6, 9, 10, 11, 17, 34, 36, 38 
sr. Héléne-Maria, f.d.j. (A) 
l’Abbé Toulidess Grenier (C) 


PLESSISVILLE 
Co. Mégantic Q. 


H6 ital du Sacré-Coeur 
53 iB -Calixte 


Tél: 129 
F. 1919: Gén. 98 lits 18 berc. 
=» 1, 6, 9, 10, 11, 14, 16, 17 
Sr. Saint-Alphonse, 8.c.q. 
Sr. St. Gabriel-Lallemant, s.c.q. 
Rév. Alphonse Asselin 


ae teem 
. Québec ©. 


aes Roy-Rousseau 
Chemin de la Canardiére 
Tél: Montcalm 3-7856 
® hig aati 184 lits 
6, 9, 10, 11, 12, 14, 16 
Pe end de-la- Peteonmaaion, $.c.q. (A) 
se Sainte-Denise, s.c. (N) 
l’Abbé Amédée Fi lion & 


6pital Civique (C711b) 
Mert de la Canardiére (3) 
Tél. Mo. 3-3518 
ak hid 'g Coe, 90 lits 

6, 9, 1 oT 

se. St- tc aya $.C.q ( 

Ste. Francoise-de- Chantal, $.c.q. ( 
M. l’Abbé Adrien Bernier (C 


Hopital De L’Enfant JésusAk+ © 

(C401) 
18e rue, 1401 

Tél: Lafontaine 4-240 


é 520 lits 60 bere 
tog on 9, t 11, 12. "14, 16, 17, 18, 


2, 4, 6, 8, 
34, 35, 36, 38, 39, 41, 50, 52, 55 


Mére Gérard —. O.p. (A) 
Sr. Marie Majella, o.p. (N) 
Msgr. Eugéne Michaud, c.s. (C) 
Hopital Général de Québec (C1115) 


260 Boulevard Egagelier 
Tél: Lafontaine 3-0513 





4Owned by the City of Quebec and operated 
by the Sisters of Charity of Quebec. 
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F. 1693: Chr.-Conv. 475 lits 
> 2, 4, 5, 6, 13, 14, 15, 16, 32, 33 


Sr. St. Thomas, 0.s,a. (A) 
Sr. Marie du Bon Conseil, 0.s.a. ves} 


Msgr. Arthur Belleau (C 


Hopital LavalA-+ 

2725, Chemin Ste-Foy (10) 
ig Olympia 3- oS te 
F, ee Ve 625 


=> 1, 2, 4, 6, 9, 10, it, 13, 14, 13, 16,.17,. 31, 
34, 55 ” 36, 37, 41, 53 

Sr. So fonane pina a s.c.q., B.S. (A) 

Sr. éal, 8.c.q (N) 

Rév. Georges- Albert Lacroix, ptre (C) 


HOpital de la MisericordeA+ (C1105a) 
1212 Chemin Ste-Foy (6) 
Fg 7-4411 
1874: Mat. 133 lits 7 berc. 
‘ Measapenting 1960) 
. Marie de Ste-Foy, s.c.i.m. ( 


A) 
l’Abbé E, LeMay C) 


H6pital Notre-Dame de I’Espérance 
(C801a) 
383, Chemin Seater (6) 
a Murray 3-4911 
938: Gén. 64 lits 13 berc 
a 9, 10, 11, 14, 16, 17, 31, 34, 38 


Mére Marie de Gonzague, s.h.f. (A) 

Rev. Arthur Normand, o.m.i. (S) 

H6pital Notre-Dame-de-Recouvrance 
(C1105a) 

233 Ave. Giguére 

Tél: Murray 3-4479 

F. 1948: Mat. 22 lits 25 berc. 

> 1, 2, 5, 9, 10, 35, 38 

Sr. Se-Narcisse, s.c.i.m. (A) 

Sr. Marie-de-Jessé, s.c.i.m. (N) 

M. l’Abbé Léon Boisvart (C) 

H6pital du St-Sacrementa*® + © 
(C711d) 


1050, Chemin Ste-Foy (6) 
Fg odafontaine 7-3461 
re, , 286 lits vi berc. 
aT a 6, 9,.20;-11, 13, 14, 25,16, 17, 


18, 34° 35, 36, 38, 39, "40, 41, 50, 52, 53, 
St. Ste-Marcelle-Marie, s.c.q. (A) 
Sr. Ste-Fabienne, s.c.q. (N) 
M. l’Abbé Denis Duval (C) 


Hopital Saint-Francois-d’AssiseA + © *& 
(C601a) 

lére Avenue, 1605 {?) 
7 Lotoassive 9-7311 
1914: Gén. 380 lits 63 berc. 


nt i 23:0; 93 at, Az, 14, 46, 17, 36,34, 
35, 36, 38, 3, "41, 50, 52, 55 
Sr. Marie-Claire, s.f.a. (A) 
Sr. Yves-de-Jésus, s.f.a. (N) 
Rév. Henri Giguére and 
Rév. Albert Vaillancourt (C) 


H6pital St-Joseph-de-Bellevue (C1045a) 
750 Chemin Ste-Foy (6) 

= Mu. 3-4434 
1948: Gén. 25 lits 10 berc. 

lidcame nets 1960) 


Sr. St. Louis de France (A) 

Hopital St-Michel-ArchangeA + © 
(C711b) 

Tél: Mo. 3-3571 

F. 1845: Psych. 5000 lits 

(Nonreporting 1960) 

Mére Ste-Clara, s.c.q. (A) 

Sr. St. Clément de een, $.¢.q. (N) 

Rév. J. Boucher (C) 

L’Hotel-Dieu de QuébecAk +# © 

(C1115) 


11, céte du Palais 

Tél: Lafontaine 9-3761 

F. 1639: Gén. 554 - 30 berc 

>1, 2, 3, 4, 6, 9, 10, 11, 12, 14, 15, 16, 17, 
18, 31, 34, 35, 36, 38, 40, 41, 50, 54, 55 


Mére St-Adolphe, c.h.s.a. (A) 
Se, mere du St-Sacrement, c.h.s.a. (N) 
l’Abbé Moise Roy (C) 


For Key to Symbols and Abbreviations See Page 61 





Quebec 


HOtel-Dieu du Sacré-Coeur de Jésus 
(C1110) 
Avenue du Sacré-Coeur (8) 
Tél: La. 3-4059 
F. 1873: Psych. 276 lits 
> 2, » Fo Dv 20, 21, 12,15, 16, 17, 31, 





32, 36, 42 
age Saint-Zéphirin, 0.s.a. (A) 
= 3» Ueveate, 0.S.a. (N) 
V’Abbé Robert Turcotte (C) 
Sanatorium Mastai (C711b) 
Chemin de la Canardiére 
Tél: Mo. 3-3571 
F. 1900: Psych. 50 lits 
> 30 
Sr. Saint-Aloysia, s.c. 
Sr. Sainte- ‘Bernadette, 5 c.q. { N } 
Msgr. J. A. Gauthier (C) 
RIMOUSKI 
Co. Rimouski Rim, 
Higiel % Saint-JosephA © (C71le) 
Ste-Marie 
Tél: Ra, 3 1 
F. 1923: Gén. 309 lits 26 berc. 
+L 2, & , , 10, 11, 14, 16, 17, 18, 34, 35, | 
Sr. lea Rome, 5 
Se. Sse Madeleine-de- (ne s. — { N 
l’Abbé Alfred Morin (C) 
RIVIERE-DU-LOUP i 
Co. Temiscouata Ste.-A, | 
H6pital St-Joseph du Précieux-Sang f 
(C1303c) 


28 Rue Joly a 

7a Union 2. 354 : 
1889: Gén. fod lits 13 berc. 

7 Nonreporting 1960) 

Sr. Rose-Antoinette, f.c.s.p. A 

ar aie Albini, f.c.s.p., B.S. in} 
l’Abbé W. Latulippe (C) 


ROBERVAL 
Co. Roberval Chic. : 
Hopital Sainte-Elisabeth (C603) ° 
Blvd. Marcotte 
Tél: 368 
19s, Psych. 800 lits 
ri Nonreporting 1960) 
Sr. Marie-Francois-de-Borgia, p.f.m. (A) § 
Hotel-Dieu St-MichelA @ (C117) ff 


Boulevard St-Joseph 
Tél: 1290 
F. 1918: , -T.B. 490 lits 32 berc 


> by -40 » 9, 40, Ti, 12, 13, 14, WW 34, 36, 
Sr. nr ys Jésus, o.s.a. (A) 
Ly St. Jeanne de Chantal, 0.s.a. (N) 
. Abbé Roland Dufour (C) 
SAINT-ADELE 
Co. Terrebonne St-Jer. j 
Sanatorium Notre-Dame-des-Monts j 
(C1205a) 
131 rue Notre-Dame 
Tél: Cole 9-3562 
F. 1928: T.B. 30 lits 
(Nonreporting 1960) 
Sr. Ste. Victor-de-Milan (A) 
Sr. Ste. Phileas-d’Alexandrie (N) 
Rév. Ovila Melancon, c.s.c. (C) 


STE-AGATHE-DES MONTS 
Co. Terrebonne M. 


H6pital de Ste-Agathe (C-D 20) 
19 rue Préfontaine 

a“ 961 
1954: Gén. 41 lits 11 berc. 

t Nonreporting 1960—Information Incomplete) 


Mile. M. Monbourquette (A) 
STE-ANNE-DE-BEAUPRE 
ian Montmorency Q. 


6pital Ste-Anne- de-Beaupré (C101a) 
239, Rue Royal 


Tél: Corvette 3-3727 
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Quebec 


F. 1930: Gén. 51 lits 6 berc. 


: Nonreporting 1960) 


Sr. Marie Louis-Gilles, s.s.a. (a 
Rév. Ovila Rondeau, C.S.S.R. (C 
STE-ANNE-DE-LA-POCATIERE 

Co. Kamouraska Ste-A. 
Hopital Notre Dame de Fatima 
(C1006a) 
5ieme Ave. 
Fél: 119 
F. 1955: Mat. 20 lits 12 berc. 
(Nonreporting 1960) 
Sr. Marie Bernadette, r.e.j. (A) 
Rév. L. Dubé (C) 
STE-ANNE-DES-MONTS 

Co. Gaspé-Nord G. 
Hopital Ste-Anne-des-Monts (C1301la) 
Té 7 

7°1930: Gan. 115 lits 8 bere. 
pala: sl 1960) 

& ae 2 $.p.d.c. (a) 
ST-ELEUTHERE 

Co. Kamouraska Ste-A. 

Hépical St-Joseph-du-Lac (C1045a) 
I: 2 

F. 1947: Gén. 57 lits 12 berc. 

> 1, 6, 9, 11, 14, 17, 34, 36, 40 

Sr. St-Amable, s.s.j. (A) 

Sr. Robert-Marie, s.s.j. vost 

M. l’Abbé Joseph Caron (C 

ST-GEORGES-OUEST 

Co. Beauce Q. 
L’Hétel-Dieu Notre-Dame de 

BeauceA © (C1115) 
Tél: 630 


F. lew Se. 160 lits 


30 berc. 


a, 6, 3, 10, 13, 145 16, A 34, 36, 38, 40 


—_ Ste-Clotilde, 0.s.a., B.S. (A 
Sr. St-Augustin, 0.s.a., B.S. (N 
M. l’Abbé Noel Gervais (C 
ST-HY ACINTHE 

Co. St-Hyacinthe St.-Hy. 
Hopital St-CharlesA © (C705) 


2750 Rue Laframboise 


7a yoereee 4-5331 
F. 1901; - ee lits 34 ber 
+1, 2, 5, 6 9, 10, Ti, F2, 17, 18, 34,35, 36, 
38, 41, 50, 57, 9s 
Sr. de Grandpré, s.g.s.h. (A) 
Sr. Cheécien, 8.g.8.h. (N) 
M. l’Abbé Marc Laporte (C) 
Hotel-Dieu de St-Hyacinthe (C705) 
1800, Rue Dessaulles 
Tél: Province 4-6495 
F. 1840: Chr.-Conv. 500 lits 
»5,6 
Sr. St. R Id, h, A 
Sr. Letendre, sie * _ ix 
M. l’Abbé ‘Andee Coté (C) 
ST-JEAN 
Co. St-Jean Jean 
eanA© (C707f) 


Hopical i Se-Jon 
: pqneslt 
ral "bikelfee 6-6871 


868: Gén. 180 lits 


35 berc. 


> 1,2, 6, 9, 10, 11, 13, 14, 17, 18, 34, 36, 38, 


St. Rachel Tourigny, s. A 
Sr. Toosee pm " B. _ ix? 
Msgr. Lucien Tasdion, CS, (C) 
ST-JEAN-PORT-JOLI 

Co. L’Islet Ste-A. 
Hopital St-Jean-Port-Joli (C603) 
Fe i947. Gén, 30 lits 14 berc. 
+1, 2, 4, 5, 6, 9, 10, 11, 16, ‘17, 34, 50 
Sr. M. {-Thértse-d’Alencon, p.f.m, (A) 
M. | M. l'Abbé Georges Pelletier (C) 


Owned by the Co 
ean-Port-Joli an 
ranciscan Sisters of 


DIRECTORY NUMBER 


ration of l’Hopital St- 
oo by the Little 


Hospitals—Canada 
ST-JEROME 
Co. Terrebonne St-Jer. 
Hotel Dieu de St-Jér6meA© (C1021a) 


Rue De Montigny 
Général 2-9711 
1950: oo, 257 lits 45 berc. 


7% 


pe 2, 5, 6, 9, 10, 11, 14, ic, 17, 18, 34, 35, 
36, 38, 41 
Sr. Thérése Trottier, r.h.s.j. (A 
Sr. Perrault, r.h.s.j. (N 
Rév. Duquette (C 
SAINT-PAUL-L’ERMITE 
Co. L’Assomption M. 
Hépital Notre Dame de I’Espérance 
(C801a) 
eee Notre Dame 
F. 1948: Gén. 17 lits 8 berc. 
(Nonreporting 1960) 
Sr. Marie-Julie, s.h.f. (A) 
SEPT-ILES 
Co. Saguenay St-L. 
¢H6pital Notre-Dame de I’Espérance 
(C801a) 
Tél: Wi. 929 
F. 1954: eae 34 lits 10 berc. 
> 1, 5, 6, 9, 11, 17 
Sr. St. Jean de la Croix, s.h.f. (A 
Sr. Marie Solange, s.h.f. ( 8} 
Rév. Lefebvre (C 
SHAWINIGAN FALLS 
Co. St-Maurice T.-R. 
ibpieal Se ThéréseA © (C701) 
Coats _ 150 lits 30 berc. 
enel. 4 1960) 
Sr. Héléne-de ag $.g.C. (A 
Sr. Mare Leonille, s.g.c., B.S. (N 
Rév. R. Gosselin (C 
SHERBROOKE 
Co. Sherbrooke Sher. 
HOpital Général St-Vincent-de- 
PaulAk + © (C705) 
300 Rue King LA 
bh Lorraine 9-638 
eae yy 267 lcs 40 berc. 
8, 9, 10, 11, 15, "16, 17, 18, 34, 
“— “eZ "3 39, 41, "so, 82, 55 
Sr. Gauthier, s.g.s.h. (A 
Sr. Rita Gagnon, s.g.s.h, (N 
Réy. Pierre Grayer, 0.s.cam. (C 
HOpital D’Youville (C705) 
Tél: Lorraine 7-4814 
F. 1955: Chr.-Conv. 166 lits 
(Norreporting 1960) 
Sr. Dufault, s.g.s.h. (A) 
€Ho6tel-Dieu de SherbrookeA* © 
(C1401a) 
580 Sud, Rue Bowen 
Tél: Lorraine 9-2551 
F. 1917: Gén. 496 lits 55 berc. 
(Nonreporting 1960) 
J. A. Charpentier (A 
Sr. St-Eugene, f.c.s.c. (N 
Rév. L gin (C 
SOREL 
Co. Richelieu St-Hy. 
Ho6pital Général (C705) 
151 Rue Georges 
3% 3303 
1862: Chr.-Conv. 200 lits 
7 Nonreporting 1960) 
Sr. Giguére, s.g.s.h. (A) 





¢Owned by The Iron Ore Company of Canada 
fae Joe by the Sisters of the Holy 
‘ami 
Owned by a lay board of directors with nurs- 
ing service by the Daughters of Charity of 
the Sacred Heart of Jesus. 


Quebec 


H6tel-Dieu de Sorel A$ (C1021b) 
400 Rue Hétel-Dieu 
Tél: Riviera 3-5521 
F. it ee Gén. 162 lits 20 berc. 
6, 9, y, ,* 16, 17, 18, 30, 31, 34, 
> 35, 46" 38, 39, 
Sr. Cécile eae rhs (A 
Sr. Gratia Demers, r.h.s.j. (N 
Rév. Adolphe Proven, o.f.m. (C 
THETFORD-MINES 
Co. Mégantic Qa. 
(C711c) 


Hopital Se St-JosephaA @ 
min ds Reuernes 
7% Federal 5-2971 

a cn 143 lits 22 berc 
a2 oe 6, 9, 10, 11, 14, 16, "17, 31, 34, 35, 


Sr. Saint-Marien, s.c.q. (A 
Sr. Saint-Ferdinand, s.c.q. (N 
Rév. Paul Benoit, c.s.c. (C 

TROIS-RIVIERES 
Co. St-Maurice T.-R. 
(C1303b) 


Hé ital Stelle 6 o* 

1, Rue Ste-Ju 
Tél: Frontenac 4-6211 
F. 1864: Gén. 237 lits 26 berc. 
(Nonreporting 1960) 
Sr. Jean des Oliviers, f.c.s.p. 
Sr. Thélesphore-Marie, f.c.s.p. 
Rév. Ovide Levasseur 


Hopital Ste-Marie@ (C1107) 
91 Boulevard du Carmel 

Tél: Frontenac 5-7721 

F. 1948: Gén. 195 lits 59 berc. 


> 1, 2, 5, 6, 0, 11, 12, i4, 17, 34, 35, 36, 
39, 41, 55 

Sr. St. Louis-Philippe, s.m. (A 

Sr. Marie de la Providence, s.m. (N 

Rév. Anthime Meunier (C 


HOpital-Sanatorium CookeA ¢ (C1001b) 
Chemin Ste-Marguérite 

Tél: Frontenac 6-3721 

F. 1930: T.B. 330 lits 

(Nonreporting 1960) 


Sr. Marie-Solange, f.d. Al (A 
Sr. Clement poo, € j. (N 
Rév. G. Baril (C 
VAL D’OR 

Co. Abitibi Amos 
H6pital St-Sauveur (C1601b) 
7% Va. 4-3663 


F. as oe 109 lits 21 berc. 


> 2, 0, 11, 14, 17, 30, "31, 34, 35, 36, 
Sr. rll f.s. (A 
Sr. Marie Danielle, f.s. (N 
Rév. André Audy (C) 
VALLEYFIELD 

Co. Beauharnois Vv. 


Hétel-Dieu de ValleyfieldA (C1303c) 
245 Rue Salaber 

Tél: Frontenac 3-3360 

F, ia Gén. 151 lits 30 berc. 


>1, 44,6 9, 10, 11, 17, 18, 34, 35, 36, 38, 
St. Anna du St-Esprit, f.c.s.p. (A 
Sr. Louis-Anselme, f.c.s.p. (N 
Msgr. Joseph Bonhomme, o.m.i. (C 
VILLE-MARIE 
Co. Témiscamingue Tim. 
HOpital Ste-Famille (C701) 
Rue Notre-Dame 
Tél: 2 
F. 1886: Gén. 102 lits 13 berc. 
(Nonreporting 1960) 
Sr. Madeline-Sophie, s.g.c. (A 
Sr. St-Aimé, s.g.c. (N 
Rév. E. Létourneau, o.m.i. (C 








Saskatchewan 








SASKATCHEWAN 
Archdiocese of REGINA (R.) 
Abbatis Nullins 
St. PETER OF MUENSTER (A.N.) 


Dioceses of 
PRINCE ALBERT (P.A.) 
GRAVELBOURG (Grv.) 
SASKATOON (Sask.) 
Vicariate Apostolic of 
KEEWATIN (Kee.) 
(See located in the Province of Manitoba) 


HOSPITALS 
Number Number Number 








0, of of 
Hospitals Beds Bassinets 
General Short Term.......... 28 1,839 299 
BIGGAR 
Rosetown County Sask. 
St. Margaret’s Hospital (C707c) 
7th Ave., West 
Tel: 32 
Est. 1922: Gen. e beds 9 bass. 
» 2, 5,6, 9,12, 17 
Sr. Simone Mageau, s.g.m. (A 
Sr. Bernadette Bezaire, s.g.m. (N 
Msgr. A. Tombu (C 
BROADVIEW R. 
pegs Michael's Hospital (C1101) 
Pg 1936: Gun, te beds 6 bass. 
> 1, 2, 6, 9, 17 
Sr. M. thelial c.s.m. (A 
Rev. D. Lucey (C3 
CUDWORTH 
Rosthem County A.N. 
St. Michael’s Hospital (C501) 
a ns Se 
Eat: 1936: Gen. 7 bass. 
> 6, 9, 14, 16, 174 34, Vier 50 
Sr. M. Walburga, O.S.E (A) 
Rev. Edward eaies. O.S.B. (C 
ESTERHAZY 
Melville County R. 
(C703) 


Se. As Anthony’s Hospital 


Est. 1920: Gen. 23 beds 8 bass. 

> 5, 6, 9, 18, 31, 34, 50 

Sr. St. Maurice, g.s.i.c. (A 
Sr. Teresa of the Gocoed Heart, g.s.i.c. (N 
Rev. V. L. Carey (C 


ESTEVAN 
Assiniboia County R, 
St. Joseph’s General Hospital (C1030) 
1st Ave., P.O. Box 
Tel: Mercu recite 
Est. 1938: n. 75 beds 12 bass. 
(Nonreporting 1960) 
Sr. Mary Priscilla, S.S.J. (A) 
Sr. Sheila, S.S.J. (N 
Rev. C. Harty ay 
GRAVELBOURG 
Wood Mountain County Grav. 
(C707d) 


St. _soveph's HospitalA 


Tel: 102 

Est. 1928: Gen. 44 beds 8 b 

~ 2, 6, 9, 10, 11, 14, 16, ey 33 

Sr. Irene Drouin, s.g.m., B.S. (8) 
Rev. H. Desrochers, o.m.i. (C 


HUMBOLDT 
Humboldt County A.N. 


For Key to Symbols and Abbreviations See Page 61 


Hospitals—Canada 
St. al HospitalA > (C501) 


: 22611 
t. 1911: Gen. 75 beds 16 b 


=} 2, 9: Oy 9 10; 41, 14, 16; at, 30, 34, 36, 
38, 40, 41, 50 
Sr. M. Hildegard, O.S.E. (A 
r. M. Rufina, O.S.E. (N 
Rev. Wilfrid Hergott, O.S.B. (C 
ILE A LA CROSSE Kee. 
qs it. Joseph’s Hospital (C707c) 
t. 1927: Gen. 36 beds 7 bass. 
~ 4, 5, 9, 14, 17, 34, 36 
Rev. Joseph Bourbonnais, O.M.I. iA} 
Sr. Pauline Lemieux, s.g.m. (N 
LA LOCHE Kee. 
St. Martin’s Hospital (C707c) 
Est. 1943: Gen. 11 beds 6 bass. 
(Nonreporting 1960) 
Sr. Weber, s.g.m. (A) 
LESTOCK 
Last Mountain County R. 
Se, Joseph's Hospital (C703) 
Eat “1937: Gen. 36 beds 9 bass. 
=> : ’ , 7 
Sr. Mary Dolores, G. S.C. (a) 
Rev. G. V. Reilly (C 
MACKLIN 
Battlefords County Sask. 
Se. , Joseph's HospitalA (C501) 


Est 1952: Gen. 38 beds 8 bass. 
~ 1, 2, 5, 6, 9, 11, 17 

Sr. M. Clothilde, O.S.E. (A 
Sr. M. Agnes, O.S.E. > 


Rev. P. Bieler, O.M.I. Cc 
MELVILLE 
Melville County R. 
St. Peter’s HospitalA (C1101) 
718 es treet 
Tel: 407 
Est. 1940: Gen. 51 beds 8 bass. 
ee ees oes ane te 
Sr. Helen Joseph, C.S (A 
Sr. Marie Albert, C.S. te  B. S. (N 
Rev. B. Vanco, O.M.I. (C 
MONTMARTRE R. 
{ofonsmertee Union Hospital (C305) 


Tel: 
Est. 1949: Gén, 14 beds 3 b 
>. 9, 10; 14, 27; 31; 32, "34, 35, 36, 38, 


Sr. Marie Claudia, a Cc (8) 
Rev. Joseph A. Fois (C 


MOOSE JAW 

Moose Jaw County R. 
Providence HospitalA } (C1305) 

Lilloet S i z 
Tel: Ox. 2-6471 
Est. Se “Gen. 164 beds ee bass. 

6, 9, 10, 11, 16, 

Sr. hd "Lalemant, S.P. (A 
Sr. Mary Fanchea, S.P. (N 
Rev. C. S. Godin (C 
NORTH BATTLEFORD 

Battlefords County P.A. 
Notre Dame HospitalA (C1303a) 

1080 ot les St. 
Tel: 2411 
~ Ray Gen. 169 beds 30 bass. 

6,9, 10, 11, 14, 15, 16, 17, 34, 36, 38 

Py Teresina, F.C.S.P. (A 
Sr. Anne Antoinette, F.C.S.P. (§) 
Rev. Joseph Lebris, O.M.I. (C 





¢Owned by the Vicariate Apostolic of Kee- 
watin with nursing service provided by the 
Sisters ~ Charity of Montreal. 
@Owned by the Montmartre Union Hospital 
| mg ont operated by the Daughters of the 
Oss 





Saskatchewan 


PONTEIX 
Maple Creek County Grav, 
Gebeiel Hospital (C1201a) 
” 1917: Gen. 19 beds 6 bass. 
> ’ ’ ’ 
Sr. Marie Albert, S.N.D. (A 
Sr. Arthur Marie, S.N.D. in} 
PRINCE ALBERT 
Prince Albert County P.A. 
Holy Famil y Hospital A © (C901) 
15th St., 
Tel: 260 


5 
Est. 1910: Gen. 133 beds 2 


>1, 2, 6, 9, 10, 11, 14, ie “17, 34, 36, 38, 

a. Mar aret Marie, S.C.I.C. (A 

ane Frances, S.C.I.C. (N 

Rev! M. Tremblay  ¢ 
RADVILLE 

Weyburn County R. 

Radville Community (C1034) 
Hos italA 


x 310 


9 
Foon * 1948: Gen. 26 beds 7 bas 
—»> 6, 9, 10, 11, 17,. 31,. 52, 33, 34, 35, 36, 50 


Sr. M. Magdalene, C.S.J. (A 
Sr. Mary Marjorie, C.S.J. (N 
Rev. E. A. Yandeau (¢ 
REGINA 
Regina County R. 
Regina Grey Nuns’ Henpiealaieh0 
(C707d) 


Dewdney Ave. and Pasqua St. 
Tel: Jordan 9-9621 on 


60 b: 
5, 6, 8, 9, 10, 11, 13, 14, 15, 16, 
* 15, aa 34, $5, 6 38, 39, 40, 41 


Sr. Rita Fortier, s.g.m. (A 
Sr. Armande Latreille, s.g.m. (N 
Rev. Norman Andries’ (C 
SASKATOON 

Saskatoon County Sask. 


St. Paul's 3 Hospital Ak +O (C707c) 
Teh 2 On 

Est. 1907: Gen. 277 beds 34 b 

2) 6, 9, 10, 11, 14, 16, 17, 18, 2 34, 36 


Sr. Yvonne Prévost, s.g.m. (A) 
Sr. Aline Bohémier, s.g.m. ( NY 
Rev. K. Kennedy, CSER. (C 
TISDALE 

Melfort County P.A. 
St. Therese HospitalA (C1203a) 


age Street 
Tel: 2621 
| 1927: Gen. 75 beds 8 bas 
, 6, 9, 10, 11, 14, 16, 17, 34, 36, 38, 41 
(A 


= ph sened Landry, S.C.E. 





Sr. Bonerige Bibelow, S.C.E. (N 
Rev. G. Van Vynckt (C) 
VAL MARIE 

Grav. 
Notre Dame Hospital (C1201a) 


5 
fg "1946: ; a 9 beds 4 bass. 


> 2, o 7s 


Sr. Marie aie S.N.D. (A) 
ZENON PARK P.A. 
Notre Dame de Il’ Assomption 
Po, Bor (C1201a) 
x 189 


Tel 
Est. 1582; Gen. 16 beds 5 b 
7h 43,6 9, 10, 11, 13, if, 16, 17, 31, 34, 


Sr. Marie Ephrem, S.N.D., B.A. (A 
Sr. Marie de la Providence, S.N.D. (N 
Rev. Armand (Cc 





HOSPITAL PROGRESS, 1961 

















on ~~ we 












































N.W. Territories Hospitals—Canada Yukon 
. FORT RAE FORT SMITH wale 
ray, Mackenzie oa Mack. ackenzie County ack. 
NORTHWEST TERRITORIES 
la) Gopical Farau (C7078) St. Anne’s General Hospital (C707a) 
Vicariate Apostolic of 5, in is Gen. ete 71 beds 3 bass pols 1ai3- T.B. 108 beds 4 b 
> ass. 
PS KEEWATIN (Kee.) R ev G. Duchaussois, OML (A (Nonreporting 1960) 
(N Vicariate Apostolic of fev. ¢ noe Cae — (S} | ly P gg endear 4 ML (33 
MACKENZIE (Mack.) : 
HOSPITALS 
P.A. a FORT RESOLUTION 
101) Hottlual & 0. Mackenzie County Mack. YUKON 
General Short Term.......... 1 60 St. J oseph’s Hosp: ital (C707a) ° ° ° 
Special Short Term: (Nonreporig 130d - 4 bass. Vicariate Apostolic of 
, 8, — 
, ae i St. Cardinal, s.g.m., R.N. ey arte eee 
(C Special Long Term: Number Number Number 
Tuberculosis.............. 1 108 0 of of 
L —— FORT SIMPSON Hospitals Beds Bassinets 
TOTAL. 00 +-ceserersevers 6 378 Mackenzie County Mack, Genoral Short Term........ 1 21 4 
R. 4qSt. Margaret’s Hospital (C707a) 
34) CHESTERFIELD INLET Est. 1916: Gen.-T.B. 59 beds 4 bass. 
Keewatin County - 2, 2 phe a MI (A DAWSON W.H. 
. H. t, O.M.I. 
Hépital Ste-Thérése de Sr. Marie Lemire, s.g.m. ix} St, Masy’s s Hospital (C101) 
$6 lEnfant- Jésus Est. 1898: Gen, 21 beds 4 bass. 
r A 1931: ¢ yt a 4 bass. Owned by the Vicariate Apostolic of Mac- ~ 9, 9, 14, 17, 33 
(N ( jonreporting Kenzie with administration by the Oblates Sr. Mary Ignatia, S.S.A (A 
(C Sr. Saint Ignace de Lo oy 7 of MacKenzie and nursing service by the Sr. Mary Anne Cecilia. $.S.A (N 
Rev. F. R. Courtemenche I. Grey Nuns of Montreal. Rev. Charles de Campegneulles, O.M.I. (C 
R, 
7d) | For Key to Symbols and Abbreviations See Page 61 
i § 
16, 
(A 
is} 
(C 
Sask, 
7c) 
(A) 
( ca 
(C 
P.A. 
3a) 
, 41 
(4) 
(N 
(C) 
ray. 
la) 
(A) 
PA. 
la) 
34, 
( A} 
(N 
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HE 1961 Directory presents a new, 
} seein section for institutions 
which provide some health care but 
which do not fulfill the listing require- 
ments for a hospital. These have been 
classified as related health facilities 
(formerly allied agencies). In previ- 
ous years these institutions were listed 
immediately following the hospitals in 
each state. The format for listing in 
this section is the same as that used 
in the hospital section, and the stand- 
ard codes and abbreviations are em- 
ployed. Listing in this section is done 
without regard to membership in the 
Catholic Hospital Association. 
In an attempt to properly classify 
these institutions by type of care the 
following definitions have been em- 


ployed: 


Chronic-Convalescent 


a. Admits patients who are chron- 
ically ill or disabled. 

b. Objective is to discharge patients 
as soon as medically prescribed 
by a physician; includes medical 
and nursing services as well as 
supportive and rehabilitative 
services. 

c. May be referred from a hospital 
or from a private source. 

d. Admission physical. 

e. Average stay over 30 days. 

f. Most nursing homes will be clas- 
sified in this category. 


Home for the Aged 


a. Admits well, aged individuals 
only. 

b. Objective is to provide a perma- 
nent home for the individual. 

c. Provides facilities for medical 
care as needed for residents, in- 
cluding bed nursing care, but 
hospital medical care available 
elsewhere on a transfer basis. 

d. Patient under care of a physician 
in the medical care facility. 
Cancer—chronic convalescent facil- 
ity restricting admissions to cancer 

patients. 

Maternity—a related health facility 

which provides principally obstetri- 

cal care including deliveries within 
the institution. 

Pediatric—a related health facility 

which provides pediatric, medical 

and nursing care on a limited basis. 

More serious cases afe sent to a 

hospital. 

Psychiatric—a related health facility 

which provides care for various types 

of psychiatric patients to include 
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epileptic and mentally retarded pa- 
tients. 

Clinic—a related health facility 
which provides organized health care 
for ambulatory patients under the 
supervision of a physician. This in- 
cludes provision for diagnostic and 
therapeutic services. 

Visiting Nurse—an organization 
which provides nursing care in the 
patient’s home. 

It is recognized that as this section 


of the Directory grows, these defini- 


tions will be further clarified. 

In listing bed capacities for Homes 
for the Aged and chronic convalescent 
institutions the total bed complement 
is specified, including beds for healthy, 


aged individuals as well as beds used 


for people requiring nursing care. 
A listing of Canadian related health 


facilities follows the United States sec- 
tion. 


Abbreviations 


The following abbreviations are em- 


ployed throughout the listings. 


Card. Cardiology 

C. P. Cerebral Palsy 

Chr.-Conv. Chronic and/or 
Convalescent 

Gen. General 

Lepro. Leprosy 

Mat. Maternity 

Med. Medical 

Orth. Orthopedic 

Ped. Pediatric 

| SF Physical Therapy 

Psych. Psychiatric 

1. 2 Tuberculosis 

V.N. Visiting Nurse 

Types of Service 


Facilities and services are designated 


by the following code preceded by an 
arrow (—>): 


Facilities and 
Services 

Blood Bank 
Central Sterile Supply 
Cobalt Therapy 
Dental Department 
Drug Room (not Pharmacy) 
Electrocardiographic Service 
Electroencephalographic Service 
Isotope Therapy 
Laboratory Service 


Symbol 


WBINAULWN 






Medical nl , 

Medical Record Library 
Medical Social Service : 
Occupational Therapy Service 
Pharmacy 


leet! 


y M.D. 
Physical Therapy Service 
X-ray—Diagnostic 
X-ray—Therapeutic 

Special Nursing Divisions 
30 Alcoholic 
31 Cardiac 
32 Chronic-Convalescent 
33 Home for the Aged 
34 Obstetrics 
35 Orthopedic 
36 Pediatric 
37 Poliomyelitis 
38 Premature Nursery 
39 Psychiatric 
40 Recovery Room: Obstetrics 
41 Recovery Room: Surgery 
42 Tuberculosis 


Outpatient and Clinic Services 


50 Outpatient Department 
51 Alcoholic Clinic 

52 Cancer Clinic 
53 
54 
55 


ZNN YURWNKO 


=e 


Heart Clinic 
Mental Hygiene Clinic 
Psychiatric Clinic 


Titles of Designated Related Health 
Facility Personnel 


Titles of designated related health 
facility personnel appear at the right 
side of the name by means of the fol- 
lowing symbols: 

« Administrator (A) 

Director of Nursing Service (N) 

The Reverend Chaplain (C) 


Ownership of the Related Health Fa- 

cility 

Following the name of the institu- 
tion is the code number denoting the 
religious group conducting it. Refer- 
ence to Part IV will afford the reader 
full information concerning this code 
system. 


Facilities Not Owned by Religious 


q This symbol is placed before the 
name of the facility; a footnote at 
the end of column records the 
name of the owning group, 
whereas the code number follow- 
ing the name of the facility des- 
ignates the religious group fe- 
sponsible for its operation. 


HOSPITAL PROGRESS, 1961 


Physical Medicine Department (directed 
by M.D. 
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SUMMARY OF RELATED HEALTH FACILITIES BY TYPE—1960 












Line 
Num- 
bers 




















































Chronic- 
Conva- Home Mater- Visiting 
UNITED STATES Cancer | lescent for the nity Clinic | Nurse Other Total 
(Chr.- Aged ( Mat.) CViN) 
Conv.) 
OIG os. eg 6 isilsy «Crates goes , 2 2 ; 1 ; 5 
[O01 RE ae eee aca j ‘ ‘ ‘ F ; ; 
OEM So ow 3 a ah SNe Rs ; : 1 ; 1 1 3 
MIRNA 5 5 5.5 electie cs < or ‘ 1 ; : ; ? 1 
COUIOPNIA. . 0. cc ccoee ‘ 3 7 : ; 2 12 
Of Cr eran : 1 2 ; 1 5 5 
Connecticut............ ; 2 4 ? ; , 6 
BOA WNO x.c6.:0.-s. 0.00: 60-0540 , : 1 : 1 
District of Columbia... . : ‘ 1 1 - : 2 
LOPS ar ee Serer ; ‘ 2 ‘ ; : ‘ 2 
ONIN oo ss ce cele 1 é 1 ‘ 1 F ; 3 
PRL 6.6. sires erdigie seo eee ‘ ‘ “ ‘ . P 1 1 
NMI oe a, ec cr charen ers ; P : . ; ‘ , 
NN oo sso Sia Soak etna 3 11 1 é 2 2 19 
Lo a ane ene 2 € 1 : 1 11 
O70, eR RreneD wate 1 4 ‘ { ; 5 
NO , 0 cai He eck vl aes 4 1 2 ‘ 1 ‘ 4 
SOREN E, <f-5 5:5: 6: 00.6 elere y's ‘ 3 3 ‘ ; ‘ 6 
WOUWIBIBIG 5s 666 ona s 060 0 : 1 2 1 1 ; 5 
1 CVO ES ee Sree Aes . 1 : 1 p 2 4 
1d rr re ‘ 2 5 ; ‘ ‘ 7 
Massachusetts.......... I 7 10 E 5 3 23 
PURO or o.'0). 5:4 o-oo aveieieis ; 1 6 : 1 , 8 
WMEINOBOUB«. 6 «6 6 50k 6 oes 1 ys 11 : 1 ‘ 20 
INFISSIBGI DD 56.6515 54-06 0% 8 : : : ; ; ; ; 
LAU CEG ae rr : 6 4 ; 1 . 11 
ITODTANG. «0 cece ce vewes ; é , ‘ , a ; 4 
ING DROOIE «cock e's o.5.8.60.8 ‘ 5 ‘ : ; 1 6 
LCT La ae a eee : , . ‘ ; ; 2 
New Hampshire........ ; 1 2 ; g : ‘ 3 
INOW: JORSOW 6.6 6065008 oes : 3 7 : : ; 1 11 
IN@W: NEOMIGO:... 6. oc cis bo F x , 1 1 : i 3 
A ab i) 3 | a a re 2 13 20 p 1 13 3 52 
North Carolina......... P 1 : , ‘ ; 1 
WOrth Dakota. «oss ss-++ : 1 3 , ’ ; 4 
(1117p i toa a a 1 2 16 P 4 1 24 
ORIGNOME. os cece esas oe 4 1 F 3 ; : 1 
CL CESS ari es a Me a : 2 ; P ; : y 
POMMSVIVANIO.......2.: 1 10 15 1] 2 1 30 
Hnode tsiand......... ‘ 1 y, : 3 ; 6 
South Carolina......... ‘ = ‘ ; : : 
South Dakota.......... 1 1 ; ‘ 2 
dich CCC P 2 , : 2 
LCT SE ee ee ae 1 2 1 : 4 
RR acacstcta. <a eeceus Matalin 1 ; : ‘ 1 
WGMION occ 556 oasocrdacnscwe ; 3 P 3 
RNR oe, 6: 6 “ev sirerss access eae 4 ] . 1 
Washington............ 1 5 ; 6 
West Virginia.......... : 1 ‘ 1 
Loe 6 14 1 21 
WOME i ok occ we : - . . 
Total—1960........ 7 89 185 6 8 38 14 347 
Z en Re eae é oa SIN 
Puerto Ried. .........+- 1 : 1 2 
CANADA 
PENG ic 9h io ehas ad vie encom. 1 2 ; P f 3 
British Columbia....... 4 J 1 ; , 5 
WMEGTBLODG..6.05.55 000556. 1 2 : ? , 3 
New Brunswick........ 1 2 ; ; : 3 
Newfoundland.......... ; ; é ‘ : : 
Nova Stotia............ 2 1 , ; - 3 
LEO Tle la a ar aan 1 6 ; ; ; 7 
Prince Edward Island ; 1 f ? , 1 
NNR hes sah otic nen o.b.6b04'0e 7 10 ; 3 1 21 
Saskatchewan.......... 3 2 1 ? } 6 
Northwest Territories. . . ; ‘ ; 1 1 
NAIPOUE: «59.6.0 bAnthentdie ales . . . 
Total—1960........ 20 26 2 4 1 53 
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LISTING OF CATHOLIC RELATED HEALTH FACILITIES IN THE UNITED STATES 


AND PUERTO RICO 








ALABAMA 


Diocese of MOBILE-BIRMINGHAM 
Re. Rev. Msgr. J. J. Raleigh, Hospital Director 


RELATED HEALTH FACILITIES 
Number Number 
of of 
Institutions Beds 
Chronic-Convalescent 
Home for the Aged 
Clinic 


ror 
| = 





TOTAL. 5 222 
DAPHNE 

Baldwin County Mob. 
Villa Mercy Nursing Home (116la) 
Est. 1949; Chr.-Conv. 28 beds 
Sr. M. Ceciliana, R.S.M. (A) 
Rev. Francis Nolan S) 
MARBURY 

Autauga County Mob. 
@Holy Ghost Mission Nursing Home 

(1711) 

Est. 1940: Chr.-Conv. 35 beds 
Sr. M. Mathias, V.S.C. (A) 
MOBILE 

Mobile County Mob. 
Allen Memorial Home (1701b) 

170 North Catherine St. (17) 
Tel: Hemlock 3-2642 
Fst. 1911: Home for Aged 29 beds 
Sr. Catherine, D.C. (A) 
Msgr. T. M. Cullen (C) 
Little Sisters of the Poor 

Home for the Aged 

1655 McGill Avenue (19) 
Tel: Garden 6-2944 
Fst. 1901: Home for Aged 130 beds 
Sr. Alice de St. Eugene, p.s.d.p. (A) 


PHENIX CITY 
Russell County Mob. 


Mother Mary Mission Clinic (1711) 
1301 Seale Rd. 

Est. 1941: Clinic 

Sr. M. Celine, V.S.C. (A) 

Rev. Gregory Putzer, S.D.S. (C) 








ARIZONA 
Diocese of GALLUP" 
Diocese of TUCSON 
RELATED HEALTH FACILITIES 
Number Number 
of 


0 

Institutions Beds 

Home 4 ee 1 170 
1 


Ninie . pesiees saheeeweds —_— 
Visiting RSE TE Ee 


FM svesbacecarinatwesevesns 3 170 








¢Owned by the Resurrectionist Fathers and op- 
erated by the Vincentian_ Sisters of Charity. 

Owned by the Diocese of Mobile-Birmingham 
and operated by the Daughters of Charity of 
St. Vincent de Paul. 

Owned by the Salvatorian Fathers and oper- 
ated by the Sisters of the Divine Saviour. 

1This Diocese, the See for which is in Gallup, 
N. Mex., includes part of this state. 
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LUKACHUKAI 


Apache County Glp. 


Immaculate Heart of Mary Dispensary 
(519a) 

Tel: 2-360 

Est. 1953: Clinic 

Sr. M. Damacene, O.S.F. (A) 

Rev. Blase Brickweg, O.F.M. («C) 


PHOENIX 


Maricopa County Tuc. 


Little Sisters of the Poor 
1110 N. 16th Street 
Tel: Alpine 8-6677 
Est. 1956: Home for Aged 170 beds 
~»> 4, 5,6, 9, 13, 15, 26) 17 
Sr. Ste. Ludivine, P.S.D.P. (A) 


ST. MICHAELS 
Apache County Glp. 


Our Lady of Angels Convent & Kateri 


Takakwitha Dispensary (558a) 
St. Michael's Mission 

Tel: Window Rock 2-2464 

Est. 1935: V.N. 

Sr. Mary Gregory, F.M.M. (A) 








ARKANSAS 
Diocese of LITTLE ROCK 


Rev. John W. Kordsmeier, Hospital Director 


RELATED HEALTH FACILITIES 


Number Number 
0 0 
Institutions Beds 


Chronie-Convalescent. . 1 120 





LITTLE ROCK 
Pulaski County LR. 


4Our Lady of Nazareth Home (1201) 
1000 High St. 

Tel: Franklin 4-3721 

Est. 1954: Chr.-Conv. 120 beds 

Sr. Alice Martha, S.C.N. 

Rev. Leo A. Reidmueller 


_—o 
—~ 








CALIFORNIA 


Archdiocese of LOS ANGELES 


Re. Rev. Msgr. T. J. O’Dwyer 
Hospital Director 


Archdiocese of SAN FRANCISCO 
Rev. Timothy E. O’Brien, Hospital Director 


Diocese of MONTEREY-FRESNO 


Very Rev. Msgr. John F. Durkin, 
Hospital Director 


Diocese of SACRAMENTO 


Rt. Rev. Msgr. T. H. Markham, 
Hospital Director 


Diocese of SAN DIEGO 
RELATED HEALTH FACILITIES 


Number Number 
0 


0 
Institutions Beds 


Chronic-Convalescent.............+ 3 76 
Home for the Aged................ 7 831 
ER, cc cctavesertceseccnd 2 ——- 
UNMET ce hate op bana os Caeed ae 12 907 





4Owned by the Nazareth Literary and Benevo- 
lent Institution and ———! by the Sisters of 
Charity of Nazareth, Kentucky. 





LA MESA 


San Diego County S.D. 


Little Flower Haven 
8585 La Mesa Blvd. 
Tel: Hopkins 6-3163 
Est. 1938: Home for Aged 90 beds 
Mo. M. Aloysia, D.C.J. (A) 
Rt. Rev. Msgr. F. Wekenman (C) 


LOS ANGELES 


Los Angeles County Lok, 


Nazareth House 
3333 Manning Avenue (64) 
Tel: Vermont 9-9143 
Est. 1934: Home for Aged 94 beds 
~» 11, 12, 13, 14, 15 
Sr. St. Martin, P.S.N. (A) 


St. Ann’s Home for Aged 
2700 East First Street 

Tel: An. 1-4065 

Est. : Home for Aged 

Sr. Alodie, p.s.d.p. 

Rev. Andrew Pisano 


~— 


Sisters Servants of Mary Home (1111la) 
2131 W. 27th Street (18) 
Est 1928: V.N. 


Mo. Buen Consejo Calabor, S.de M. (A) 
MONTEREY 
Monterey County M.F. 
Ave Maria Convalescent Home (555) 
1249 Josselyn Canyon Road 
Tel: Frontier 5-8116 
Est. 1954: 5 Chr.-Conv. 13 beds 
ER 
Mo. = ee O.S.F. (A) 
Rev. A. E. Grant (C) 
OAKLAND 
Alameda County 
St. Joseph’s Home for Aged 
2647 E. tach geseet (1) 
Tel: An. 1-20 
Est. 1907: F sel for Aged 135 beds 
«Mo. Raphael (A) 
OJAI 
Ventura County LAs 


St. Joseph’s Rehabilitation Center (M4a) 
2464 East Ojai Avenue 
Fst. 1955: Chr.-Conv. 22 beds 


Bro. Cornelius, O.H. (A) 
Mrs. Shirley Quinn (N) 
Rev. Wallace J. Daley (C) 
SALINAS 
Monterey County M.E. 
Immaculate Heart Hospital (1106) 
315 Alameda Street 
Tel: Harrison 4-1878 
Fst. 1956: Chr.-Conv. 41 beds 
Sr. Thomas Ann, I.H.M., B.A. (A) 
Mrs. Gertrude Kehoe (N) 
SAN FRANCISCO 
San Francisco County S.Fr. 
Comeset of the Helpers of the 
Holy Souls (703a) 
204 sists is (2) 
Est. 1905 
Mo. Masy Prac ol H.H.S., M.A. (A) 


HOSPITAL PROGRESS, 1961 
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California 


Little Sisters of the Poor 
Home for the Aged 
300 Lake Street (18) 
Tel: Skyline 1-9529 
Fst. 1902: Home for Aged 250 beds 
> 4, 5, 13) 15 


Sr. Gertrude Elizabeth, P.S.D.P. (A) 
Sr. Colette, P.S.D.P. (N) 
Rev. Naselli, O.P. (C) 
SANTA ANA 

Orange County L.A. 
St. Francis Home for the Aged (556) 

1718 W. 6th Street 
Tel: Kimberly 2-0381 
Est. 1944: Home for Aged 65 beds 
Mo. Teresita, O.S.F. (A) 
Rev. F. Herbert Rogers (C) 
SARATOGA 

Santa Clara County S.Fr. 
Our Lady of Fatima Villa (405) 
Est. 1949: Home for Aged 46 beds 
Sr. M. Pauline, O.P. (A) 
Rose O’Brien (N) 








COLORADO 


Archdiocese of DENVER 


Rt. Rev. Msgr. J. R. Mulroy 
Very Rev. Msgr. W. J. Monahan 
Hospital Directors 


Diocese of PUEBLO 
Rev. E. McGowan, Hospital Director 


RELATED HEALTH FACILITIES 





Number Number 
0} 0; 
Institutions Beds 
Chronic-Convalescent. . 1 18 
Home for the Aged. . 2 129 
ae : ] -— 
Visiting Nurse 1 - 
TOTAL........ “* 147 
DENVER 
Denver County Den. 
Ave Maria Clinic, Inc. (D.4) 
735 Curtis St. 
Tel: Keystone 4-6108 
Est. 1935: Clinic 
Rt. Rev. Msgr. Elmer J. Kolka (A) 
Corpus Christi Convent (425) 
2501 Gaylord St. (5) 
Tel: East 2-1413 
Est. 1910: V.N. 
Sr. M. Grace, O.P., R.N. (A) 
Little Sisters of the Poor 
W. 30th & Meade Sts. (11) 
Est. . : Home for Aged 120 beds 
St. Rose, p.s.d.p, (A) 


St. Francis Convalescent Hospital (523) 
325 King St. (19) 

Tel: We. 5-4411 

Est. 1924: Chr.-Conv. 18 beds 

St. M. Jude, O.S.F., B.S. (A) 

St. M. Roxanne, O.S.F., B.S. (N) 


Salve Regina Home for the Aged (416) 
975 Pennsylvania St. 
Est. 1948: Home for Aged 9 beds 


St. M. Gonzales, O.P. (A) 


Related Health Facilities—U:S. 


Florida 








CONNECTICUT 


Archdiocese of HARTFORD 
Rev. L. E. Skelly, Hospital Director 
Diocese of BRIDGEPORT 
Diocese of NORWICH 


RELATED HEALTH FACILITIES 


Number 
0 


0 
Institutions Beds 


Number 


Chronic-Convalescent ‘ 2 60 
Home for the Aged ' 291 
TOTAL. 6.044% ; eee 6 351 





NEW BRITAIN 
Hartford County 


St. Lucian’s Home for the Aged 
532 North Burritt Street 

Tel: Baldwin 3-2123 

Est. 1925: Home for Aged 87 beds 
» 13 

Sr. Mary Amadeus, C.F.M. (A) 
Sr. Mary Boguchwala, C.F.M. (N) 
Rev. Chester A. Bieluch (C) 


Hart. 


NEW HAVEN 
New Haven County Hart. 
Little Sisters of the Poor 
238 Winthrop Avenue (11) 
Tel: Spruce 6-9997 
Est. 1901: Home for Aged 130 beds 
~ 13, 16 
Sr. Patrick of Blessed Sacrament, P.S.D.P. (A) 
Rev. Alfred A. Di Meo (C) 


NORWALK Bri. 
Notre Dame Convalescent Home 
(1460a) 


West Rocks Rd. 
Est. 1952: Chr.-Conv. 40 beds 


Mo. Mary Kevin, St. T. de V. (A) 
THOMPSON 

Windham County Nor. 
Villa Maria Rest Home (1110) 
Est. 1947: Home for Aged 30 beds 
Sr. Mary Ostiara, M.I.C. (A) 
Rev. Vaclovas Paulauskas (C) 
UNCASVILLE 

New London County Nor. 


Holy Ghost Convalescent Hospital 
(707a) 
P.O. Box 347 
Tel: Tilden 4-8472 
Est. 1957: Chr.-Conv. 20 beds 


9. 
Sr. Claire Francis, F.S.E. (A) 
Sr. Cecile Antoinette, F.S.E. (N) 
Rev. James A. Kane (C) 


WILLIMANTIC 
Windham County Nor. 


St. Joseph’s Home for the Aged 
(1112a) 
88 Jackson Street 
Tel: Harrison 3-3502 
Est. 1957: Home for Aged 44 beds 
Sr. Marie Jeannette, S.C. (A) 





«Owned by the diocese of Norwich, Inc., and 
operated by the Sisters of Charity of Our 
Lady, Mother of Mercy. 


DELAWARE 
Diocese of WILMINGTON 
RELATED HEALTH FACILITIES 


Number Number 


0 0. 
Institutions Beds 





Home for the Aged... . SERRE 1 120 
WILMINGTON 
New Castle County Wil. 


Little Sisters of the Poor 

Home for the Aged 

401 North Bancroft Parkway (5) 
Tel: Olympia 5-2278 
Est. 1902: Home for Aged 120 beds 
—> 4, 5, 11, 15, 16, 32 
Sr. Ignace de Loyola, P.S.D.P. (A) 
Rev. John Green, O.S.F.S. 








DISTRICT OF COLUMBIA 


Archdiocese of WASHINGTON 
Rev. Leo J. Coady, Hospital Director 
RELATED HEALTH FACILITIES 

Number Number Number 
0 0 0. 
Institutions Beds Bassinets 
Home for the Aged... *~ 1 168 — 
MatTRIRY . oc ccccccese 1 


TOTAL... 2 194 





WASHINGTON, D.C. 


Little Sisters of the Poor 

220 H ones N.E. (2) 

: Li. 3-9584 
Be 1871; Home for Aged 168 beds 
=~ 4, 5, 13 
Sr. Geraldine, p.s.d.p. : 
Rev. Edward W. McCawley, S.J. 


—~ 


St. Ann’s Infant and 
Maternity Home 
2200 California St. N.W. (8) 
Tel: Decatur 2-4900 
Fst. 1863: Mat. 26 beds 85 bass. 
Sr. Thecla, D.C. | 
Msgr. John J. Cain 


a> 








FLORIDA 
Diocese of MIAMI 


Rev. L. J. Genovar, Hospital Director 
Diocese of MOBILE—BIRMINGHAM’ 
Rt. Rev. Msgr. J. J. Raleigh, Hospital Director 

Diocese of ST. AUGUSTINE 


RELATED HEALTH FACILITIES 


Number Number 


0, 0, 
Institutions Beds 


Home for the Aged........... 2 50 





JACKSONVILLE 
Duvall County 


4All Saints Home 

2040 Riverside Avenue (4) 
Tel: EVergreen 9-46 
Est. 1956: Home for Aged 30 beds 
Sr. M. Ursula, S.S.J. (A) 
Sr. Margaret Mary, S.S.J. (N) 
Rev. Daniel Watson, S.M.A. (C) 





1This Diocese, the See for which is in Mobile, 
Ala., includes part of this State. f 

4Owned by the Diocese of St. Augustine and 
operated by the Sisters of St. Joseph. 


For Key to Symbols and Abbreviations See Page 120 
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Florida 


PENSACOLA 
Escambia County 


Haven of Our Lady of Peace 
Box 60, Myrtle Grove P.O. 

Tel: Glendale 5-3990 

Est. 1939: Home for Aged 20 beds 


Mob. 








Mo. M. Angelika, D.C.J. (A) 

Frances Loone' (N) 

Rev. Bernard Morgan (C) 
GEORGIA 


Diocese of ATLANTA 


Diocese of SAVANNAH 
Rev. J. J. Cuddy, Hospital Director 


RELATED HEALTH FACILITIES 





Number Number 
0, 0 
Institutions Beds 
eR a nee eee beecskpenwans 1 70 
—_ a PES oo ssevcdishan eed 1 95 
MD Mi tenG sev ecind bewesesdreses 1 _ 
EME co ibeeresowesteoessaxeuns 3 165 
ATLANTA 
Fulton County Atl. 
Catholic Colored Clinic (1165) 
348 Forrest N.E. (12) 
Est. 1941: Clinic, 
Sr. Mary Timothy, S.C.M.M. (A) 


Our Lady of Perpetual Help Free 
Cancer Home (419) 
760 Washington Street, S.W. 

Tel: Murray 8-9515 

Est. 1939: Cancer 70 beds 

Sr. M. Evangelist, O.P. (A) 

Rt. Rev. Msgr. E, J. Dodwell (C) 


SAVANNAH 
Chatham County Sav. 


Little Sisters of the Poor 
222 East 37th Street 
Tel: Adams 3-8625 
Est. 1890: Home for Aged 95 beds 











Sr. Marguerite, L.S.P. (A) 
Rev. Norbert McGowan (C) 
HAWAII 
Diocese of HONOLULU 
RELATED HEALTH FACILITIES 

Number Number 
0 0 
Institutions Beds 
IR ob occur based tees teas 1 55 
KALAUPAPA (Molokai) 
Kalawao County Hon. 
Piaslaupare General Hospital (567a) 
3-7 
Es 13310 5 i beds 
~» 4, 5,9, 12, 13, 1 
Sr. M. Rosanne, hed ian (a? 
Rev. Gustave Fierens, $s.CC. (C 





Owned by the Honolulu Department of Health 
and managed by Sisters of the Third Order 
of St. Francis. 





Related Health Facilities—U-S. 








ILLINOIS 
Archdiocese of CHICAGO 


Hospital Directors 


Re. Rev. Msgr. J. W. Barrett 
Very Rev. Msgr. J. V. Moscow 


Diocese of BELLEVILLE 


Very Rev. Msgr. C. G. Schindler, 
Hospital Director 


Diocese of JOLIET 
Rev. A. Rotondi, Hospital Director 
Diocese of PEORIA 
Rev. John Weishar, Hospital Director 
Diocese of ROCKFORD 
Rev. R. G. Stewart, Hospital Director 


Diocese of SPRINGFIELD 
Roapied Directors 








Re. _ Msgr. J. Gatton 
Rev. F. Dirksen 
RELATED HEALTH FACILITIES 
Number Number 
of of 
Institutions Beds 
Chronic-Convalescent.............+ 3 162 
Home for the Aged................ 11 1,669 
| Niele ME ER IEY RIPEN pen 20 
RUNNIN 50s ice cins aint sighs aed o bineieelt 
Psychiatric..... 
Visiting Nurse.. 
CU) 1 5 rec err ete 
AVISTON 
Clinton County Bel. 


@Sacred Heart Home for the Aged 

(701a) 
Spring Street 

Tel: Castle 8-7243 

~ 1885: Home for Aged 40 beds 

> 

Sr. M. Martha, P.H.J.C. (A) 

(C) 


Rev. Jerome Feldmann 


CHESTER 
Randolph County Bel. 
St. Ann’s Home (1305a) 
770 State Street 
Tel: 
Est. 1937: Chr. -Conv. 32 beds 
> 13, 
Mo. Mary Dorothy, A PP.S., M.A. (A) 
Sr. M. Angela, Ad.PP B.S. (N) 
Rev. Thomas Sinventeing ‘CPPS. (G) 
CHICAGO 
Cook County Chic. 


Alverno Home neues Center (519a) 
1437 West 51st St. (9) 

Tel: pataveere | 3-3093 

Est. 1948: V.N. 


Sr. M. Jean, OS. F, (A) 
Convent of the Helpers of the 
Holy Souls (703a) 
303 W. Barry Ave. (14) 
Tel: Buckingham 1-8783 
Est. 1925: VN. 
Mo. M. Maurice, H.H.S. (A) 
Holy Family Villa (303) 


123rd Street in Lemont Township 
(Orland Park) 





¢Owned by the Diocese of Belleville and op- 
— by the Poor Handmaids of Jesus 
rist 
Owned by the Lithuanian Roman Catholic 
Charities, Inc., and operated by the Sisters 
of Se. Casimir. 


For Key to Symbols and Abbreviations See Page 120 





Illinois 


Tel: Clearwater 7-2291 

~ 1947: Home for Aged 112 beds 
= ’ 

Rev. Stanley Adominas 

Sr. M. Stella, S.S.C. 


~~ 
> 
—~ 


Little Sisters of the Poor 

5148 So. Prairie Avenue (15) 
Tel: Kenwood 6-6008 
— 1891: Home for Aged 202 beds 
= 


Sr. Therese, P.S.D.D. ( 
Sr. Rose, P.S.D.D. ( 
Rev. Clement Martin, O.F.M. (C 


Mercy Infirmary 

620 W. Belmont Avenue (14) 
Tel: Buckingham 1-6171 
Est. 1940: Chr.-Conv. 60 beds 
> 5, 33 
Sr. Mary Sebestionze, E. S.M. (A 
Sr. Mary Estelle, R.S.M (N 
Rev. George Helfrich ( 


Misericordia Home 

2916 W. dg 3 >?) 
Tel: Cliffside 4-9 
Ese. 1921: —_ Ped.) 166 beds 
~» 2, 5,9, 11, 
Sr. M. Sey ‘nem. M.H.A. (A) 
Rev. Claude Buchanan, O.F.M. (C) 


€St. Andrew Home 
7000 ~~ ao Avenue (48) 

Tel. Ne. 1-4346 

Est. 1952: ‘Home al Aged 198 beds 

~ 4, 5, 6, 9, 13, 1 

a piney Aloysius, a (A) 
Providence, C.S.S.F. (N) 

7 Geo. Gorski (C) 


St. Augustine’s Home for the Aged 
2358 Sheffield Avenue 
Tel: Di. 8-6892 
Est. 1880: Home for Aged 200 beds 
- rs 4, , 7 
Mo. Emilie, P.S.D.P. (A) 
Esther Deegan (N) 
Rev. Lynne, C.M. (C) 


St. Joseph’s Home for the Age (563) 
2650 North Ridgeway Ave. (47) 

Est. 1896: Home for Aged 156 beds 

Sr. Mary Agnes, O.S.F.B.K. (A) 

Rev. Stanley Ziemba, C.R. (C) 


: €St. Joseph’s Home for the Friendless 


(941b) 
739 E. 35th Street 
Tel: Oakland 4-7443 
Est. 1912: Ped. 8 beds 
> 4, 5,15 
Sr. Mary Ambrose, C.S.J. (A) 
Msgr. Bernard M. Brogan (C) 


NORTHLAKE CITY 
Cook County 


€Villa Scalabrini 
Italian Old Peoples Home 
Wolf Road and Palmer Street 
Tel: Fillmore 4-0001 
Est. 1951: Home for Aged 90 beds 
> 5, 13 
Rev. Armando Sree, P.S.S.C. 
Sr. M. Barbara, P.S.S.C. 


Chic. 


(A) 
(N) 


¢€Owned by the Archdiocese of Chicago and 
operated by the Felician Sisters. 
wned by the Archdiocese of Chicago and 
qperaved by the Sisters of St. Joseph £ 
arondelet, under the direction of the 
olic Home Bureau (Catholic Charities) a 
Chica, “7 

Owned by the Archdiocese of Chicago and 
ey by the Missionary Sisters of St. 

arles Borromeo. 
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Illinois 
PEORIA 
Peoria County Peo. 
St. Joseph’s Home for the Aged (548) 
2223 W. os Avenue 
Tel: 673-073 
SS: i for Aged 200 beds 
Sr. Mary Therese, O.S.F., B.A. (A) 
QUINCY 
Adams County Spfd. 
St. Joseph’s Hospital (527a) 
1315 North geo St. 
Tel: Baldwin 2 
Fst. 1939: Chr.-Conv. 70 beds 
Sr. M. Lorana, S.F.P., B.S. (A) 
Rev. Blase, O.F.M. (C) 


St. Vincent’s Home for the Aged (701a) 
1340 N. 10th Street 

Tel: Baldwin 2-1135 

Est. 1885: Home for Aged 130 beds 


Sr. M. Cyrilla, P.H.J.C. (a? 
Rev. Joseph Ferkulj cc 
SPRINGFIELD 
Sangamon County Spfd. 
St. Monica Hall (519a) 
200 North Grand Ave. 
Est. 1949: Mat. 20 beds 
Sr. M. Jane Frances, O.S.F. (A) 
TECHNY 
Cook County Chic. 


St. Anne’s Home and Infirmary (709a) 
Waukegan Road 
Tel: Crestwood 2-008 


Est. 1901: Home for _- 250 beds 
Sr. Humiliata, S.Sp.S. (A) 
Sr. Augustella, S.Sp.S. (N) 
Rev. Felix Glorius, S.V.D. (C) 
WHEELING 

Cook County Chic. 
Addolorata Villa (1105) 


McHenry Road 
Est. 1942: Home for Aged 91 beds 
Sr. Morr Philip, O.S.M. ( 
Rev. E. Sullivan, C.S.V. ( 








INDIANA 


Archdiocese of INDIANAPOLIS 


Hospital Director 
Rt. Rev. Msgr. A. Fussenegger 


Diocese of EVANSVILLE 
Rt. Rev. Msgr. T. J. Clarke, Hospital Director 


Diocese of FORT WAYNE 
Rev. John Reed, Hospital Director 


Diocese of GARY 


Rev. Robert Emmons, Hospital Director 


Diocese of LAFAYETTE 
Rev. R. Fosselman, Hospital Director 


RELATED HEALTH FACILITIES 
Number Number Number 
0) 


of. 0) of 
Institutions Beds Bassinets 


Chronic-Convalescent. ..... 2 46 * 

ome for the Aged........ 583 = 
MOMS oe 5 sks v'scie.cs 1 32 9 
Physical Therapy.......... 1 125 - 





$§ 
Cs 
= 
= 
— 
~s 
fo} 
=> 
© 





AVILLA 
Noble County Fe. W. 


DIRECTORY NUMBER 


Related Health Facilities—U-S. 


Sacred Heart Home for the Aged 


Tele Re 7-5831 
Est. ....: Home for Aged 130 beds 


Sr. Anna Marie, O.S.F. (A) 
Rev. Joseph Utas (C) 
CROWN POINT 

Lake County Gary 


St. Anthony’s Convalescent Home (563) 
Route 1, Box 262 

Tel: Crown Point 943 

Est. 1939: Home for Aged 12 beds 


Sr. M. Ottilia, O.S.F.B.K. (A) 
EVANSVILLE 
Vandenburgh County Evan. 


Regina Pacis Home 
3900 Washington Ave. 
Tel: Greenleaf 7-5351 
Fst. 1957: Home for Aged 132 beds 
Rev. a R. Deneen ( 
Mrs. Margaret Fowler ( 


HAMMOND 
Lake County 


St. Ann’s Home 
5927 Columbia Avenue 
Tel: Westmore 2-5220 
Est. 1936: Home for Aged 135 beds 
Sr. Mary Lorraine, R.S.M. 
Rev. Joseph P. Casey 


INDIANAPOLIS 
Marion County Ind. 
Little Sisters of the Poor 
Home for the Aged 
520 East Vermont (2) 
Tel: Melrose 6-7167 
Est. tg Home for Aged 130 beds 
> oJ “> J 
Sr. Marie Mathilde, pode. 
Rev. Henry A. Pinger, O.F.M 


St. Elizabeth’s Home and Maternity 


Hospital (D.8) 
2500 Churchman Ave. 


Est. 1921: Mat. 32 beds 9 bass, 
Re. Rev. Msgr. August R. Fussenegger (A) 
JASPER 
Dubois County Evn. 
Providence Home (M-10) 
West Ninth Street 
Tel: Jasper 450 
Est. 1933: Home for Aged 30 beds 
Rev. Philip Ottavi, F.D.P. (A) 
KOKOMO 
Howard County Lft. 


Samaritan Home of Kokomo, Inc. (935) 
513 East Vaile Avenue 

Tel: Gl. 7-1610 

Est. ....: Chr.-Conv. 34 beds 


Sr. M. Blanche, S.S.J. (A) 
Villa Maria Home (935) 
3810 Jefferson Road 
R.R. 2 
Tel: ota 7-4772 
Est. 1948: Chr.-Conv. 12 beds 
Sr. M. Seraphine, C.S.J. (A) 
Sr. M. Loyola, C.S.J. ve} 
Rev. James Leah (C 
LIGONIER 
Perry County Ft.W. 


St. Vincent Home for the Aging (1303) 
R.R. #1 





Iowa 

Tel: 50 
Est. 1956: Home for Aged 14 beds 
Sr. Mary Agatha, C.PP.S, (A 
Rev. Joseph Hennes Tat 
ROME CITY 

Noble County Fr.W. 
Kneipp Springs Santarium 130 
Tel: Prick 4.2 ev) (1303) 
Est. 1895: PT 7s beds 
> 6, 9, 15, 32 
Sr. Mary Consalva, C.PP.S. (A 
Sr. Mary Claudine, C.PP.S. (N 
Rev. Isidore Stadtherr, C.PP.S. (C 








IOWA 


Archdiocese of DUBUQUE 
Rev. F. J. Kaufman, Hospital Director 


Diocese of DAVENPORT 
Rev. H. V. Bongers, Hospital Director 
Diocese of DES MOINES 
Rev. L. Connolly, Hospital Director 


Diocese of SIOUX CITY 


Very Rev. Msgr. W. B. Bauer, 
Hospital Director 


RELATED HEALTH FACILITIES 








Number Number 
0; 0 
Institutions Beds 
Chronic-Convalescent............++ 1 114 
Home for the Aged................ 4 455 
BUPA 6 lt enc ckidvechantencden 5 569 
CLINTON 
Clinton County Dav. 
Mt. Alverno Home for the Aged 
262 N. Bluff Road 
Tel: Chapel 2-1521 
Est. 1910: Home for Aged 53 beds 
~» 2,15 
Sr. Mary Isabel, O.S.F. (A) 
Sr. Mary Virginia, O.S.F. (N) 
Rev. Theo. Geerts (C) 
DES MOINES 
Polk County D.M. 
Bishop Drumm Home for the Aged 
(116le) 
1409 Clark Street (14) 
Tel: Cherry 4-7171 
Est. 1939: Home for Aged 148 beds 
Sr. Mary Patrice, R.S.M. (A) 
Sr. Mary Stella, R.S.M. ves 
Rev. J. J. Molyneaux (C 
DUBUQUE 
Dubuque County Dub. 
Marian Hall Infirmary (1702) 
Mt. Carmel 
Tel: 58-3-9141 
Est. 1833: Chr.-Conv. 114 beds 
Sr. Mary Lourdes, B.V.M. {A} 
Sr. Mary St. Justin, B.V.M. (N). 
Rt. Rev. Msgr. August R. Thier (C) 
St. Anthony Home 
955 Wooten Street 
Tel: 58-37336 
Fst. ....: Home for Aged 150 beds 
Sr. Mary Annunciata, R.S.M. 34 
Rev. Francis Dunn (C 
St. Francis Home of the Aging 
901 rr. spenne 
Tel: 58-2-5419 
Fst. 1905: Home for Aged 104 beds 
~5 
Sr. M. Laura, O.S.F., B.A. ta} 
Rt. Rev. Msgr. D. J. Tarrant (C 





























































Kansas 








KANSAS 


Archdiocese of KANSAS CITY 
Very Rev. Msgr. J. W. Horvat, 
Hospital Director 
Diocese of DODGE CITY 
Very Rev. Msgr. J. Zenner, Hospital Director 
Diocese of SALINA 
Very Rev. Msgr. R. M. Menard, 
Hospital Director 
Diocese of WICHITA 
Re. Rev. Msgr. Wm, Schaefers, 
Hospital Director 
RELATED HEALTH FACILITIES 
Number Number 


of 0 
Institutions Beds 


Chronic-Convalescent. . mer 1 
Home for the Aged...... eae 2 105 
Visiting Nurse... . 1 - 


TOTAL «0020 4 17! 





CONCORDIA 


Cloud County Sal. 


St. Ann’s Home (921) 
323 E. Sth St. 


Tel: 347 
Est. 1952: Home for Aged 60 beds 


Sr. M. Ermelina, S.S.J. (A) 
Sr. Maurita, S.S.J. (N) 
Rev. George Breckwell (Cc) 


KANSAS CITY 


Wyandotte County K.C.K. 


Convent of the Sisters, Servants of Mary 


(111la) 
800 North 18th Street (2) 
Tel: Drexel 1-3423 
Fst. 1917: V.N 
Mo. Orosia Cabezas, S.M. (A) 
MULVANE 
Sumner County Wich. 
qVilla Maria Home for the Aging 
(1305b) 
116 South ext y 
Tel: President 7-1544 
Est. 1950: Home for Aged 45 beds 
BF 
Sr. M. Benedicta, Ad.PP.S. (A) 
Rev. Francis D. Hayden (C) 
WICHITA 
Sedgwick County Wich. 
Wichita-St. Joseph Hospital, Unit I 
(939) 


1102 West Douglas (12) 
Tel: Amburst 2-0431 
Est. 1925: Chr.-Conv. 70 beds 
2; 2, 3; 6, 9; 11, 16, 17 
Sr. M. Rosalie, C.S.J. (A) 
Francis Chiappetta, B.S. ; (N) 
Ret. Rev. Msgr. Charles A. Smith (C) 








KENTUCKY 


Archdiocese of LOUISVILLE 


Rev. J. A. Lyons, 
Hospital Director 


Diocese of COVINGTON 


Re. Rev. Msgr. C. A. Towell, 
Hospital Director 


Diocese of OWENSBORO 
Rev. R. G. Hill, Hospital Director 





Owned by the Diocese of Wichita and oper- 
ated by the Sisters Adorers of the Most 
Precious Blood under the direction of the 
Catholic Social Service of Wichita. 


Related Health Facilities—U‘S. 


RELATED HEALTH FACILITIES 
Number Number 


0 0; 
Institutions Beds 


Chronic-Convalescent........ se 3 202 
Home for the Aged.............. : 3 367 


FURR 5 sedevee Fe paeee Pete 6 569 





COVINGTON 


Kenton County Cov. 
St. Charles Nursing Home (1204a) 
Kyles Lane 

Est. 1961: Chr.-Conv. 92 beds 

> 2, 3,6, Dy £1, 135. 36, 17 

Sr. Mary Edwin, S.N.D., B.A. 

Sr. Mary Thomasina, S.N.D., B.S. 


an 
Z> 


FORT THOMAS 
Campbell County Cov. 


Carmel Manor Home for Aged 
Carmel Manor Road 

Tel: Highland 1-2550 

” 1949: Home for Aged 98 beds 

Mo. Mary Teresa, O.Carm. 

Rev. John Mueller 


~m 
—~ 


LOUISVILLE 
Jefferson County i 


Little Sisters of the Poor 
Home for the Aged 
622 South 10th Street (3) 
Tel: Juniper 3-0065 
~ 1868: — for Aged 225 beds 
~ 4, 13, 15, 16 
Sr. Sylvia Mary, P.S.D.P. 
Rev. Gregory Kollors, O.S.F. 


a> 


NERINX 
Marion County Tes 


St. Joseph Infirmary 
Loretto Motherhouse 

Tel: Loretto-Union 5-2611 

Est. 1949; Chr.-Conv. 60 beds 


=> s 


Sr. Mary Sienna, S.L. 
Rev. Edw. Waechter, C.R. 


~o 
~~ 


OWENSBORO 


Daviess Caunty Owen. 
Carmel Home 
Old Hartford Road 
Tel: Murray 3-9153 
“| 1952: Home for Aged 44 beds 


Sr. Mary Ann, D.C.J. 
Rev. Henry P. O'Bryan 


~~ 
O> 


VERSAILLES 
Woodford County Cov. 


Taylor Manor Nursing Home 
. Berry Avenue 

Tel: Triangle 3-4201 

Est. 1960: Chr.-Conv. 50 beds 

= , , 

Mo. Maria, D.S.R. 

Rev. Joseph Yowler 


~m 








LOUISIANA 
Archdiocese of NEW ORLEANS 
Rev. Paul R. Moore, Hospital Director 


Diocese of ALEXANDRIA 
Rev. Gerard DuCote, Hospital Director 


Diocese of LAFAYETTE 


Rev. Peter Blom, Hospital Director 





Maine 


RELATED HEALTH FACILITIES 
Number ae Number 


0, 0, 
Institutions Beis Bassinets 


Chronie-Convalescent. . 
Home for the Aged 
Maternity.......... 
Visiting Nurse 


MOTT: ios s ccev ore xo nae 5 375 





! 
| 
' 
i 
| 
ol io 
' 





MONROE 
Quachita Parish Alex. 


St. Joseph’s Home for the Infirm and 
Aged (519a) 
Sterlington Hwy. 

Tel: Fa. 3-3426 

Est. 1949: Home for Aged 111 beds 

= 2, >> , ’ 17 


Sr. M. Goan, 2 (A) 
Rev. Lambert <P vo O.E.M. (C) 


NEW ORLEANS 
Orleans Parish N.O. 


Convent of the Sisters, Servants of Mary 
(1111a) 
5001 ie Se. (22) 
Fst. 1914: V.N. 
Mo. Mary Expectation, S.M. (A) 


Lafon Home of the Holy Family 
25 N. Tonti Street (19) 

Tel: Whitehall 5-7575 

Est. 1842: Chr.-Conv. 72 beds 

> 5, 3 

Sr. Mary Mt. Carmel, S.S.F. (A) 

Rev. J. J. Furlong (C) 


Little Sisters of the Poor 

Home for the Aged 

1501 N. Johnson Street 
Est. : Home for Aged 155 beds 
(Information incomplete) 


SHREVEPORT 
Caddo Parish Alex. 


4qSt. Ann’s Maternity and Foundling 
Home (519a) 
1530 —— 

Tel: 422-2420 

Est. 1947: Mat. 37 beds 8 bass. 

Sr. M. Agnesine, O.S.F. (A) 








MAINE 
Diocese of PORTLAND 


RELATED HEALTH FACILITIES 
Number Number Number 


0 0 0 
Institutions Beds Bassinets 








Chronic-Convalescent. ..... 1 275 - 
ORE oes ccctencensesins 2 43 8 
MI vos <vciawecieenes 1 9 13 
DOVA Gy esiisc cds penn vas 4 327 21 
BIDDEFORD 

York County Port. 
St. Andre’s Home (1114a) 


407 Pool Road 
Tel: Atlantic 4-7141 
Est. 1940: Mat. 9 beds 13 bass. 
Sr. St. Elizabeth of France, S.C.I.M., M.S. (A) 
Sr. St. Fernand of Jesus, §.C.I.M., R.N. (N) 
Rev. Jean-Marie, O.S.F. (C) 
«Owned by the Diocese of Alexandria and 
managed by the Hospital Sisters of the Third 
Order of St. Francis, 


For Key to Symbols and Abbreviations See Page 120 
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Maine 


EAGLE LAKE 


Aroostook County Port. 


Northern Maine General Hospital 
(557) 

cha St. 

: Gen. 26 beds 3 bass. 

11, 17, 32, 33, 34, 36 


Sr. Marie-Madeleine, p.f.m. ( 
Sr. Marie-Paulina, p.f.m. ( 


JACKMAN STATION 


Somerset County Port. 
Murtha Memorial Hospital (920a) 
Tel: 26 
Est. 1952: Gen. 17 beds 5 bass. 

Sr. Marie Monique, S.S.J. (A) 
Rev. Madore Napoleon (C) 
LEWISTON 

Androscoggin County Port. 
Marcotte Home (605) 

102 Campus Avenue 
Tel: State 4-4091 
Est. 1928: Chr.-Conv. 275 beds 
> 5, 

Sr. Luc, s.g.s.h. (A) 
Sr. Aubert, s.g.s.h., B.S. (N) 
Rev. Ignace Landry, O.P. (C) 








MARYLAND 


Archdiocese of BALTIMORE 
Rev. G. Huesman, Hospital Director 


Archdiocese of WASHINGTON' 
Rev. L. J. Coady, Hospital Director 


Diocese of WILMINGTON' 


RELATED HEALTH FACILITIES 





Number Number 
0) 0 
Institutions Beds 
Chronic-Convalescent. .... Stun bas 2 60 
Home for the Aged................ 5 650 
MM ccc cicedeaccuneecenvees 7 710 
BALTIMORE 
Baltimore County Bal. 
Little Sisters of the Poor 
Home for the Aged 
1200 Valley Street (2) 
Tel: Sartoga 7-0915 
Est. 1 : Home for Aged 170 beds 
~» 4, 13, 15, 16 
Sr. Marguerite de St. Edward, p.s.d.p. (A) 
Mercy Villa Nursing Home (1203c) 


6400 Bellona Ave. (12) 
Tel: Drexel 9-9646 
Est. 1920: Chr.-Conv. 22 beds 
Sr. Mary Thomas, R.S.M., M.H.A. (A) 
Sr. Mary de Paul, R.S.M. (N) 
Rev. Gerard Campbell, S.J. C) 


aS 


Stella Maris Hospice (1161a) 
Dulaney Valley Road (Towson 4) 

Tel: vette eb 5-4100 

Est. 1953: Home for Aged 148 beds 

~ 5, vA 9, 13, 

Sr. Mary Poth R.S.M. (A) 
Sr. Mary Josephus, R.S.M. (N) 
Rev. Robert Bozel (C) 





€Owned by the Diocese of Portland and man- 
aged by the Little Franciscan Sisters of Mary. 
th of these jurisdictions, with Sees else- 


where, include parts of this state. 
Owned by the Archdiocese of Baltimore and 
Operated by the Sisters of Mercy of the 
nion. 





DIRECTORY NUMBER 


Related Health Facilities—U‘S. 


Villa Maria Sanatorium (1203c) 
Notch Cliff, Glenarm P.O. 

Tel: Lyric 2-3782 

Est. 1909: Home for Aged 30 beds 

Mo. M. Vitalia, S.S.N.D. 

Rev. Charles B. Carroll, S.S.J. 


CATONSVILLE 


Baltimore County B. 


St. Joseph’s Nursing Home 
1222 Tugwell Drive (28) 
Tel: Ri. 7-0026 
Est. 1951: Chr.-Conv. 38 beds 
~ 13 
Sr. Mary Eugenia, S.S. pee. ( 
Sr. Marystella, S.S.M.I ( 
Rev. Pius, O.F.M. Cap. ( 


HYATTSVILLE 

Prince George’s County Bal. 
Carroll Manor 

4922 La Salle Road 
Tel: Union 4-2333 
Est. 1957: meee, for Aged 220 beds 
~ 2, 4, 6, 9, 13, 16 
Mo. Mary Seaeees Michael, O.Carm. (A) 
Sr. Mary Agnes Patricia, O.Carm. (N) 
Msgr. Leo Coady (C) 


Sacred Heart Home 
5805 Queen’s Chapel Road 
Tel: Appleton 7-1851 
~ 1925: Home for Aged 82 beds 
ee 


Sr. Benedetta, S.Sp.S. (A 
Sr. Canisilde, S.Sp.s. (N 
Rev. John Vos, $.V.D. ( 








MASSACHUSETTS 


Archdiocese of BOSTON 
Rt. Rev. Msgr. A. C. Dalton, Hospital Director 
Diocese of FALL RIVER 
Rev. C. J. Keliher, Hospital Director 
Diocese of SPRINGFIELD 
Rey. J. A. Russell, Hospital Director 


Diocese of WORCESTER 


Rt. Rev. Msgr. T. P. O’Connell 
Hospital Director 


RELATED HEALTH FACILITIES 





Number Number 
0, of 
Institutions Beds 
CO irs se iccdcars eo ce eawrn ee 1 78 
Chronic-Convalescent.............. 7 769 
Home for the Aged................ 10 1,190 
WEE SUI s cacchaeee vie cedesde 5 _- 
DOPMG a ssastiiesectsdscweiexes 23 2, 037 
BOSTON 
Suffolk County Bo. 
qLaboure Center Home Nursing rtm 
(1701a) 
371 W. Log -. (South Boston 27) 
Tel: Andrew 8-0 
Est, 1948: V. 
Sr. Mary Helen, D.C. (A) 


Little Sisters of the Assumption (103a) 
5 Monument agened (Charleston 29) 
Est. 1946: V 


Sr. M. James Marta, L.S.A. (A) 


Little Sisters of the Assumption (103a) 
45 Magnolia St. (Dorchester 25) 

Tel: Highlands 2-1880 

Est. 1865: V.N. 

Sr. Joseph Marie, L.S.A. (A) 

«Owned by the Archdiocese of Boston and op- 
erated by the Daughters of Charity. 











Massachusetts 


Little Sisters of the Poor 

424 Dudley Street (Roxbury 19) 
Tel: Garrison 7-2388 
~ 1872: Home for Aged 155 beds 
a 


Sr. Louise, p.s.d.p. (A) 


Marian Manor 
40 Old Harbor Street (So. Boston 27) 
Tel: Andrew 8-614 
Est. 1954: Home for Aged 194 beds 
— 2, 5, 13, 32 
Mo. M. Kathleen Rosarie, O.Carm, is) 
Sr. M. Teresa Louise, O.Carm. (N 


St. Patrick’s Manor 
333 Commonwealth Avenue (15) 
Tel: Commonwealth 6-3399 
Est. ha Home for Aged 126 beds 
an 
Mo. M. Cecilia Helen, O.Carm., (A 
Sr. Bernadette Mary, O.Carm. (N 


BROCKTON 
Plymouth County Bo. 


Se. Joseph’ s Manor Nursing Home 
261 T — ia (54) 

Tel: Juniper 3-5834 

Est. 1949: Chr.-Conv. 30 beds 

~ 33 

Sr. Mary Anne, C.J.C., B.S, 

Rev. John Svagzdys 


~o 
o> 


BROOKLINE 
Norfolk County Bo. 


St. John of God ogee 
296 Allston Street ‘* 

Tel: Aspinwal 7-5750 

Est. 1960: Chr.-Conv. 50 beds 


~> 6, 9, 16, 17 


Bro. Michael Severin, O.H. (A) 
Catherine T, MacGillivray (N) 
Rev. Terence Flynn, O.H. (C) 


CAMBRIDGE 
Middlesex County Bo. 


House of St. Camillus 
7 Chester St. (40) 
Est. 1950: Chr.-Conv. 23 beds 


Rev. P. Kremer, O.S. Cam. 


DORCHESTER 
Suffolk County Bo. 


¢St. Joseph’s Manor 
321 Centre Street (22) 
Tel: Ta. 5-6320 
Fst. 1914: Home for Aged 122 beds 


Sr. M. Clementine, C.S.J. 


EAST BOSTON 
Suffolk County Bo. 


Don Orione Home 
111 Orient Avenue (28) 
Tel: Lo an 9-2100 
Est. 1949: Home for Aged 120 beds 


Rev. Recco Crescenzi, F.D.P. 


FAIRHAVEN 
Bristol County 


€Our Lady’s Haven 
71 Center Street 
Tel: Wyman 2-2822 
Est. 1944: Home for Aged 139 beds 


Mo. M. Daniel Immaculate, O.Carm. 


F.R. 


(A) 


Owned by the Archdiocese of Boston and 
operated by the Sisters of St. Joseph. 

Owned by the Diocese of Fal River and op- 

erated by the Carmelite Sisters. 





127 












Massachusetts 


FALL RIVER 


Bristol County F.R. 


€Catholic Memorial Home 
2446 Highland Avenue 

Est Chr.-Conv. 250 beds 

aa 2. 43, is, 16, 33 


Mo. Mary Elias, O.Carm. (A) 
Sr. M. Elizabeth, O.Carm. es} 
Rev. William Galim (C 


Holy Ghost Convent (707a) 
194 Second Street 

Fst. 1903: V.N. 

Sr. Yvonne-Cecile, F.S.E. (A) 


Rose Hawthorne Lathrop Free Home 
for Cancer (419) 
1600 Bay Street 

Tel: Osborne 3-2322 

Fst. 1932: Cancer 78 beds 

~ 5,1 


Sr. M. Damian, O.P. (A) 


FRAMINGHAM 


Middlesex County Bo. 


*Bethany Infirmary 
Bethany Road 

Tel: Trinity 2-6750 

Fst. 1960; Chr.-Conv. 98 beds 

~> . 49 

Sr. M. Assunta, C.S.J., M.A. ( 

Sr. M. Jovita, C.S.J. ( 

Rev. John E. Foley ( 


LAWRENCE 


Essex County Bo. 


Protectory of Mary Immaculate (603a) 
189 Maple Street 

Tel: Murdock 2-5734 

Fst. 1868: Chr.-Conv. 121 beds 

a? 

Sr. Jeanne Turcotte, $.G.M. 

Sr. Catherine Guy, S.G.M. 


Z> 


LOWELL 


Middlesex County Bo. 


D’Youville Manor Nursing Home 
981 Varnum Avenue 
Tel: Glenview 5-5681 
Est. 1960: Home for Aged 142 beds 
—~ 32 
Sr. Flavie-Domitille, s.g.c. (A 
Sr. George-Ernest, s.g.c., B.S. (N 
Rev. Louis Bachand, O.M.I. (C 


LYNN 


Essex County Bo. 


Little Sisters of the Assumption (103a) 
55 Lynn Shore Drive 
Est. 1951: V.N. 


Sr. M. Finbar, L.S.A. (A) 


METHUEN 
Essex County Bo. 


St. Ann’s Orphanage and Home, Inc. 
100a Haverhill Street 

Tel: Murdock 2-9371 

Est. 1925: Home for Aged 

Rev. Raymond L. Hyder, V.F. (A) 

Rev. Philip Fluet, S.M. (C) 


*Admissions are limited only to members of 
the religious community 

Operated by the Sisene of Fall River and 
operated by the Carmelite Sisters. 
wned by the Archdiocese of Boston and 
operated yy the Sisters Servants of the Im- 
maculate Heart of Mary. 


Related Health Facilities—U.S. 


NEW BEDFORD 
Bristol County E.R. 
@Sacred Heart Home 
359 Summer Street 


Tel: Wy. 6-6751 
ee Chr.-Conv. 197 beds 


Sr. Se. Ida, 8.c.q. (A) 
Rev. ond _—_—s ¢<G) 





NEWTON 
Middlesex County Bo. 


€St. Raphael’s Hall 
ree Centre Street (58) 
; : Home for Aged 18 beds 


x Maty "Paschal, $8.J. (A) 


WORCESTER 
Worcester County Wo. 


St. Francis Rest Home 
37 Thorne Street (4) 
Tel: Pleasant 6-2744 
“ 1889: Home for Aged 174 beds 
i- 


Sr. Marie-Constance, p.f.m. (A) 
Sr. M. Marguerite de Savoie, p.f.m. yo 
Rev. Mederic Roberts Gc 


~ 








MICHIGAN 


Archdiocese of DETROIT 
Rev. J. A. Trese, Hospital Director 


Diocese of GRAND RAPIDS 


Rt. Rev. Msgr. J. C. Walen, 
Hospital Director 


Diocese of LANSING 
Rev. J. D. Slowey, Hospital Director 


Diocese of MARQUETTE 


Diocese of SAGINAW 
Rev. F. A. Jurek, Hospital Director 


RELATED HEALTH FACILITIES 





Number Number 
0 0 
Institutions Beds 
Chronic-Convalescent.............. 1 11 
Home for the Aged................. 6 1,121 
WE DUIIBO . 0.0 o:bic-0008e'ns ouvwens 1 ee 
MPN div osacicisa tis seas rile 8 1,132 
DETROIT 
Wayne County Det. 


Carmel Hall 
2560 Woodward Avenue (1) 
Tel: Woodward 3-3545 
Est. 1955: Home for Aged 525 beds 
~> 2, 4, 5, 6, 9, 13, 15, 17 
Mo. M. Eileen, O.Carm. (A) 
Rev. Paul J. McGraw (C) 


Dominican Sisters of the Sick Poor 


(425) 
700 W. By eny (2) 
Tel: To. 8-4378 
Est. 1932: BN 
Sr. Mary Christopher, O.P., B.S. (A) 


Little Sisters of the Poor 
Home for the Aged 
17550 Sonne mand (35) 
Tel: Kenwood 1-0022 
Est. 1877: Home for Aged 220 beds 
> 1, 4, 6, 9, 11, 13, 14, 15, 16 
Sr. Jeanne de Ste. Madeleine, P.S.D.P. (A) 
Rev. Robert J. McAuley, S.J. (C) 





€Owned by the Diocese of Fall River and op- 
erated by the Sisters of Charity of Quebec. 

Owned by the Archdiocese of Boston and 
staffed by the Sisters of St. Joseph. 





Minnesota 


St. Joseph’s Home for she Aged 
4800 Cadieux Road (24) 
Tel: Tuxedo 2-3800 


Est. 1936: Home for Aged 80 beds 

> 5,11 

Mo. M. Lawrence, D.C.J. (A 
Sr. Mary Martin, D.C.J. (N 
Rev. Rudolph Hould, S.C.J. (C 


St. Mary’s Home for the Aging, Inc. 
(562) 

215 W. Grand Blvd. (16) 

Tel: Tashmoo 6-1625 

Est. 1949: Home for Aged 25 beds 


Sr. M. Richard, F.S.S.J., B.S. (A) 
FLINT 
Genesee County Lan, 


Marian Hall 

529 me eoay x a (2) 
Tel: Cedar 8 6 
Est. 1958: BS for Aged 135 beds 
> 5, 13 
Sr. Mary Chejeciane. C.PP.S., B.S. (A 
Rev. Hugh Conk! (Ce) 


GRAND RAPIDS 
Kent County G.R. 


Little Sisters of the Poor 

Home for the Aged 

240 Lafayette Avenue, S.E. (3) 
Tel: Glendale 9-0532 
Est. 1884: Home for Aged 136 beds 
> 13 Ts 


, , 


Sr. Marie Georges, P.S.D.P. (A) 
Rt. Rev. Msgr. James P. Moran (C) 
PONTIAC 
Oakland County Det. 
Menscola Convalescent Home (406) 
2380 Watkins Lake Rd. (17) 
Tel: Orlando 3-1641 
Est. 1948: Chr.-Conv. 11 beds 
Sr. Mary Grace, O.P. (A) 
Rev. John C. Sullivan (C) 








MINNESOTA 


Archdiocese of ST. PAUL 
Rev. F. W. Curtin, Hospital Director 
Diocese of CROOKSTON 
Rev. A. Lemire, Hospital Director 
Diocese of DULUTH 
Rev. B. Scheuer, Hospital Director 
Diocese of NEW ULM 
Diocese of ST. CLOUD 
Rev. P. Riley, Hospital Director 
Diocese of WINONA 
Rev. D. J. Corcoran, Hospital Director 
RELATED HEALTH FACILITIES 





Number Number 
0) 0 

Institutions Beds 

1 39 

7 482 

ll 821 

1 ——» 

20 1,342 

ALBANY 

St.Cl. 


Stearns County 


dMother of Mercy Nursing Home (211) 
Tel: 84-5-4855 
Est. 1959: Home for Aged 61 beds 


Sr. M. Ivan, O.S.B. (A) 
Sr. M. Victorine, O.S.B. (N) 
Rev. Adalbert Unruhe, O.S.B. (C) 
«Owned by the Church of Seven Dolors and 


operated by the Sisters of St. Benedict. 


For Key to Symbols and Abbreviations See Page 120 
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Minnesota 
BRECKENRIDGE 


Wilkin County 


St. Francis Home for the Aged 
415 Oregon Avenue 


Tel: Ni. 3-5207 
Est. Pre Chr.-Conv. 42 beds 


Sr. ate Laurice, O.S.F. 
Rev. Frederick Wiechmann 


CROOKSTON 
Polk County 


St. Vincent’s Rest Home 
223 E. 7th St. 

Tel: Atlantic 1-3830 

Fst. 1950: Chr.-Conv. 

~ 5, 33 

Sr. M. Alphonsus, O.S.B. 

Sr. M. ya O.S.B. 

Rev. N. A. Stumps 


73 beds 


DULUTH 


St. Louis County 


McCabe Guest Home 
2125 Abbotsford Avenue (3) 


Fst. ....: Home for Aged 12 beds 
Sr. M. Hyacinthe, O.S.B. 
Rev. L. O’Shea 


St. Ann’s Home for Aged 
429 East 3rd Street (11) 
Tel: Randolph 2-7681 
Est. 1902: Home for Aged 11 beds 


Sr. M. Magdella, O.S.B., B.S. 
Rev. Philibert Harrer, O.S.B. 


FAIRMONT 


Martin County 
St. Joseph’ s Home 
F.D. 
Tele 31 os 


Fst. 1949: Home for Aged 26 beds 


Mo. M. Leocritia 
Rev. Eugene Gores 


LITTLE FALLS 


Morrison County 


St. Otto’s Home for the Aged 
Tel: Medford 2-5441 

Fst. 1925: Chr.-Conv. 102 beds 

> 12, 13, 16, 31, 33, 35, 37 


Sr. Mary Ramona, O.S.F. 
Rev. Kenneth LaPan, T.O.R. 


LONG PRAIRIE 
Todd County 


St. Mary’s Home 

310 Second Avenue South 
Tel: 579 
Est. i Chr.-Conv. 27 beds 


mig %- 


Sr. M. Eulalia, O.S.B. 
Sr. M. Marlys, O.S.B. 
Rey. Arthur Vogel 


MANKATO 
Blue Earth County 
Mother Frances Rest Home 


401 North 5th Street 
Tel: 4681 


Est, 1953: Home for Aged 90 beds 


Sr. M. Hiltrudis, $.S.M. 
Rev. Richard M. Barden 


MINNEAPOLIS 
Hennepin County 


DIRECTORY NUMBER 


St.Cl. 


(555) 


~~ 


Dul. 


(205) 


(A) 
(C) 


(205) 


St.P. 


Related Health Facilities—U-.S. 


Dominican Sisters of the Sick Poor 
425) 
1614 E. 24th Street (4) 
Tel: Parkway 9-2828 
Ese. 1939: V.N. 
Sr. Barbara Marie, 


O.P. (A) 


St. Joseph’s Home for ~ Aged 
215 Broadway, N.E. (1 

Tel: Federal 6-3017 

Est. 1895: Home for Aged 122 beds 

= 2,4 Sy TP, 855375, Se 

Sr. Ignatius Marie, p.s.d.p. ( 

Sr. Charles Marie, p.s.d.p. ( 

Rev. James Namie ( 


ST. CLOUD 


Sherburne County 


St. Joseph’s Home for the Aged 
1824 Minnesota Blvd., S.E 

Tel: Blackburn 1-2225 

a, : 900: Home for Aged 87 beds 

> 


Sr. M. Benedict, O.S.B. (A) 
Sr. Callista, O.S.B. (N) 
Rev. Herbert Buerschinger, O.S.B. (C) 


*St. Joseph’s Sanitarium 

1824 Minnesota Blvd., S.E. 
Tel: Blackburn 1-2226 
mg 919: Home for Aged 88 beds 
> 
Sr. ~ Arcadia, O.S.B. (A) 
Sr. Callista, O.S.B. (N) 
Rev. Alphonse Sausen, O.S.B. (C) 


St. Raphael’s Home 
511—9th Avenue North 

Tel: Blackburn 1-7771 

Est. 1928: Chr.-Conv. 91 beds 


— 33 


Sr. M. Hubertine, O.S.B. 
Rev. Austin Kinsella 


ST. JAMES 


Watonwan County 


St. James Nursing Home for the Aged 


(523) 
405 Armstrong Blvd. N. 
Tel: 37 5-3365 
Est. 1922: Chr.-Conv. 65 beds 
— 5, 9, 16, 17, 33 
Sr. M. Blandina, O.S.F., M.A. (A) 
Sr. M. Pantaleon, O.S.F., B.S. (N) 
Rev. Alphonse Diekmann (C) 
SY. PAUL 
Ramsey County Se.P. 
Bethany Convent . (941c) 
1870 Randolph venue (16) 
Tel: Midway 9-9203 
Est. 1954: Home for Aged 134 beds 
~» 9, 14, 32 
Sr. M. Bertha, C.S.J. (A) 
Sr. Ann Harriet, C.S.J. (N) 
Rev. Joseph R. Kuncel (C) 


Our Lady of Good Counsel Home (419) 
2076 St. Anthony Avenue 

Tel: Mi. 6-0500 

Est. 1941: Cancer 39 beds 

OT 

Sr. M. Regina, O.P. 

Rev. George Reilly 


a> 


St. Paul’s Home for the Aged 
90 Wilkin Street (2) 
Tel: Capital 2-2905 
Est. 19673 Home for Aged 150 beds 
= , ’ 
Mo. Agatha, P.S.D.P. (A) 
Rev. H. J. Hall, $.D.B. (C) 


*Admissions are limited to members of the 
religious congregation only. 


Missouri 


SLEEPY EYE 


Brown County N.U. 


Divine Providence Community Home 


(1117a) 
St. Mary’s and Lake streets 
Tel: Swift 4-3011 
Est. 1960: Home for Aged 40 beds 
Sr. Mary Riva, D.S.M.P. (A) 
STAPLES 
Todd County Sc.Cl. 
qMary Rondorf Home (211) 
222—5th Street North 
Tel: 1 
et Ta Chr.-Conv. 82 beds 
Sr. Mary Th O.S (A) 
Sr. Bruce, O.S.B (N) 
Rev. Joseph Linz (C) 








MISSOURI 


Archdiocese of ST. LOUIS 
Rev. J. B. Winter, Hospital Director 


Diocese of JEFFERSON CITY 


Diocese ¢ KANSAS CITY-ST. JOSEPH 
Rev. B. J. Koenig, Hospital Director 


Diocese of 
SPRINGFIELD-CAPE GIRARDEAU 
Rev. W. G. Ellinger, Hospital Director 
RELATED HEALTH FACILITIES 

Number Number 


0 of 
Institutions Beds 
Chronic-Convalescent.............. 6 681 





Home for the Aged.............. 4 480 
pO ee 1 — 
Pe occas durcsanvudenvesanes 11 1,161 
CARTHAGE 

S.C.G. 


Jasper County 


Our Lady of the Ozarks Home 
Nursing Center 
1803 South Main 

Tel: Fleetwood 8-27 

Est. 1945: Home i een 6 beds 


Sr. M. Marcellita, O.S.F. 


(519a) 


(A) 


EUREKA 


Jefferson County Sc.L, 


St. joseph s Hill Infirmary (M.5) 
Te gs 7-3661 

Est. 1927: Chr.-Conv. 125 beds 
-> 2, 4, 13, 33 

Bro. Roch, O.S.F. 

Bro. Stephen, O.S.F. 

Rev. Justin, O.F.M. 


az> 


KANSAS CITY 


Jackson County K.C. 
Our Lady of Mercy Home 

924 East 9th Street (6) 
Tel: Victor 2-6518 
Est. 1947: Home for Aged 64 beds 
Mo. Begona, M.M.B. 
Rev. John McCluhan 


~o 
~~ 


St. Alexis Home 
5331 Highland Avenue (10) 
Tel: Highland 4-9701 
Est. 1882: Home for Aged 200 beds 
~» 4,1 
Sr. Laurence, p.s.d.p. 
Sr. Lucienne, p.s.d.p. 


(A) 
(N) 





Owned by Sacred Heart Church of Staples and 
se“ by the Sisters of the Order of St. 
nedict 
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Missouri 


ST. LOUIS 
Convent of the Helpers of the Holy 


Souls (703a) 
4012 Washington Boulevard 
Tel: Jefferson 35-5121 
Est. 1903: V.N. 
Mo. M. Jean St. de Brebeuf, H.H.S. (A) 
Little Sisters of the Poor 
3400 S. Grand Blvd. (18) 
Tel: Prospect 6-4067 
Est. 1900: Home for Aged 210 beds 
Sr. Marie Jean, P.S.D.P. (A) 
Rev. Herman Berg, M.S.F (C) 
Mother of Good Counsel Home (541la) 
6825 Natural Bridge Road (20) 
Tel: Evergreen 3-4765 
Est. 1932: Chr.-Conv. 82 beds 
> 9, 33 
Sr. M. Giselberta, O.S.F. (A) 
Rev. Charles F. Schilling (C) 
Our Lady of Perpetual Help 
Nursing Home (512) 
4419 Gasconade Street (18) 
Tel: Flanders 1-7 
Est. 1957: Chr.-Conv. 96 beds 
Sr. Mary de Lellis, O.S.F. (A) 
Sr. Mary Trinita, O.S.F. (N) 
Rev. Clair Rohlinger, O.F.M. Eig | 
St. Anne’s Home (1701b) 
5301 Page Blvd. (12) 
Tel: Forest 1-2828 
Ese. 1853: Chr.-Conv. 175 beds 
+ 2, 3, it, 15, 16, 35 
Sr. Agnes McPhee, D.C., M.H.A. (A) 
Sr. Gabriel Moore, D.C., B.S. (N) 
Rev. E. J. Berkowski, C.M. (C) 
SAVANNAH 
Andrew County He 
La Verna Heights Retirement Home 
(522a) 
104 East Park Avenue 
Tel: Fa. 4-312 
Est. 1957: Chr.-Conv. 34 beds 
M. Magdalene, O.S.F. (A) 
pte Doyle, B.S. (N) 
Rev. James P. Lyons (C) 
SPRINGFIELD 
Greene County S.C.G. 


Mercy Hospital for Chronically Ill 
and Aged (1161g) 
1015 N. Main 

Tel: University 6-7271 

~ att Chr.-Conv. 169 beds 

~ 14, 33 


Sel. 








Sr. Mary Philippine, R.S.M. (A) 

Sr. Mary Jeremy, R.S.M., B.S. (N) 

Rev. Edgar Probestfield, O.S.B. (C) 
NEBRASKA 


Archdiocese of OMAHA 
Rev. V. L. Decker, S.J., Hospital Director 
Diocese of GRAND ISLAND 
Rev. Carl J. Hollie, Hospital Director 
Diocese of LINCOLN 

Rev. M. G. DeWitt, Hospital Director 
RELATED HEALTH FACILITIES 
Number Number 


0) 0) 
Institutions Beds 


General 1 56 
Home for the Aged. 5 476 
TOTAL. 6 532 








Related Health Facilities—U-.S. 


BOYS TOWN 


Douglas County Om. 


ors Town Memorial Hospital (M la) 


Terrace 1-2455 








New Jersey 


¢St. Ann Home 
Dover Point Road 

Tel: Sherwood 2-2612 

eg 1958: Chr.-Conv. 














O17: Mo. M. Xavier, O.Carm (A) 
Be 376% 9, Ss re beds 7, 32, 35, 36, 50 Sr. Mary Ann of the Litele Flower, O.Carm. 
Bro. Jude, C.F.A. (A) Rev. Roland Veillette (G 
Bro. Linus, C.F.A. (N) Ff 7 
Rev. John Brock (C) ese eee 
le LACONIA 
DAVID CITY Belknap County Man, 
Butler County Lin. Se, Francis Home for the Aged 
Saint Joseph’s Villa (1305b) hy x OP 
il” mace eo Est. 1949: Home for Aged 50 beds 
Fst. 19390, Home for Aged 21 beds Mo. Mary Edwin Thomas, O.Carm. (A) 
ani Rev. Dunn (C) 
Mo. M. Patricia, Ad.PP.S. (A) = 
Sr. M. Paschal, Ad.PP.S., B.S. (N) 
Rev. Raymond Hain (C) MANCHESTER 
- Hillsborough County Man. 
KEARNEY Our Lady of Grace Home (1139) 
Buffalo County G.I. FO akg 
: . ; ist. 1915: Home for Aged 17 beds 
Mt. Carmel-Keens Memorial - = ancients was 
417 W. 17th Street ? ve . 
Tel: Cedar 6-0871 Sr. Mary Ursula, R.S.M. (A) 
Est. 1929: Home for Aged 30 beds 
» 13, 15, 16 
Mo. Mary Veronica, O.Carm. (A) 
Sr. Rose Philomene, O.Carm. (N) 
Rev. Paul Moser (&) NEW JERSEY 
any ae Archdiocese of NEWARK 
LINCOLN Rt. Rev. Msgr. T. J. Consoy : 
Lancaster County hin. Rev. Harrold A. Murray, Hospital Directors 
Diocese of CAMDEN 
Madonna Home (215) sie _ A. W. Jess 
5515 South Street (6) en 
Tel: Ivanhoe 8-0344 Che Mer! MTerAOEO 
Est. 1959: Home for Aged 95 beds Diocese of PATERSON 
Sr. M. Valentine, O.S.B. (A) z “ee 
Rev. Cornelius Vanden Dorp, O.S.B. (C) Re. a Se 
Hoes Diocese of TRENTON 
Rev. Joseph A. O'Connor 
OMAHA Hospital Director 
Douglas County Om. ° 
: s RELATED HEALTH FACILITIES 
St. Vincent’s Home (116le) aa 
4500 Ames Avenue (4) : rs, ‘ be 
Ts, 431-5300 Institutions Beds 
“ 1993: Home for Aged 255 beds : d 
) id, 19) 29, 16, 31, 32 CSonsie Chaseieeniet 3 on 
: . Home for the Aged. . . j 4) 
pals tne Marie, R.S.M. (A) adic / BS, : 
Sr. Mary Antonita, R.S.M. (N) Pediatric (Orthopedic) ; 1 bs 
Rev. Anthony Mikells (C) TOTAL : rT 1,047 
t 
WEST POINT ALLAMUCKY 
Cuming County Om. Warren County Tr. 
St. Joseph’s Home (551) — * Villa Madonna (305a) 
wR ig oh F Tel: Garden 5-4551 
Tel: Drake 2-3477 Est. : Chr.-Conv. 28 beds 
Est. 1905: Home for Aged 75 beds a aes TE 
Sr. Mary Mark, O.S.F. (A) Mo. M. Fidelis, F.D.C. (A) 
Rev. Leo Patrick (C) Sr. 'M. Thaddeus, F.D.C. (N) 
Rev. Ignatius Bembenek (C) 
NEW HAMPSHIRE CAMDEN 
‘ Camden County Cam. 
Diocese of MANCHESTER ‘ s 
Very Rev. Msgr. J. R. McGreal €St. Mary’s Catholic Home 
Hospital Director Kresson Road 
Tel: Hazel 9-6000 
RELATED HEALTH FACILITIES ae, eet eee mae Ree SP Sem 
Number Number Sr. M. Caroline, L.S.1.C., M.A. (A) 
o of Rev. John Clark (C) 
Institutions Beds 
Chronic-Convalescent 1 — See 
Home for the Aged 2 67 
———— CONVENT STATION 
TOTAL 3 67 ; 
Morris County Pat. 
Owned by the Diocese of Manchester and op- 
DOVER erated by the Carmelite Sisters. 
Strafford Co M * Admissions are li d to s of the re- 
traitor unty an. ligious congregation only. 


4Owned by Father Flanagan's Boys Home, Inc. 
but operated by Alexian Brothers. 








€Owned by the Diocese of Camden and op- 
erated by the Little Servant Sisters of the 
Immaculate Conception. 
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New Jersey 


St. Anne Villa (1703) 
Tel: Jefferson 9-1600 
Fst. 1932: Home for Aged 133 beds 
Sr. Mary Lavina, S.C. (A) 
Rev. Andrew A. Lavallee, O.S.B. (C) 
JERSEY CITY 
Hudson County New. 
St. Ann’s Home for the Aged = (1317c) 
198 Old Bergen Rd. (5) 
Tel: Henderson 3-0950 
Fst. 1911: Home for Aged 126 beds 
Sr. Cyria, F.C.S.P. (A) 
LAURELTON 
(near Point Pleasant) 
Ocean County Te. 
St. Edmund’s Summer Home for 
Crippled Children (223a) 
Fst. 1916: Ped. (Ortho.) 60 beds 
Sr. Mary Clarisse, C.B.S. (A) 
Rev. James Kinney (C) 
LAWRENCEVILLE 
Mercer County Fe, 
Morris Hall, Home for the Aged 
(505d) 
Lawrenceville Road 
Tel: Twinoaks 6-0006 
Fst. 1904: Home for Aged 175 beds 
» 5, 32 
Sr. Margaret Mary, O.S.F. (A) 
LODI 
Bergen County New. 


*Immaculate Conception Infirmary 
(50la) 
South Main Street 
Tel: Prescott 9-6964 
Est. 1936: Chr.-Conv. 25 beds 
+ 5,10 


Sr. Mary Margaret, C.S.S.F. ( 
Rev. Gratian Budzik, O.F.M. ( 


NEWARK 


Essex County New. 


Little Sisters of the Poor 
1 South 8th Street (7) 
Tel: Humboldt 3-1210 
Est. _ Seed for Aged 200 beds 
> 2, 4, 5, 3 
Sr. Beatrix, P.S.D.P. (A) 
Sr. Francis, P.S.D.P. (N) 


PATERSON 
Passaic County Pat. 
Holy Family Residence 
New Street, Box 1858 (18) 


Tel: Armory 1-2226 
Est. 1941: Home for Aged 50 beds 


St. M. Gemma Semon, S.M.I.C. (A) 
Rev. B. Carol Juniper, O.F.M. (Cc 


Little Sisters of the Poor 


Est. : Md for Aged 140 beds 
~~» 2, 4, 5, 13, 15 


Sr. Ignes, P.S.D.P. (A) 


WILDWOOD 
Cape May County Cam, 


Angelus Convalescent Home (223a) 


314 E. Pine Ave. 





Owned by the Diocese of Trenton and op- 
erated by the Sisters of the Third Order of 
St. Francis. 

*Admissions are limited to members of the 

religious congregation only. 


DIRECTORY NUMBER 


Related Health Facilities—U‘S. 


Tel: Wildwood 2-7631 

Est. 1950: Chr.-Conv. 30 beds 

Mo. Germanus, C.B.S. ( 
Sr. Thomas Gabriel, C.B.S. ( 








NEW MEXICO 


Archdiocese of SANTA FE 


Rt. Rev. Msgr. W. T. Bradley 
Hospital Director 


Diocese of EL PASO 
Diocese of GALLUP 


RELATED HEALTH FACILITIES 
Number Number Number 





of 0 0 
Institutions Beds Bassinets 
Maternity 1 3 3 
Clinie 1 
TOTAL 2 3 3 
SANTA FE 
Santa Fe County S.Fe. 
Catholic Maternity Institute (1165) 
417 E. Palace Ave. 
Tel: Yucca 2-5812 
Est. 1944: Mat. 3 beds 3 bass. 
Sr. Rosemary, §.C.M.M. (A) 
Rev. Leo Lucero (C) 
Villa Thérése Catholic Clinic (1707) 
Box 2299 
Tel: Yucca 3-8561 
Est. 1934: Clinic 
Sr. Miriam Charles, H.P.B. (A) 








NEW YORK 


Archdiocese of NEW YORK 
Very Rev. Msgr. P. J. Frawley 
Rev. C. G. Kane 
Hospital Directors 
Diocese of ALBANY 
Rev. John R. Sise 
Hospital Director 
Diocese of BROOKLYN 
Re. Rev. Msgr. J. Brophy 
Rev. J. H. Fitzpatrick 
Rev. J. S. Hunt 
Rev. E. C. Visich 
Rev. Martin R. Wenzel 
Hospital Directors 
Diocese of BUFFALO 


Rt. Rev. Msgr. A. Run 
Very Rev. Msgr. . M. McPherson 
Very Rev. Msgr. W. L. Wozniak 
Rev. Wm. C. Zenns 
Hospital Directors 


Diocese of OGDENSBURG 


Re. Rev. Msgr. J. F. Luker 
Hospital Director 


Diocese of ROCHESTER 


Re. Rev. Msgr. A. Ratigan 
Hospital Director 


Diocese of ROCKVILLE CENTRE 


Very Rev. Msgr. E. L. Melton 
Hospital Director 


Diocese of SYRACUSE 
Rev. D. E. Lawler, Hospital Director 


RELATED HEALTH FACILITIES 


Number Number 


0. 0 
Institutions Beds 


Cancer. - 2 200 
Chronic-Convalescent 13 896 
Home for the Aged. . ; 20 2,745 
Pediatric. 1 

Psychiatric (Pediatric) 2 77 
Clinic. .... : 1 - 
Visiting Nurse... 13 - 
TOTAL 52 3,922 





For Key to Symbols and Abbreviations See Page 120 


New York 


ALBANY 
Albany County Alb. 


Little Sisters of the Poor 
Home for the Aged 


391 Central Avenue 
Tel: He. 4-7039 
Est. 1874: . -” Aged 100 beds 
»S, 35,32 8% 3 


Sr. Regina, P.S.D. a (A) 
Rev. Ignatius (C) 
Villa Mary Immaculate (503) 


321 South Manning Blvd. (8) 
Tel: Ivanhoe 2-3363 
Est. 1959: Chr.-Conv. 88 beds 
~» 2, 5, 13, 16 


Sr. Miriam Regina, O.S.F. (A) 
Sr. M. Margaret Gerard, O.S.F. (N) 
Rev. Bernard T. Lynch (C) 
AMITYVILLE 

Suffolk County R.C. 


¢Our Lady of Consolation Home for 
the Aged, Inc. (409) 
Schlegel & Albany Aves. 

Tel: Amityville 4-1662 

Est. 1892: Home for Aged 142 beds 

> 5, 16 

Sr. M. Joan Margaret, O.P., B.S. 

Rev. John J. Mullen 


AMSTERDAM 
Montgomery County Alb. 


Mount Loretto Convalescent and 
Rest Home 
R.D. 3 

Tel: Victor 2-6790 

Est. 1949: Chr.-Conv. 83 beds 

>'§ 13 


(1420b) 


Sr. Mary Bernard, C.R. 
Rev. Constatine Tymochko 


o> 
~~ 


BATAVIA 


Genesee County Buf. 


€St. Luke Manor (1127) 
17 Wiard Street 

Tel: Fillmore 3-4288 

Est. 1955: Chr.-Conv. 20 beds 

(Services available at St. Jerome Hospital) 

Sr. Mary Laetitia, R.S.M., B.S. (A) 

Sr. Mary Concetta, R.S.M. (N) 

Rev, Joseph Prina, 1.M.C. (C) 


BROOKLYN 
Kings County Br. 


Little Sisters of the Poor 
Home for the Aged 
819 Bushwick Avenue (21) 
Tel; Glenmore 5-8683 
Est. vast Home for Aged 182 beds 
> 4, 5, 13, 16 
es pind P.S.D.P. A) 
Sr. Marie-Geraldine Therese, P.S.D.P., B. $’ 
(N) 


Little Sisters of the Poor 
Home for the Aged 
1601 Eighth Avenue 
Tel: Sterling 8-4278 
Est. 1879: Home for Aged 179 beds 
— 4, 5, 11, 15, 16 
Sr. Cornelie, P.S.D.P. ( 
Rev. Casimir Paulonis ( 


Nursin ng Sisters of the Sick Poor (901) 
439 rong 4 Street (31) 

Tel: Main 5-5427 

Est. 1909: V.N. 


Mo. Mary de Chantal, C.1.J. (A) 





¢Owned by the Diocese of Rockville Centre 
and operated by the Sisters of St. Dominic. 

Owned by the Diocese of Buffalo and oper- 
ated by the Religious Sisters of Mercy. 


















New York 

St. Francis de Sales Convent (901) 
218——76th Street (9) 

Tel: Shore Road 5-2384 

Est. 1947: V.N. 

Sr. Mary Grace, C.I.J. (A) 

BUFFALO 
Erie County Buf. 

Home of St. John of God (M-6a) 
183 yew Parkway (14) 

Tel: TF. 6-1887 

Est. 1938: V.N. 

Bro. Patrick Ragan, F.M.M. (A) 

Nazareth Nursing Home (552a) 
291 W. North Street (1) 

Tel: TT. 3-1661 

Est. 1948: Chr.-Conv. 94 beds 

~ 4, 5, 16, 31 

Sr. M. Eugenia, O.S.F. (A) 

St. Rita’s Home for Children (501d) 
2110 Millersport Highway (21) 

Tel: NF. 2-0640 

Est. 1942: Psych. (Ped.) 

Sr. Raphael Marie, C.S.S.E (A) 

Very Rev. Msgr. Joseph P. Waclawski (C) 

CASTLETON-ON HUDSON 
Rensselaer County Alb. 

Resurrection Rest Home (1420b) 
Me. St. Joseph 

Tel: Pershing 2-7085 

Est. 1940: ene for Aged 45 beds 

Sr. Noel, (A) 

Rev. R. a eld Starks (C) 


CATSKILL 
Greene County Alb. 


St. Joseph’s Villa Nursing Home (513) 
38 Prospect Avenue 
Tel: 2098 
Est. : Chr.-Conv. 23 beds 
Mo. M. Clarita, O.S.F. (A) 
CLARENCE 
Erie County Buf. 
Sacred Heart Home (M-6a) 
Ransom Road 
Tel: NF. 3-6190 
a, 1953: Chr.-Conv. 36 beds 
ae bg 
he James Murphy, F.M.M. iX} 
Bro. Gabriel, (N 
Rev. Ambrose Walas, O.F.M.Conv, (C) 


EAST MEADOW (LONG ISLAND) 
Nassau County ax. 


Nursing Sisters of the Sick Poor (901) 
1560 Fulton Avenue 

Tel: Ivanhoe 9-1110 

Est. 1951: V.N. 

Sr. Mary Anna, C.I.J. (A) 


HAMBURG 
Erie County Buf. 


St. Anthony’s Home for the Aged (562) 
5285 South Park Avenue 


Tel: NH. 9-2604 
Est. tg’ F ene for Aged 72 beds 


~ 5, 13, 


Sr. Mary hates F.S.S.J. ( 
Rev. Austin Maciejewski, O.F.M.Conv. ( 


HAWTHORNE 
Westchester County 


Rosary Hill Home 
600 Linda Avenue 
Tel: Rogers 9-0114 
: Cancer 100 beds 





Related Health Facilities—U.S. 





Sr. M. Angela, O.P (A) 
Rt. Rev. Msgr. Joseph T. Clune (C) 
JAMAICA 
Queens County Br. 
Nursing Sisters of the Sick Poor (901) 
86-45 Midland Parkway (32) 
Tel: Republic 9-2398 
Est. 1937: V.N. 
Sr. Mary Regis, C.I.J. (A) 
LANCASTER 
Erie County Buf. 
@St. Elizabeth’s Home (513) 
5539 erst | 
Tel: NT. 3-51 
Est. 1959: ‘aoe for Aged 98 beds 
«> 2, 5, 13, 16 
ae. M. Sonwh Clare, O.S.F., M.A. (A) 
M. Aquinas, O.S.F. vos} 
ie Rev. Msgr. Patrick J. Woods (C 
LOCKPORT 
Niagara County Buf. 
€St. Clare Manor (562) 
543 Locust Street 
Tel: 4-4718 
Est. ais Chr.-Conv. 30 beds 
— 5, 13, 16 
Sr. M. Christopher, F Ying. B.S. (A) 
Sr. M. Paracleta, F.S B.S (N) 
Rev. Andrew Brophy, 0. $.B.S. (C) 
LONG ISLAND CITY 
Queens County Br. 
Nursing Sisters of the Sick Poor (901) 
38-20-——29th Street (1) 
Est. 1917: V.N. 
Sr. “Mary Margaret, C.I.J. (A) 
MIDDLETOWN 
Orange County N.Y. 
St. Teresa’s Guest House 
130 Highland Avenue 
Tel: Diamond 3-6035 
Est. 1940: Home for Aged 52 beds 
Mo. Mary Augustine, O.Carm. (A) 
NEW YORK Nx. 
Catholic Charities Guidance Institute 
(D-9) 
122 East 22nd Street (10) 
Tel: Oregon 7-5000 
Est. 1922: Clinic (Psych.) 
Rev. Robert E. Gallagher (A) 





Convent of the Sisters Servants of Mary 
(111lla) 
3305 Country Club Road, Bronx (65) 
Tel: re a 9-0428 
Est. 1851: V.N. 
Mo. Teresa Huesa, S.M. (A) 


Dominican Sisters of the Sick Poor 


(425) 
170 East 210th St. (67) 
Tel: Olinville 3-1222 
Est. 1930: V.N. 
Sr. Mary Gertrude, O.P. (A) 
House of Calvary (425) 


1600 Macombs Road (52) 





¢Owned by the Diocese of Buffalo and oper- 
ated by the Sisters of St. Francis. 
€Owned by the Diocese of Buffalo and oper- 
ated by the Franciscan Sisters of St. see h. 
€Owned by the Archdiocese of New and 
operated by the Dominican Sisters of the 
Sick Poor. 


For Key to Symbols and Abbreviations See Page 120 


New York 


Tel: Cypress 9-7802 


Est. 1901: Cancer 86 beds 

~ 2, 5, 6, 9, 10, 11 

Sr. M. Gemma, O.P. (A) 

Sr. M. Annunciata, O.P. (N) 

Rev. James O'Neill, S.J. (C) 

Immaculate Conception Convent (425) 
535 East 84th St. (28) 

Tel: Re. 4-5372 

Est. 1957: V.N. 

Sr. Martin de Porres, O.P., M.S. (A) 


dJosephine Baird Home 
340 West 55th Street (19) 
Tel: Judson 2-3320 
Est. 1954: Home for Aged 179 beds 
-> 5, 6, 9, 13, 15, 16, 17 
Mo. M. Maurice Immaculate, O.Carm. (A) 
Rev. Edmund P. Whelan (C) 


Little Sisters of the Assumption (103a) 
1195 Lexington Avenue (28) 

Tel: Lehigh 5-5120 

Est. 1891: V.N. 

Mo. M. Patrick Bernadette, L.S.A. (A) 





Little Sisters of the Assumption (103a) 
340 Convent Avenue (31) 

Tel: Wadsworth 6-4466 

Est. 1890: V.N. 


Mo. Patrick Joseph, L.S.A. (A) 


Little Sisters of the Poor 
Home for the Aged 
213 E. 70th Street (21) 
Tel: Butterfield 8-7991 
Est. 1871: Home for Aged 193 beds 
Mo. Mary James, P.S.D.P. ; (A) 
Sr. Armel, P.S.D.P. (N) 


Little Sisters of the Poor 
Home for the Aged 
135 West 106th Street (25) 
Tel: Academy 2-2374 
Est. 1881: Home for Aged 181 beds 
— 2, 4, 13, 14, 
Mo. Francoise, iin (A) 
Sr. Catherine, P.S.D.P. (N) 


qMary Manning Walsh Home 
420 East 59th Street (22) 
Tel: Murry Hill 8-5565 
Est. 1952: Chr.-Conv. 318 beds 
=> 2,4, 5, 6, 9, 11, 22, 43, 45, 16, 87; 31, 3, 
37, 9 
Mo. Mary Aloysius, O.Carm. (A) 
Sr. Mary John of God, O.Carm. (N) 
Rt. Rey. Msgr. James Wilders (C) 


4Mt. Carmel Home for the Aged 
539 West og Street (19) 

Tel: Co. 5-4926 

Est. 1935: Home for Aged 100 beds 

— 2, 6, 9, 13, 14, 15, 16, 17, 32 

pe. Rw Elizabeth Eugene, O.Carm. 

Helen, O.Carm. 
Re Rev John J. Voight 


“eo 
Z> 
~~ 


Our Lady of Good Counsel Home 
660 E. 183rd Street, Bronx (58) 

Tel: Fo. 7-4919 

Est. 1903: Home for Aged 206 beds. 

> 5, 13, 16 

Mo. Gisele, P.S.D.P. 

Mrs. Elisabeth Clarkin 


~M~ 


Providence Rest 
3304 Waterbury fogeee, Bronx (65) 
Tel: Talmadge 3-6700 
~ > & % Home for Aged 151 beds 
» 9, 13, 14, 16, 17 


«Owned by the Archdiocese of New York and 
operated by the Carmelite Sisters. 
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New York 

Mo. Vitalina Rango, C.S.JB. (A) 
Sr. Francis Clare, C.S.JB. (N) 
Rev. Ilario Franco (C) 


St. John Berchmans Convent (107a) 
437 West 47th Street (36) 

Tel: Circle 6-8558 

Fst. 1919: V.N. 

Mo. Mary Edmund, M.S.S.A. (A) 


’ St. Patrick’s Home for the Aged 


66 Van Cortlandt Park South (63) 
Tel: Kingsbridge 8-0200 
Est. 1929: Home for Aged 217 beds 


ab 2, Ay 30; Dy Rhy Bde 250 Ss 25 1G; 37, 32 
Mo. Marie de Lourdes, O.Carm. (A) 
Sr. M. Edmund Francis Teresa, O.Carm. (N) 
Rt. Rev. James L. Riordan (C) 
St. Rose’s Home (419) 


71 Jackson Street (2) 
Tel: Oregon 7-8132 
Fst. 1912: Cancer 100 beds 


+14 
Sr. M. Veronica, O.P. (A) 
OLEAN 

Cattaraugus County Buf, 
¢St. Joseph’s Manor (503) 


West State Street 
Tel: Frontier 2-3585 
Fst. 1955: Chr.-Conv. 20 beds 


>» 13, 
Sr. M. Assunta, O.S.F. (A) 
Margaret Mullane (N) 
Rev. Irenaeus Herscher (C) 
4 
OSSINING 
Westchester County N.Y. 
Dominican Sisters of the Sick Poor 
(425) 
Mariandale 
Tel: Wilson 1-4455 
Fst. 1950: V.N. 
Mo. Rose Xaxier, O.P. (A) 


RHINEBECK 
Dutchess County N.Y. 


Astor Home for Children (1701la) 
36 Mill Street 

Tel: Trinity 6-4081 

Est. 1952: Psych. (Ped.) 

2,5 1h, 12, 13, 36, 39 

Sr. Anna Marie, D.C., M.S. (A) 


ROCHESTER 


Monroe County Roc. 


*Nazareth Convent Infirmary (931) 
4095 East Avenue (10) 

Tel; Ludlow 6-1000 

Est. 1928: Home for Aged 27 beds 

Sr. Mary Walter, S.S.J. (A) 

Sr. Helen Louise, S.S.J. (N) 


St. Ann’s Home for the Aged (931) 
1971 Lake Avenue (4) 

Tel: University 5-5100 

Fst. 1874: Home — Aged i 278, bode 


> 5, 6, 9, 10, 13 » ate 3 

Sr. M. pth ca (A) 
St. Joseph Margaret, 3) S.J., B.S. (N) 
Rev. Leo E. Lynch (C) 
St. Joseph’s Villa (931) 


3300 Dewey Avenue (16) 


€Owned by the Diocese of Buffalo and oper- 
ated by the Sisters of the Third Order of 
St. Francis, 

Owned by the Archdiocese of New York and 
operated by the Daughters of Charity. 
missions are limited to members of the re- 

ligious community only. 

wned by the Diocese of Rochester and op- 

erated by the Sisters of St. Joseph. 


DIRECTORY NUMBER 





Related Health Facilities—U:S. 


Tel: Un. 5-1550 

Est. 1942: Ped. 4 beds 

Sr. M. Robertina, S.S.J. (A) 
Rev. Austin B. Hanna (C) 


ST. JOSEPHS 

Sullivan County N.Y. 
St. Joseph’s Sanitorium, Inc. (409) 
Tel: Monticello 770 
Est. 1896: Chr.-Conv. 50 beds 


Sr. Mary Elise, O.P. ( 
Rev. Frederick J. Frey ( 


SPRING VALLEY 
Rockland County N.Y. 


St. Vincent de Paul Nursing Home 
(1161d) 
245 North Main Street 
Tel: Elmwood 6-0263 
Est. 1903: Chr.-Conv. 25 beds 
> 9, 11, 12, 14, 32, 33 


Sr. Mary Immaculata, R.S.M. (a) 
Rev. Stanislaus J. McGovern tf 
SYRACUSE 

Onondaga County Sy. 


Loretto Rest, Inc. 
East Glen Avenue (5) 
Tel: Ho. 9-3258 
™ heya hf Home for Aged 190 beds 
ng i. 3 5 
Rev. Joseph L. Mullroney 
Rev. Thomas G. Fitzgerald 


~m™ 
—~ 


TROY 
Rensselaer County Alb. 
Little Sisters of the Poor 
Home for the Aged 
192 Ninth Street 
Tel: Ashley 2-0753 
Est. Sgt Home for Aged 107 beds 


? 
“? fy Is 


* Christine of the Trinity, P.S (A 
Therese Marie of the Pinion ny §.D.P. (N 
Rev. Paul F. Engel (Cc 


TUCKAHOE 
Westchester County N.Y. 

St. Eleanora’s Home for Convalescents 

(1709) 

575 Scarsdale Road (7) 

Tel: Spencer 9-7057 

Est. 1901: Chr.-Conv. 23 beds 

Sr. Agnes Carmel, S.C. (A 

Ret. Rev. Msgr. Vincent J. Brosnan (Cc 


WILLIAMSVILLE 
Erie County Buf. 
St. Francis Home (513) 


147 Reist Street (21) 
Tel: Spring 5400 
Est. 1862: Home for Aged 96 beds 
Sr. Mary Virgilia, O.S.F., B.A. (A) 
Sr. Maralynn, O.S.F. (N) 
Very Rev. Maurice Woulfe (C) 








NORTH CAROLINA 


Diocese of RALEIGH 
Rev. F. M. Smith, Hospital Director 
RELATED HEALTH FACILITIES 


Number Number 


0 0 
Institutions Beds 
Chronic-Convalescent. . : ; 1 21 





HIGH POINT 
Guilford County , 8 


¢Owned by the Society of St. Vincent de Paul 
in the City of New York and operated by 
the Sisters of Mercy of the Union. 
€Owned by the Diocese of Syracuse and staffed 
by the Sisters of the Third Order of St. 
rancis. 


Ohio 


Maryfield Convalescent Home (1104) 
Greensboro Road 

Tel: 888-5276 

Est. 1947: Chr.-Conv. 21 beds 

> 31, 33 

Sr. Mary Patrice, $.M.G. a} 

Rev. T. E. Curran (C 








NORTH DAKOTA 


Diocese of BISMARCK 
Diocese of FARGO 
Very Rev. A. R. Peschel, Hospital Director 
RELATED HEALTH FACILITIES 
Number Number 


0. 0) 
Institutions Beds 





Chronic-Convalescent. ............+ 1 77 
Home for the Aged...........0.0+. 3 204 
TORAD ie ioccsgccseccesescucvasete 4 $71 
BISMARCK 

Burleigh County Bis. 
St. Vincent’s Nursing Home (214) 


1021 N. 26th Street 
Tel: Capitol 3-6888 
Est. 1957: Chr.-Conv. 77 beds 
— 10, 13, 15, 16, 33 
Sr. M. Anita, O.S.B. (A 
Sr. M. Monica, O.S.B. (N 
Rev. Robert E. Feeney (C 


DICKINSON 
Stark County Bis, 
St. Benedict Home _ (204) 


130 First Avenue, S.E. 
Tel: 22-4-2042 
Est. 1947: Home for Aged 124 beds 
Sr. M. Ralphine, O.S.B. {A} 
Sr. M. Philiberta, O.S.B. (N 
Rev. Joseph Heer (C) 


EDGELEY 
Lamoure County Far. 


Manor St. Joseph 

Tel: 316 

Est. 1940: Home for Aged 50 beds 
Sr. Mary Cecilia, $.S.C.K. is} 
Sr. Mary Francis, S.S.C.K. (N 
Rev. Juillet (C) 


RAND FORKS 


Grand Forks County Far, 
St. Anne’s Guest Home (506a) 
813 Lewis Blvd. 
Tel: 2-1611 
Est. 1952: Home for Aged 120 beds 
Sr. M. Arnoldine, O.S.F, (A) 
Rev. James A. Wehlitz (C) 








OHIO 
Archdiocese of CINCINNATI 


Very Rev. Msgr. J. C. Staunton 
Hospital Director 


Diocese of CLEVELAND 
Rev. John J. Humensky, Hospital Director 
Diocese of COLUMBUS 


Very Rev. Msgr. W. E. Kappes, 
Hospital Director 


Diocese of STEUBENVILLE 


Rt. Rev. Msgr. P. L. Richter, 
Hospital Director 


Diocese of TOLEDO 
Rt. Rev. Msgr. R. A. Maher, Hospital Director 


Diocese of YOUNGSTOWN 


Rev. J. P. Gallagher 
Hospital Director 











Ohio 


RELATED HEALTH FACILITIES 


Number Number 





of of 
Institutions Beds 

Cancer i 100 
Cerebral Palsy J 30 
Chronic-Convalescent 2 180 
Home for the Aged 16 1,653 
Visiting Nurse 4 ‘i 
TOTAL 24 1,963 
CANTON 

Y 


Stark County 


@ Loretto Home for the Aged 
2715 Blake Avenue, N.W. '(8) 

Tel: Glendale 5-1228 

Fst. 1953: Home for Aged 29 beds 
»§ 


Sr. Ann Jeanne, C.D.S. (A) 
Sr. Mary Florence, C.D.S (N) 


CHAGRIN FALLS 
Cuyahoga County 


Divine Redeemer Home for the Aged 


Clev 


(141 
1680 Lander Road 
Tel: Ch.8-5348 
Est. 1939: Home for Aged 33 beds 
Sr. M. Clotilda, D.D.R. (A) 
Sr. M. Louise, D.D.R (N) 


CINCINNATI 
Hamilton County Cin 


Dominican Sisters of the Sick Poor 


206 William Howard Taft Road (19) 
Tel: Capitol 1-0535 
Est. 1926: 
Sr. M. Ann Patrice, O.P (A) 


Little Sisters of the Poor 
Home for the Aged 
2024 Florence Avenue (6) 
Tel: Wo.1-6014 
Est. 1868: Home for Aged 175 beds 
+ 4, 13, 15, 16 
Sr. Regis, P.S.D.P. (A) 


Little Sisters of the Poor 
Home for the Aged 
476 Riddle Road (20) 
Tel: Avon 1-2562 
Est. 1882: Home for Aged 158 beds 
4, 13, 15, 16 
Sr. Patrice Aquinas, P.S.D.P. (A) 
Rev. Thomas Armeringer, O.F.M (C) 


St. Theresa Home for the Aged (427) 
6760 Belkenton Place (36) 

Tel: Tweed 1-1090 

Est. 1924: Home for Aged 127 beds 


= 
’ 


Sr. M. Alphonsus, O.P., M.A. (A) 
Sr. M. Charles Anthony, O.P., B.S. (N) 
Msgr. C. J. Pettigrew (C) 
CLEVELAND 

Cuyahoga County Clev. 
Alvernia Rest Home (563) 


6765 State Road (34) 
Tel: Victory 3-7800 


Est. 1952: ome for Aged 143 beds 

+ 2, 5, 31, 32 

Sr. Mary Ralph, O.S.F.K., B.S. (A) 
Sr. Mary Aquinas, O.S.F.K (N) 
Rev. I. J. Dembowski (C) 
Holy Family Home (419) 


6707 State Rd. (Parma 34) 

Tel: Victory 2-1404 

Est. 1956: Cancer 100 beds 

— 4, 

€Owned by the Diocese of Youngstown and 
operated by the Sisters of the Divine Spirit. 

Owned by the Diocese of Cincinnati and op- 
erated by the Sisters of St. Dominic 
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Related Health Facilities—U.S. 


Sr. M. Barbara, O.P. 
Rev. Joseph Rudinsky 


~~ 
o> 
~~ 


Little Sisters of the Poor 
Home for the Aged 
2507 Ease 22nd Street (15) 
Tel: Tower 1-5774 
Est. 1870: Home for Aged 188 beds 
> 4, 13, 15, 16 
Sr. Marie Benoite, P.S.D.P. (A) 


q Madonna Hall (563) 
1906 E. 82nd Se. (3) 
Tel: Garfield 1-5660 
Est. : Home for Aged 110 beds 
> 15 


Sr. Mary Agnes Illuminata, O.S.F.K. (A) 
Sr. Mary Teresanne, O.S.F. K. (N) 
Rev. Aloysius M. Fitzpatrick (C) 


@St. Joseph Home for the Aged = (563) 
6431 Woodland Ave. (4) 

Tel: Express 1-1435 

Eset. 1943: Home for Aged 108 beds 

> 14, 15 


Sr. Mary Olga, O.S.F.K. (A) 

Rev. Francis J. Denka (C) 

€Villa Sancta Anna Home for Aged 
(535) 


25000 Chagrin Blvd. 

Beachwood Village (22) 
Tel: Ingersol 4-9250 
Est. 1960: Home for Aged 68 beds 
»§ 


Sr. M. Milada, D.S.F. (A) 
Sr. M. Augustina, D.S.F. (N) 
Rev. G. Hovanec (C) 


COLUMBUS 


Franklin County Col. 


Brother Martin’s Home 
526-534 Ease Rich Screet (15) 

Tel: Ca. 4-7965 

Est. 1949: C. P. 30 beds 

>» 11, 13, 16 

Bro. Camillus Harbinson, B.G.S (A) 

Rev. Charles Lees, $.M. (C) 


Dominican Sisters of the Sick Poor (425) 
168 E. Lincoln Se. (15) 
Tel: Axminster 9-6688 
Est. 1912: V.N. 
Sr. Mary Ambrose, O.P. (A) 
t 


St. Raphael Home 

1550 Roxbury Road (12) 
Tel: Hudson 6-0263 
Est. 1948: Chr.-Conv. 80 beds 


* 


Mo. M. Regina Carmel, O.Carm. (A) 
Rev. Arthur Zuber (C) 
DAYTON 
Montgomery County Cin. 
Dominican Sisters of the Sick Poor 
25) 
225 W. Monument Ave. (2) 
Tel: Baldwin 3-2918 
Est. 1938: 
Sr. M. Assumpta, O.P. (A) 
Maria-Joseph Home for the Aged 
(1303) 
4950 Salem Avenue (16) 
Tel: Cr.4-4021 
Est. 1930: Home for Aged 145 beds 
—»> §, 12 
Sr. Mary Grace, C.PP.S. (A) 
Sr. Mary Raymond, C.PP.S, (N) 
Rev. Clarance Schmitt (C) 


Owned by the Diocese of Cleveland and op- 
erated by the Franciscan Sisters of Blessed 
Kunegunda. 

Owned by the First Catholic Slovak Ladies 
Union and operated by the Daughters of St. 
Francis of Assisi. 














Oklahoma 


The Siena Home for the Aged (116Ic) 
6111 North Main Street (15) 

Tel: Crestview 5-7821 

ny he 1943: Home for Aged 4 beds 

o 15 

Sr. Mary Gregory, R.S.M. (A) 

Rev. Francis A. Massarella (C) 


GARFIELD HEIGHTS 


Cuyahoga County Clev. 


¢ Jennings Hall Home for Aged 
10204 Granger Road (25) 

Tel: Ludlow 1-2942 

Est. ee Home for Aged 130 beds 

—~ 16, 32 


Sr. Mary Gertrude, C.S.Sp. (A) 
Rev. Joseph Eiringer (C) 
SPRINGFIELD 
Clark County Cin 
Dominican Sisters of the Sick Poor 
(425) 
643 E. High St. (11) 
Tel: Fa. 2-6694 
Est. 1929: V.N. 
Sr. M. Josepha, O.P. (A) 
Mercycrest (1L161c) 
100 W. McCreight Avenue 
Tel: Fairfax 3-4981 
Est. 1946: Chr.-Conv. 100 beds 
> 33 
Sr. Mary Lois, R.S.M. (A) 
Rev. Francis Moyer (C) 
TIFFIN 
Seneca County Tol 


Sct. Francis Home for the Aged = (540) 
200 St. Francis Avenue 

Tel: Gibson 7-0435 

Est. 1869: Home for Aged 80 beds 

Sr. Mary Benigna, O.S.F. ( 

Rev. Benedict Ringholz ( 


TOLEDO 
Lucas County Tol 


Little Sisters of the Poor 
Home for the Aged 
1616 Starr Avenue (5) 
Tel; Oxford 1-5204 
Est. 7 Home for Aged 105 beds 
Sr. Therese Edward, P.S.D.P. (A) 
Rev. John Sammon, O.M.1. (C) 


YOUNGSTOWN 
Mahoning County Y. 


St. Mary’s Home 
278 Broadway 
Tel: Riverside 4-3784 
Est. 1952: Home for Aged 50 beds 
~> 10, 11, 12, 13, 14 
Mo. M. Cecilia Therese, O.Carm. (A) 
Sr. Mary Angelus, O.Carm. (N) 
Rev. W. Vukonic (C) 








OKLAHOMA 


Diocese of OKLAHOMA CITY 
and TULSA 
Re. Rev. Msgr. Gilbert Hardesty 
Hospital Director 
RELATED HEALTH FACILITIES 
Number Nu a 
0 

Institutions Bed 
Chronie-Convalescent 1 wD 





¢Owned by the Diocese of Cleveland and op- 
erated by the Sisters of the Holy Ghost. 

€Owned by the Diocese of Youngstown and 
operated by the Carmelite Sisters. 
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Oklahoma 


OKLAHOMA CITY 


Oklahoma County Okla. 


St. Vincent Home (M.6a) 
3501 N.E. 23rd Se. (11) 

Tel: Ga. 7-9623 

Fst. 1957: Chr.-Conv. 50 beds 

Bro. Bellarmine Salamone, F.M.M. (A) 

Re. Rev. Msgr. John B. Dudek (C) 








OREGON 


Archdiocese of PORTLAND 
Rev. L. J. Derouin, Hospital Director 


Diocese of BAKER 


Rev. John Baumgartner 
Hospital Director 


RELATED HEALTH FACILITIES 


Number Number 
of of 
Institutions Beds 


Chronic-Convalescent 2 332 





NORTH BEND 


Coos County P. 
Mercy Nursing Home (116le) 
3959 Sheridan Street 
Tel: Sk. 9-1481 
Est. 1937: Chr.-Conv. 106 beds 
> 13, 16 
Sr. Mary Alphonsus, R.S.M. (A) 
Rev. Paul Zeller (C) 
PORTLAND 
Multnomah County P, 
Mt. St. Joseph’s Residence 
and Nursing Home (116le) 
3060 S.E. Stark Se. 
Tel: Belmont 6193 
Est. ie) i “ere 226 beds 
~ oe A | » 16, 33 
Sr. daly bai R.S.M. (A) 
Sr. Mary Lawrence, R.S.M. (N) 
Rev. John Domin (C) 








PENNSYLVANIA 


Archdiocese of PHILADELPHIA 


Re. Rev. Msgr. L. G. Fink 
Hospital Director 


Diocese of ALTOONA-JOHNSTOWN 
Rev. B. J. O'Malley, Hospital Director 
Diocese of ERIE 
Re. Rev. Msgr. J. M. Powers, Hospital Director 
Diocese of GREENSBURG 
Rev. A. Grotzinger, O.S.B., Hospital Director 
Diocese of HARRISBURG 
Diocese of PITTSBURGH 
Rev. W. Erkens, Hospital Director 


Diocese of SCRANTON 


Rt. Rev. Msgr. R. A. McNulty 
Hospital Director 


RELATED HEALTH FACILITIES 


Number Number 





of of 
Institutions Beds 

Cancer I 100 
Chronic-Convalescent 10 1,069 
Home for the Aged 15 1,468 
Pediatric 1 58 
Clinic 1 . 
Visiting Nurse 2 
TOTAL.. 30 2,695 
CHELTENHAM 

Montgomery County Ph. 
St. Joseph’s Villa (929) 


Franklin & Laurel Ave. 





DIRECTORY NUMBER 


Related Health Facilities—U‘S. 


Tel: Pilgrim 5-1089 


Est. 1906: Chr.-Conv. 53 beds 
— 5, 9,17, 33 
Mo. Marie Gratiae, S.S.J. (A) 
COLUMBIA 
Lancaster County Hbg. 


St. Anne’s Home for the Aged 
R.R.D. #2 

Tel: Atlas 5-2751 

~ <* Home for Aged 122 beds 


Mo. M. Annunciata, Ad.PP.S., B.S. (A) 
Sr. M. Gabriel, Ad. PP.S (N) 
Rev. Joseph V. Smarsh (C) 
DARBY 
Delaware County Ph. 
Little Flower Manor (1417a) 
Springfield Road 
Tel: Ludlow 3-5091 
Est. 1936: Home for Aged 75 beds 
EP Mary Ernestine, D.D.R. (A) 
Mary Nicolette, D.D.R. (N) 
oy Achacitius Suto (C) 
4St. Francis Country House (223a) 
14th Se. & Lansdowne Ave 
Tel: Ludlow 3-4610 
Fst. 1913: Chr-Conv. 229 beds 
» 2. 16 
Mo. Mary Augustine, C.B.S. (A) 
Rev. Charles J. Monaghan (C) 
EASTON 
Northampton County Ph. 
St. Joseph’s Hospice (715a) 


123 North 2nd Se. 
Tel: Blackburn 8-7881 
Est. 1940: Home for Aged 18 beds 
Sr. M. Valina, D.M.H.R. (A) 
Rev. Edward Kane (C) 


ERIE 
Erie County E 
St. Mary’s Home and Geriatric 
Hospital (925) 
607 E. 26th Se. 
Tel: Glendale 6-0621 
Est. 1884: Home for Aged 110 beds 


Sr. M. Rosalita, §S.S.J. (A) 
Sr. M. Narcise, S.S.J. (N) 
Rev. Edmund J. Donovan (C) 
HOLLIDAYSBURG 

Blair County Al. 
St. Leonard’s Guest Home (713b) 

601 N. Montgomery Street 
Tel: Owen 5-9581 
Est. 1947: Home for Aged 30 beds 
Mo. Mary Martha, C.S.F.N. (A) 
IMMACULATA 

Chester County Ph. 
*Camilla Hall Infirmary (1116) 
Tel: Niagara 4-1152 
Est. 1960: Chr.-Conyv. 300 beds 
—+ 2, 5, 6, 11, 15, 16, 31, 33, 39 
Mo. M. Franceline, I.H.M, (A) 
Rev. John E. McKenna (C) 
MEADOW BROOK 

Montgomery County Ph. 


St. Joseph’s Manor for the Aged (715) 
1616 Huntingdon Pike 

Tel: Wilson 7-0333 

Est. 1934: Home for Aged 120 beds 


—> 


4Owned by the Archdiocese of Philadelphia and 
operated by the Sisters of Bon Secours. 

*Admissions are limited to members of the re- 
ligious community only. 


For Key to Symbols and Abbreviations See Page 120 


Pennsylvania 


Mo. Mary Milburgis, D.M.H.R. (A 
Sr. Mary Dolores, D.M.H.R. (N 
Rev. Anthony Spicijaric ( 


NEW BRIGHTON 





Beaver County Pitt. 
McGuire Memorial (1705) 
Mercer Rr. 
Tel: Tilden 3-3400 
Esc. oi ou -Conv. 65 beds 
> 2, 5, 5 85, 16, 17, 31 
Sr. Fn ows $.c. (A) 
Sr. Paul Gabriel, S.C., M.S. (N) 
Rev. Joseph Janok (C) 
NEWTOWN 
Bucks County Ph. 
St. Joseph Nursing Home (303) 
Holland Road 
Tel: Elmwood 7-8810 
Est. 1960: Chr.-Conv. 110 beds 
Sr. M. Ephrema, S.S.C., B.A. (A) 
Sr. M. Floriana, S. (N) 
Rev. Casimir Sirvaitis (C) 
PHILADELPHIA 
Philadelphia County Ph. 


Convent of the Daughters of the Most 


Holy Redeemer (715a) 
4425 N. 5th Se. 

Fst. 1928: V.N. 

Sr. M. Inventa, D.M.H.R. (A) 


Convent of the Little Sisters of the 


Assumption (103a) 
1624 pone St. 
Est. 1922: V.N. 
Sr. Dominique, L.S.A. (A) 
qDrueding Infirmary (715a) 


Lawrence & Masters Sts. (22) 
Tel: Poplar 9-1830 
Est. 1930: Home for the Aged 39 beds 
Sr. M. Theresia, D.M.H.R (A) 


Little Sisters of the Poor 
Home for the Aged 
5300 Chester Avenue (43) 
Tel: Saratoga 9-5775 
Est. 1902: Home for Aged 200 beds 
+ 4, 4 
Sr. Anne of Mary, P.S.D.P. (A) 


Our Lady Help of Christians 


Convalescent Home (223a) 
56th & City ie. Ave. (31) 
Tel: Trinity 7-841 
Est. 1949: Chr.-Conv. 26 beds 
Mo. St. Stephanie, C.B.S., M.S. (A) 
Rev. Joseph Renz, S.J. (C) 


Sacred Heart Free Home for Incurable 
Cancer (419) 
1315 W. Hunting Park Ave. (40) 

Tel: Davenport 9-3222 

Est. 1930: Cancer 100 beds 

Sr. M. Annunciata, O.P. 

Rev. H. J. Buckley, O.S.F.S. 


~~. 
le) 
? 


Sacred Heart Manor 
6445 Germantown Avenue (19) 
Tel: Germantown 8-5268 
Esc. 1937: Home for Aged 169 beds 
~ 16 
Mo. M. Josita, O.Carm. (A) 
Sr. Eileen Marie, O.Carm. (N) 
Rev. Joseph Dougherty (C) 
¢Owned the Drueding Infirmary, Inc. and 
a by the Daughters of the Mose Holy 
Redeemer. 





















Pennsylvania 


Sc. Ignatius Nursing Home 
4401 Haverford Avenue 

Tel: Evergreen 6-6737 

Fst. 1954: Chr.-Conv. 110 beds 

> 5, 10, 135, 15 


Mo. M. Philomena, H.R.C. (A) 
Sr a Dympna, H.R.C. (N) 
Rev. J. T. Mitchell (C) 
PITTSBURGH 

Allegheny County Pitt. 
Holy Family Institute (713b) 


201-263 Ohio River Blvd, (Emsworth 2) 
Tel: Poplar 1-1646 
Est. 1900: Clinic 
Mo. M. Hyacinth, C.S.F.N. (A) 


Little Sisters of the Poor 
1028 Benton Avenue (12) 
Tel: Poplar 1-13 
Est. 1872: Home ‘bet Aged 152 beds 
> 13, 
Sr. Felicie, P.S.D.P. 
Rev. Michael J. Hegerich 


~~ 
Oo 
~~ 


Little Sisters of the Poor 
5324 Penn Avenue (24) 
Tel: Emerson 2-0617 
Est. 1872: Home for Aged 150 beds 
» 6, 13, 14 , 16 
Sr. Odile, P.S.D.P. 
Rev. George Karlin, O.F.M. 


~~ 


Marian Manor Home for the Aged (708) 
2695 Winchester Drive (20) 
Tel: Lo. 3-3020 


Est. 1956: Home for Aged 90 beds 
Sr. M. Rita, C a<. (A) 
Re. Rev. Msgr. E. Misklow (C) 
St. Joseph Home for the Aged 

40 Pius Street (3) 
Est. : Home for Aged 46 beds 
Sr. M. Demetria, O.S.F. (A) 


Villa de Marillac Nursing Home (1711) 
5300 Stanton Ave. (6) 
Tel: Hiland 1-6200 


Est. 1943: Chr.-Conv, 11 beds 

> §. 1516 

Mo. M. Gregory, V.S.C., M.S (A) 
Sr. M. Florence, V.S.C. (N) 
Rev. Don Bosco Nally, O.F.M.Cap. (C) 


Vincentian Home for Chronically Ill 


(1711) 
McKnight & Perrymont Rd. (37) 
Tel: Fo. 4-8822 
Est. 1922: Chr.-Conv. 150 beds 
Mary Paul, V.S.C., M.S. (A) 
M. Longine, V.S.C (N) 
Rev. Joseph Scharrer, “C.PP.S. (C) 
READING 
Berks County Ph. 
Villa St. Elizabeth 
1301 Wromieing Road 
Tel: Fr. 2-5032 
Est. 1939: Home for Aged 51 beds 
Sr. M. Ania, M.S.C. (A) 
ROSEMONT 
Radnor Township Ph. 


€St. Edmund’s Home for Crippled 
Children ( 
320 Roberts Rd. 

Tel: Lawrence 5-4820 

Est. 1916: Ped. 58 beds 

Sr. Mary Clarisse, C.B.S. ( 

Rev. James J. Kenney ( 


223a) 


@Owned by the Archdiocese of Philadelphia 
and operated by the Missionary Sisters of 
Our Lady of the Holy Rosary. 

Owned by the Archdiocese of Philadelphia 
and operated by the Sisters of Bon Secours. 





Related Health Facilities—U‘S. 





SCRANTON 


Lackawanna County Scr. 


Little Sisters of the Poor 
Home for the Aged 
2500 Adams Avenue 

Tel: Diamond 3-4065 


Est. 1908: Home for Aged 96 beds 
Sr. Laurence de St. Jacques, p.s.d.p. (A) 
Rev. William J. Pakutka (C) 
YORK 
York County Hbg. 
Convalescent Hospital (1158a) 
505 Roosevelt Ave. 
Tel: 7418 
Est, 1943: Chr.-Conv. 15 beds 
Sr. M. Rita, D.M. (A) 








RHODE ISLAND 


Diocese of PROVIDENCE 
Rev. S. K. Callahan 
Hospital Director 


RELATED HEALTH FACILITIES 


Number Number 
0 0 
Institutions Beds 
Chronic-Convalescent a 1 20 
Home for the Aged ; y 2 313 
Visiting Nurse , 3 


TOTAL ‘0 ; . 6 333 





NEWPORT 
Newport County Pro. 
St. Clare Convent (707a) 
301 Spring St. 
Est. 1910: V.N. 
Sr. Helene Therese, F.S.E. (A) 
4Stella Maris Home for 
Convalescents and Aged (918a) 
91 Washington Street 
Tel: Viking 6-1000 
Est. 1928: Chr.-Conv. 20 beds 
>3 
Peter Claver, S.J.C. (A) 
- Patrick, S.J.C. (N) 
Rev. William Gallagher (C) 


NORTH KINGSTOWN 
Washington County Pro. 
Bishop Scalabrini Home for Aged 


860 Quidnessett Road 
Tel: Turner 4-2100 


“~ 1957: Home for Aged 75 beds 
—- 12 
Rev. Attilio Bordignon, P.S.S.C. (A) 
PAWTUCKET 
Providence County Pro. 
Holy Ghost Convent (707a) 
206 Walcott St. 
Tel: Pa. 5-4924 
Est. 1905: V.N. 
Sr. Charles Cecile, F.S.E. (A) 
PROVIDENCE 
Providence County Pro. 
Holy Ghost Convent (707a) 
18 Parkis Avenue (7) 
Est. 1908: V.N. 
Sr. Jeanne Anastasie, F.S.E. (A) 
WOONSOCKET 
Providence County Pro. 


«Owned by the Diocese of Providence and op- 
erated by the Sisters of St. Joseph of Cluny. 


For Key to Symbols and Abbreviations See Page 120 





¢Hospice St. Antoine (605) 
Mendon Rd., R.F.D. #3 

Tel: Poplar 2-0920 

Est. 1913: Home for Aged 238 beds 

Sr. Archambault, s.g.s.h. 

Rev. Theodore Peloquin 


a 
Or 
—~ 


Tennessee 








SOUTH DAKOTA 


Diocese of RAPID CITY 
Re, Rev. Msgr. M. T. Costigan, 
Hospital Director 
Diocese of SIOUX FALLS 
Rev. J. A. Duraczynski 
Hospital Director 
RELATED HEALTH FACILITIES 


Number Number 


0, 0 
Institutions Beds 





Chronic-Convalescent. . . 1 48 
Home for the Aged........ ore | 40 
TOTAL.. 2 88 
MILBANK 
Grant County S. Falls 
St. William’s Home for the Aged 
(1117a) 
101 Viola Street 
Tel: 263 
Est. 1953: Home for Aged 40 beds 
Sr. Josephine, D.S.M.P. (A) 
Rev. Denis G. Donovan (C) 
PIERRE 
Hughes County S. Falls 
Maryhouse (215) 
803 E, Dakota Avenue 
Est. : Chr.-Conv. 48 beds 
Sr. M. Vivian, O.S.B., M.H.A. (A) 
Rev. Vincent W. Healy (C) 








TENNESSEE 
Diocese of NASHVILLE 
RELATED HEALTH FACILITIES 
Number 


of 


0 
Institutions Beds 


Number 





for the Aged 2 164 
MEMPHIS 
Shelby County Nash. 


€ Ave Maria Home for the Aged 
2805 Charles Bryan Road (12) 

Tel: Mu. 3-9261 

Est. 1956: Home for Aged 34 beds 


John L. Todd, B.S. (A) 
Mrs. Dorothea Kernan (N) 
Rev. Leonard J. Ogelsby (C) 


NASHVILLE 


Davidson County Nash. 


Little Sisters of the Poor 
Home for the Aged 
1705 Horton Avenue (12) 
Tel: Cy. 1-4019 
Est. 1903: Home for Aged 130 beds 
Sr. Mary de St. James, P.S.D.P. (A) 
Rev. William Nelson (C) 
€Owned by the Diocese of Providence and op- 
erated by the Sisters of Charity. 
— and operated by the Ave. Marie Guild, 
nc 


HOSPITAL PROGRESS, 1961 












Ss -—= ~ 











Related Health Facilities—U:S. 








TEXAS 


Archdiocese of SAN ANTONIO 
Rev. J. J. Lazarsky, O.M.I., Hospital Director 
Diocese of AMARILLO 


Very Rev. Msgr. A. M. Bottoms, J.C.D. 
Hospital Director 


Diocese of AUSTIN 
Rev. M. C. Deason, Hospital Director 


Diocese of CORPUS CHRISTI 


Rt. Rev. Msgr. A. H. Schmidt 
Hospital Director 


Diocese of DALLAS-FORT WORTH 
Rt. Rev. Msgr. W. F. O’Brien, Hospital Director 
Diocese of EL PASO 
Diocese of GALVESTON-HOUSTON 
Re. Rev. Msgr. J. J. Roach, Hospital Director 
RELATED HEALTH FACILITIES 


Number Number 
of 0 


Institutions Beds 





Chronic-Convalescent. . : ar 1 85 
Home for the Aged... . ne : 2 124 
Clinic. . ; 1 si 
TOTAL.. NOreeee 4 209 
BROWNSVILLE 

Cameron County Gc. 


Our Mother of Perpetual Help 
Charity Home 
519 East Madison 
Tel: Lincoln 6-6745 
Est. 1901: Home for Aged 60 beds 
ae 


Sr. Mary Adalbert, S.H.G. (A) 
HOUSTON 
Harris County Gal. 


St. Anthony’s Home for the Aged (801) 
6301 Almeda Road (21) 

Tel: Riverside 7-4630 

, 1900: Home for Aged 64 beds 


Sr. M. Alma, C.C.V.1. (A) 
Rev. Lawrence Sampson (C) 
San Jose Clinic (801) 
301 Hamilton St. (2) 
Tel: Capitol 8-8577 
Est. 1924: ne 
ed, 4, 5, tas 20) Da 
Sr. M. +e Ae ite C:6.V.i, BS. (A) 
SAN ANTONIO 
Bexar County S.A. 
St. Vincent de Paul Home (206) 
1119 South Alamo Street (3) 
Tel: Capitol 7-1479 
Est, 4 j74 20: Chr. -Conv. 85 beds 
Sr. M. Raphael, O.S.B. (A) 
St. M. Lioba, O.S.B., B.S. (N) 
Rev. Joseph Jacobi (C) 








UTAH 
Diocese of SALT LAKE CITY 
RELATED HEALTH FACILITIES 


Number Number 








of of 
Institutions Beds 
Chronic-Convalescent.............. 1 79 
SALT LAKE CITY 
Sale Lake County S.Lk. 
St. Joseph Villa (801) 
estminster Avenue (15) 


Tel; Hunter 7-7557 
Est. , 1959: Chr.-Conv. 79 beds 


s. Marie Therese, ccy. (A 
t. Mary Benita, C.C.V.1 (N 
Rev, David Goddard ( 








DIRECTORY NUMBER 


VERMONT 


Diocese of BURLINGTON 
Rt. Rev. Msgr. W. A. Crowley 
Hospital Director 
RELATED HEALTH FACILITIES 


Number Number 
0, 0, 
Institutions Beds 








Home for the Aged. .............-- 3 102 
BURLINGTON 
Chittenden County Bur. 


¢St. Joseph’s Home for the Aged (907a) 
243 North Prospect Street 

Tel: 4-7763 

Est. 1943: Home for Aged 38 beds 

Sr. Loiselle, R.H.S.J. (A 

Rev. Harold Preedom (Cc 


NEWPORT 


Orleans County Bur. 


€St. Joseph’s Home 
32 Pleasant Street 

Tel: 100 

Est. d 939: Home for Aged 24 beds 


+ 


Sr. Marie Eva, D.C.S.H.J. (A) 
RUTLAND 
Rutland County Bur. 


€ Loretto Home for the Aged 
59 Meadow Street 

Tel: Prospect 3-8840 

“y ett Home for Aged 40 beds 

~ 14, 

Sr. Cecilia, D.C.S.H.J. 

Rev. Raymond E. Blais 


~~ 








VIRGINIA 


Diocese of RICHMOND" 
Very Rev. Msgr. F. H. Nott, Hospital Director 
RELATED HEALTH FACILITIES 


Number Number 
0 0 


Institutions Beds 





Home for the Aged ; Sa Se 1 150 
RICHMOND 
Henrico County Rich. 


St. Sophia’s Home 
16 N. Harvie Street (20) 
Tel: Elgin 5-1308 
Est. 1874: Home for Aged 150 beds 
~~ 13, 14 
Sr. Gertrude de St. Benoit, P.S.D.P. (A) 








WASHINGTON 
Archdiocese of SEATTLE 
Rev. L. M. Willenborg, Hospital Director 
Diocese of SPOKANE 
Rev. E. J. Kowrach, Hospital Director 
Diocese of YAKIMA 
Rev. E. T. McHugh, O.M.1., Hospital Director 


RELATED HEALTH FACILITIES 
Number Number: 


0, 0 
Institutions Beds 


Chronic-Convalescent.............. 1 80 
Home for the Aged... ... Sceuds 5 515 
P| SE ee AE ene & 6 595 





¢Owned by the Vermont Catholic Charities, 
Inc. and operated by the Religious Hos- 
itallers of St. Joseph. 

ew ned by the Vermont Catholic Charities, 
Inc. and operated by the Daughters of 
Charity of the Sacred Heart of Jesus. 

1Parts of this state are under the jurisdiction 
of the Diocese of Wheeling, W. Va. and of 
the Diocese of Wilmington, Del. 








West Virginia 


CENTRALIA 


Lewis County Sea. 


St. Luke Nursing Home (1317a) 
701 H. Street 

Tel: Pershing 6-3738 

Est. My ig Home for Aged 60 beds 

Sr. Helen Theresa, F.C.S.P. 

Rev. James Buck 


a> 


EAST WENATCHEE 


Douglas County Yak. 


¢Highline Sanitarium 
609 Highline Drive 
Tel: 4-7054 
Est. : Home for Aged 48 beds 
Julia L. Brenner (A) 
Rev. Galvin (C) 


SEATTLE 


King County Sea. 


St. Vincent Home for the Aged (1317a) 
4831 35th Ave., S.W. (6) 

Tel: We. 7-3700 

Est. 1924: Home for Aged 270 beds 


Sr. Margaret Jane, F.C.S.P. (A) 
Rev. Anthony Throckmorton (C) 
SPOKANE 

Spokane County Spo. 


Holy Family Home 
North 5525 Lidgerwood (23) 
Tel: Hudson 9-0750 
Est. 1960: Chr.-Conv. 80 beds 
~ 2, 6, 9, 16 
Sr. M. Alberta, O.P. (A) 
Rev. John Lessard (C) 


St. Joseph’s Home for the Aged (1317b) 
707 E. Mission Ave. (2) 

Tel: Hudson 7-1162 

Est. 1925: Home eg Aged 75 beds 


Sr. Barbara, F.C.S (A) 
Rev. Ferdinand ieohler, §.J. (C) 
TACOMA 
Pierce County Sea. 
Ozanam Nursing Home (1317a) 
1812 So. Yakima peer (5) 
Tel: Broadway 2-843 
Est. 1929: Home for oe 62 beds 
Sr. Lucy Emily, F.C.S.P. A) 
Mary Davis N) 








WEST VIRGINIA 


Diocese of RICHMOND’ 
Very Rev. Msgr. F. H. Nott 
Hospital Director 


Diocese of WHEELING 
Rt. Rev. Msgr. F. J. Schwertz 
Rev. R. H. Hickey 
Hospital Directors 
RELATED HEALTH FACILITIES 


Number Number 





of 0 
Institutions Beds 
Home for the Aged. ............44- 1 120 
WELLSBURG 
Brooks County Wh. 


¢Kaighss of St. George Home 
>. #2 


Tele "Decale 7-6851 

Est. 1922: Home for Aged 120 beds 

Sr. M. Angelina, M.S.C. (A) 
Rev. Frederick Becker, O.F.M. (C) 


Owned and operated by the Diocese of 
Yakima. 

!1This ieee, the See for which is in Rich- 
mond, Va., includes part of this State. 

Owned by the Corporation of Knights of St. 
George and operated by the Missionary Sis- 
ters of the Most Sacred Heart of Jesus. 


137 

















































Wisconsin 











WISCONSIN 


Archdiocese of MILWAUKEE 
Rt. Rev. Msgr. E. J. Goebel 
Hospital Director 


Diocese of GREEN BAY 
Very Rev. Msgr. H. C. Head, 
Hospital Director 


Diocese of LA CROSSE 
Very Rev. J. Krasowski, Hospital Director 
Diocese of MADISON 
Rev. L. L. Rummel, Hospital Director 
Diocese of SUPERIOR 


Re. Rev. Msgr. W. A. Beauderte 
Hospital Director 


RELATED HEALTH FACILITIES 





Number Number 
of of 

Institutions Beds 

Chronic-Convalescent 6 448 
General i 75 
Home for the Aged 14 778 
TOTAL 21 1,301 

ELM GROVE 

Waukesha County Mil 
*Notre Dame Infirmary (1203a) 


13105 Watertown Plank Road 
Tel: Sunset 2-4040 
Est. 1959: Chr.-Conv. 100 beds 
» 4, 5, 6, 9, 13, 15, 16, 33 


Sr. Mary Mercedes, S.S.N.D (A) 
Msgr. E. J. Rodenkirch (C) 
FOND DU LAC 

Fond du Lac County Mil. 


Henry Boyle Catholic Home for 
Aged (101) 
271 N. Park Avenue 

Tel: Walnut 2280 

Est. 1903: Home for Aged 32 beds 


Sr. M. DeSales, C.S.A. (A) 
Rev. Benjamin Blied (C) 
JANESVILLE 

Rock County Mad 


St. Elizabeth’s Home 
502 St. Lawrence Avenue 
Est. 1955: Home for Aged 19 beds 
Mo. Gamelberta, C.S.V.P (A) 
Rev. Rupert Weindl (C) 


KAUKAUNA 


Outagamie County G.B. 


St. Paul Home, Inc. 
509 W. Wisconsin Ave. 

Tel: Rockwell 6-2841 

Est. 1944: Home for Aged 18 beds 
—+ 5, 10, 11, 13, 16 

Sc. M. Ambrosette, O.S.F ( 
Sr. M. Majella, O.S.F. ( 
Rev. Raymond J. Fox (€ 


KENOSHA 


Kenosha County Mil. 


St. Joseph’s Home for the Aged 
920 Sixty-first Street 
Tel: Olympic 4-1531 
Est. 1927: Home for Aged 53 beds 
Mo. M. Theresa Irmina, D.C.J. (A) 
Rev. Julian Voskuhl, C.PP.S. (C) 


St. Joseph’s Home for the Aged 
2912 93rd Street 
Tel: Olympic 4-3060 
Est. 1920: Home for Aged 29 beds 
Mo. M. Emerentia, D.C.J. (A) 
Rev. Ignatius Berglez (C) 
*Admissions are limited to members of the re- 
ligious congregation only. 


Related Health Facilities—U'S. 





LA CROSSE 


La Crosse County GC. 


@St. Joseph’s Home for the Aged (565) 
2415 Cass Street 

Tel: 2-2409 

Est. 1926: Home for Aged 71 beds 


Sr. M. Victoria, F.S.P.A. (A) 
Sr. Mary Mercy, F.S.P.A. (N) 
Rev. Richard Rossiter (C) 


*Villa St. Joseph 





(565) 

R. R. No. 1 
Tel: 2-8888 
Est. 1940: Home for Aged 38 beds 
>» 5, 13, 16 
Sr. M. Francetta, F.S.P.A. (A) 
Sr. M. Armella, F.S.P.A. (N) 
Rev. Joseph Gaffney (C) 
MANITOWOC 

Manitowoc County G.B 
St. Mary Home for the Aged 

2005 Division Street 
Tel: Murray 4-6515 
Est: 1888: Home for Aged 95 beds 
Sr. Mary Felicitas, C.S.S.F. (A) 
Sr. Mary Agnestine, C.S.S.F. (N) 
Rev. Casimir Stec, O.F. (C) 
MILWAUKEE 

Milwaukee County Mil 
Little Sisters of the Poor 

Home for the Aged 

2006 W. Wells Street (3) 
Tel: Di, 2-2432 
Est. 1876: Home for Aged 140 beds 
> 4, 5, 6, 13, 14, 17 
Sr. Andre Marie, P.S.D.P (A) 
Rev. Burns, S.J. (¢} 


€Milwaukee Catholic Home for the 
Aged 
2301 East Bradford Avenue (11) 

Tel: Wo. 2-6282 

Est. 1920: Home for Aged 56 beds 

»14 

Mrs. Rosella M. Nugent (A) 


St. Ann’s Infirmary 
3221 South Lake Drive (7) 
Tel: Sheridon 4-1160 
Est. 1950: Gen. 75 beds 
» 1,-2.4, 69, 11,73; 14, -16, 31, 32, 33, 399, 
42, 50,. 32, 33, 55 


Sr. M. Juliag, O.S.F. (A) 
Rev. Leo L.*Liebl (C) 
St. Ann Rest Home (424a) 


2020 S. Muskego Ave. (4) 
Tel: Evergreen 3-2630 
Est. 1945: Chr.-Conv. 54 beds 
Sr. M. Felicia, O.P. (A) 


St. Elizabeth’s Nursing Home (475) 
107 E. Reservoir Se. (12) 

Est. 1931: Chr.-Conv. 72 beds 

Mo. Mary Rita, S.S.E. (A) 

Rev. Peter Amrhein (C) 


St. Mary’s Home (401a) 
3516 Wese Center St. (10) 
Tel: Hi. 2-6180 
Est. 1902: Home for Aged 91 beds 
Sr. Adelinda, §.D.S., B.S. (A) 
Re. Rev. Msgr. F. Beres (C) 
NEW BERLIN 
Waukesha County Mil. 


¢Owned by the Diocese of La Crosse and op- 
erated by the Franciscan Sisters of Perpetual 
Adoration. 

*Admissions are limited to 
ligious congregation only. 

€Owned and operated by a lay Corporation 
with the Archbishop of Milwaukee as Presi- 
dent of the Board of Directors. 


bers of the re- 











Puerto Rico 


4Ozanam Home (562) 
2240 S. Mooreland Rd. 

Tel: Sunset 6-4054 

~y 1946: Chr.-Conv. 45 beds 

Sr. M. Adolphine, F.S.S.J. (A) 

Rev. Alphonse J. Kohler (C) 


OCONOMOWOC 


Waukesha County Mil, 


Villa St. Ann (404) 
333 N. Lake Road 

Tel: Logan 7-5244 

Fst. 1952: Home for Aged 42 beds 


wd , 


Sr. M. Linus, O.P. (A) 
Sr. M. Imelda, O.P. (N) 


OSHKOSH 


Winnebago County G.B. 


Alexian Brothers’ Home 
1129 Jackson Street 

Tel: Beverly 1-4300 

Est. 1884: Chr.-Conv. 92 beds 

> 9, 17, 33 

Bro. Benedict, C.F.A. (A 

Bro. Hugh, C.F.A. (N) 

Rev. Roy L. Crain (C) 


St. Mary’s Home for the Aged = (529a) 
517 Boyd St. 

Tel: Beverly 5-2120 

Fst. 1932: Home for Aged 75 beds 

Sr. Mary Olga, S.S.M. (A) 

Rev. Francis Wenda (C) 


WATERTOWN 

Jefferson County Mad. 
St. Joseph’s Home 

705 Clyman Street 
Fst. 1942: Home for Aged 19 beds 


Mo. Gamelberta ' ( 
Rev. Henry Schmitz ( 


WEST ALLIS 
Milwaukee County Mil. 


*St. Joan Antida Home (1704a) 
6640 West Beloit Rd. (19) 

Tel: Lincoln 1-6575 

Est. 1942: Chr.-Conv. 85 beds 

Mo. Monica, S.C.S.J.A. (A) 

Rev. Albert D. Riel (C) 








PUERTO RICO 
Diocese of PONCE 
Diocese of SAN JUAN 
RELATED HEALTH FACILITIES 


Number Number 


oj 0) 
Institutions Beds 





Chronic-Convalescent 1 12 
Clinie 1 . 
TOTAL , 2 12 
SAN JUAN 

San Juan County §.J. 
Hospital de la Concepcion (1111a) 


No. | Fortaleza Street 
Tel: 2-2228 
Fst. 1524: Chr.-Conv. 12 beds 
~ 2, 5, 8, 13, 14, 15, 16, 31, 33, 35, 50 


Mo. Soledad Sanjurjo, S.de M. (A) 
Sr. Luisa Sanz, S.de M. (N) 
Msgr. Rafael Grovas (C) 
Our Lady of Providence Disp. (409) 
153 Christo Se., P.O. No. 2145 

Tel: 2-0861 

Ese. 1950: Clinic 

Sister M. Jonathan, O.P. (A) 





4Owned by the St Vincent de Paul Society and 
operated by the Franciscan Sisters of St 
Joseph. 

*Admissions are limited to members of the fe 


ligious congregation only. 


For Key to Symbols and Abbreviations See Page 120 
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LISTING OF CATHOLIC RELATED HEALTH FACILITIES IN CANADA 








ALBERTA 


Archdiocese of EDMONTON (Edm.) 
Dioceses of 
CALGARY (Cal.) 
ST. PAUL (S.P.) 
Exarchat Apostolic of 
UKRAINIAN CATHOLICS 
OF CANADA (U.R.) 


(See located in Winnipeg in the Province 
of Manitoba) 


Vicariates Apostolic of 


GROUARD (Gr.) 
MACKENZIE (Mack.) 


(See located in the Northwest Territory ) 


RELATED HEALTH FACILITIES 





Number Number 
of of 
Institutions Beds 
Chronic-Convalescent 1 56 
Home for the Aged 2 118 
TOTAL i] 174 
ATHABASCA S.P. 
St. Vincent de Paul Home (C1305) 
Tel: 
Fst. 1952: Home for Aged 43 beds 
Sr. Mary Viola, S.P. (A) 


MEDICINE HAT 


Medicine Hat County Cal. 


St. Joseph’s Home for the Aged (C1103) 
156 Third Sc. N.E 


Est. 1951: Home for Aged 75 beds 
(Nonreporting 1960) 
Mo. M. Clara (A) 
MIDNAPORE 

Calgary Ease County Cal. 


Lacombe Home (C1303a) 


™, 1910: Chr.-Conv. 56 beds 
>14 


Sr. Mary Damian, f.c.s.p (A) 








BRITISH COLUMBIA 
Archdiocese of VANCOUVER ( Van.) 


Dioceses of 
KAMLOOPS (Kam. ) 
VICTORIA ( Vic.) 
Diocese of 
NELSON (Nel.) 
Vicariate Apostolic of 
PRINCE RUPERT (P.R.) 
RELATED HEALTH FACILITIES 


Number Number Number 





of of of 
Institutions Beds Bassinets 
Chronic-Convalescent 4 505 
Maternity I 9 35 
TOTAL 5 514 35 
NELSON 
Kootenay County Nel. 
Mount St. Francis Infirmary (C10la) 
Zotdon Rd., P.O. Box 30 
Tel: 91 
Ese, 1930. Chr.-Conv. 98 beds 
(Nonreporting 1960) 
St. Mary Grace, S.S.A. (A) 


DIRECTORY NUMBER 





VANCOUVER 

Vancouver Centre County Van. 
Holy Family Hospital (C1305) 

7801 Argyle Street (15) 
Tel: Fairfax 7-4229 
Ese. 1947: Chr.-Conv. 57 beds 

’ 

Sr. Mary Ildefonsa, S.P. (A) 
Sr. M. Deaseseie, S.P. (N) 
Rev. H. I. Bader (C) 


Our Lady of Mercy Home (C901) 
54th Avenue and Oak Street 

Tel: Kerrisdale 4023 

Est. 1929: Mat. 9 beds 35 bass. 

(Nonreporting 1960) 

Sr. M. Symphorosa, S.C.1.C. ( 

Rev. E. O’Dwyer ( 


VICTORIA 


Victoria County Vic 


Mount St. Mary’s Private Hospital 
(C101a) 

999 a = Avenue 

Tel: Ev. 4-7158 

Est. 1941: Che. -Conv. 150 beds 
» 2, & 5. 13, 36 

Sr. Mary Patrick, $.S 

Re. Rev. Msgr. G oF Penfold 


ea 
O> 
~~ 


St. Mary’s Priory 
567 Goldstream Avenue 
Tel: Gr. 8-1522 
Est. 1942: Chr.-Conv. 200 beds 
> 12. 15: $7, 50 
Mo. Cecilia Mary, O.S.B. 
Sr. Mary Elizabeth, O.S.B. 


a 








MANITOBA 


Archdioceses of 
ST. BONIFACE (Sc. B.) 
WINNIPEG (Wpg.) 


Vicariates Apostolic of 
KEEWATIN ( Kee.) 
HUDSON BAY (H.B.) 
Exarchat Apostolic of 


UKRAINIAN CATHOLICS 
OF CANADA (U.R.) 


RELATED HEALTH FACILITIES 


Number Number 
of of 
Institutions Beds 
Chronic-Convalescent 1 404 
Home for the Aged 2 125 
TOTAL 3 529 





NOTRE DAME DE LOURDES 


Sc.B. 

Foyer Notre Dame Home 
Tel: 2 ring 3 
Est. 1950: Home for Aged 12 beds 
Sr. Marie Jean, C.R.C.P. (A) 
Rev. Marcel Dacquay (C) 
ST. BONIFACE 

St. Boniface County Sc.B. 
Home for the Aged and Infirm 

(Hospice Taché) (C707d) 

500 Tache Avenue 
Tel: Cedar 3-1411 
Ese. 1883: Chr.-Conv. 404 beds 
»14 
Sr. Hermance Martel, s.g.m. (A) 
Rev. Francois Normandin (C) 


WINNIPEG 
Winnipeg South County Whos. 


(C1028) 


St. Joseph’s Residence 
160 Salter Se. (4) 
Tel: Justice 6-1090 
Est. 1953: Home for Aged 113 beds 
i ~ Qesenate, C.S.J. (A) 
mard, C.S.J. (N) 
i. ) — (C) 








NEW BRUNSWICK 


Archdiocese of MONCTON (Mon.) 
Diocese of BATHURST (B.) 
Diocese of EDMUNDSTON (Ed.) 
Diocese of ST. JOHN (St. J.) 
RELATED HEALTH FACILITIES 
Number Number 


0 0 
Institutions Beds 


Chronic-Convalescent 1 106 
Home for the Aged 2 174 
TOTAL 3 280 





BAKER BROOK 


Madawaska County Ed. 
Foyer Ste-Elizabeth (C707b) 
Est. 1951: Home for Aged 72 beds 
(Nonreporting 1960) 

Sr. Leocadie Gaudreau, s.g.m. (A) 
ST. BASILE 

Madawaska County Ed. 

Hotel Dieu of St. Joseph Hospital 
(C1021b) 

Tel: Corvette 3-5561 

Est. ters oo 106 beds 

» 2,9, 

Sr. Sahin ae R.H.S.J. (A) 

Sr. Ste. Rose de Lima, R.H.S.J. (N) 

Rev. D. Thibodeau (C) 

ST. JOHN 

St. John County Se.J. 
Mater Misericordia Home (C9OL) 


97-103 Sidney Sc. 
Esc. 1888: Home for Aged 102 beds 
(Nonreporting 1960) 


Sr. Clement Agnes, S.C.1.C. (A) 








NOVA SCOTIA 


Archdiocese of HALIFAX (Hal.) 
Diocese of ANTIGONISH (An.) 
Diocese of YARMOUTH ( Yar.) 


RELATED HEALTH FACILITIES 


Number Number 
of 


0 / 
Institutions Beds 





Chronie-Convalescent 2 84 
Home for the Aged 1 75 
TOTAL 3 159 
ANTIGONISH 

Antigonish County An. 


R. K. MacDonald Guest House (C1101) 
61 Pleasant St. 
Est. 1958: Home for Aged 75 beds 


Sr. Mary Joseph, C.S.M, (A) 
Sr. Marie of Perpetual Help, C.S.M. (N) 
Rev. A. Briand (C) 

139 









Nova Scotia 


STELLARTON 


Pictou County An. 


Our Lady of Lourdes Sanatorium 
(C1501) 
St. Bernard Street 
Est. 1912: Chr.-Conv. 16 beds 
Sr. Mary Irenaeus, S.C.H. (A) 
Sr. John de Britto, S.C.H. vat 
Rev. Michael Gillis C) 


SYDNEY 


Cape Breton County An. 


St. Anthony’s Home (C1001a) 
52 York 

Tel: 4242 

Fst. 1903: Chr.-Conv. 68 beds 

(Nonreporting 1960) 


Sr. Marie Andronica, F.D.J. (A) 








ONTARIO 
Archdiocese of KINGSTON (K.) 
Archdiocese of OTTAWA (Ott.) 
Archdiocese of TORONTO (To.) 

Dioceses of 

PEMBROKE (Pem.) 
TIMMINS (Tim.) 
HEARST (H.) 
Dioceses of 
HAMILTON (Ham.) 
LONDON (Lon.) 

Dioceses of 
PETERSBOROUGH (Pet.) 
ALEXANDRIA (A.) 

SAULT STE. MARIE (St.M.) 
FORT WILLIAM (F.W.) 
Vicariate Apostolic of 
JAMES BAY (J.B.) 
Archdiocese of 
ST. BONIFACE (St.B.) 

(See located in the Province of Manitoba) 
RELATED HEALTH FACILITIES 
Number Number 
of of 
Institutions Beds 
Chronic-Convalescent . 1 61 
Home for the Aged. . 6 1,220 





TOTAL.. 7 1,281 
DUNDAS 
Wentworth County Ham. 


House of Providence (C1032) 
18 ge 2 s Road 

Tel: Ma. 7-7121 

Est. 1879: Home for Aged 142 beds 

(Nonreporting 1960) 


Sr. M. Gerard, C.S.J. (A) 


KINGSTON 
Frontenac County K. 
House of Providence (C1305) 


115 Ordnance Street 
ne, 1861: Home for Aged 170 beds 
»14 


Sr. M. Hildegarde, S.P. (A) 
Rev. Jerome Rozm (C) 
LONDON 

Middlesex County Lon. 


(C1031) 


House of Providence 
857 Richmond Street 





Related Health Facilities—Canada 


Tel: Ge. 8-6185 


oe, pee: Home for Aged 142 beds 
> 5, iS 
Sr. M. Consolata, C.S.J. (A) 
Rev. S. Mosza (C) 
PORT ARTHUR 

Thunder Bay County F.W. 
St. Joseph’s Manor (C1033) 


Red River Road 
Est. 1939: Home for Aged 80 beds 
(Nonreporting 1960) 
Sr. M. Lorena, S.S.J. (A) 
Rev. Jack Roenicke (C) 


ST. CATHARINES 


Lincoln County To. 
Mount Carmel Home (C1003) 

78 Yates Street 
Est. 1920: Home for Aged 50 beds 
(Nonreporting 1960) 
Mo. M. Monica, S.S.J. (A) 
TORONTO 

York County To. 
House of Providence (C1028) 


65 Power Street (2) 
Home for Aged 636 beds 


Est. 1955: 
Sr. Rose Marie, C.S.J. (A) 
Rev. H. Ellard (C) 


WILLOWDALE 
York County To. 


St. Bernard’s Convalescent Hospital 
(C1302) 
685 Finch Ave., 
Tel: Me. 5-842 


West (Toronto) 











Est. 1954: Chr. a 61 beds 
3, 16 
= M. Ethelberta, C. PS, (A) 
. M. Callista, C.P.S (N) 
PRINCE EDWARD ISLAND 
Diocese of 
CHARLOTTETOWN (Char.) 
RELATED HEALTH FACILITIES 
Number Number 
of of 
Institutions Beds 
Home for the Aged... . ry 1 86 
CHARLOTTETOWN 
Queens County Char. 
Sacred Heart Home (C1103) 
13 Haviland Street 
Tel: 6414 
Est. 1925: Home for Aged 86 beds 
(Nonreporting 1960) 
Sr. Mary Eugene, C.S.M. (A) 








QUEBEC 
Archdiocése de QUEBEC (Q.) 


Diocéses de 
TROIS-RIVIERES (T.-R.) 
CHICOUTIMI (Chic. ) 
NICOLET (Nic.) 

AMOS (Amos) 
STE-ANNE-DE-LA-POCATIERE 
(Ste-A.) 


Archdiocése de MONTREAL (M.) 


For Key to Symbols and Abbreviations See Page 120 


. Institut St-Joseph-de-la-Déliverance 





Diocéses de 
ST-HYACINTHE (St.-Hy.) 
SHERBROOKE ( Sher.) 
VALLEYFIELD (V.) 
JOLIETTE (Jol.) 
ST-JEAN-DE-QUEBEC (Jean) 
ST-JEROME (St.-Jer.) 


Archdiocese de RIMOUSKI ( Rim.) 
Diocése de 


GASPE (G.) 
GULFE ST-LAURENT (St-L.) 


Vicariat Apostolique du 
LABRADOR (Lab.) 
Archdiocese d’ OTTAWA (Ott.) 
Vicariat Apostolique de la 
BAIE JAMES (J.B.) 
Diocése de 
CHARLOTTETOWN?*® (Char. ) 


RELATED HEALTH FACILITIES 


Number Number 
0 


0 f 
Institutions Beds 


Quebec 





Chronic-Conyalescent . 7 582 
General 1 25 
Home for the Aged 10 1,306 
Visiting Nurse 3 
TOTAL 21 1,913 
FARNHAM 
Co. Missisquoi St-Hy. 
Hospice Ste-Elisabeth (C705) 
Rue St-Paul 
F. 1876: Chr.-Conv. 124 lits 
(Nonreporting 1960) 
Sr. du St-Rédempteur, s.g.s.h. (A) 
LACHUTE 
Co. Argenteuil St.Jer. 


H6pital Notre-Dame du Sourire (C605) 
181 Rue Berthanie 
Tél: Lorraine 2-6362 


F. 1951: Chr.-Conv. 10 lits 
(Nonreporting 1960) 
Sr. Louise-Marie Demees, o.f.s.j. (A) 
M. l’Abbé Yvon Maillaux (C) 
LEVIS 

Co. Lévis Q. 


(C71le) 
93 Rue St-Louis 
F. 1879: Home for Aged 150 lits 
(Nonreporting 1960) 


Sr. Francoise d’Assise, $.c.q. (A) 
MARIEVILLE 
Co. Rouville St-Hy. 
Hospice Sainte-Croix (C705) 
141 Rue Guillet 
Tél: Lu. 9-7912 
F. 1865: Chr.-Conv. 169 lits 
Sr. Moreau, s.g.s.h. (A) 
M. l’Abbé Armand Gingras (C) 
MONTMAGNY 
Co. Montmagny Ste-A. 
Hospice St-Thomas (C71le) 
8 Rue St. Joseph 
F. 1895: Home for Aged 160 lits 
(Nonreporting 1960) 
Sr. St-Maurice, s.c.q. (A) 


CSiege Episcopal situé dans la Province d’On- 


(*Sidge situé dans la Province de L’Ile-du- 


Prince-Edouard ) 





HOSPITAL PROGRESS, 1961 





















(A) 


Jer. 
)5) 


(A) 


(A) 





Quebec 

MONTREAL M. 

Hopital Chinois (C903) 
12 Rue Lagauchetiere, Ouest 

F. 1918: Gén. a3 lits 

(Nonreporting 1960) 

Sr. Ste-Marguerite, M.I.C. (A) 

Hospice Gamelin (C1303b) 
1440 Rue sag veeee (24) 

Tél: La. 2-0 : 

F. 1894: le for Aged 250 lits 

Sr. Marie de la Passion, f.c.s.p. (A) 

M. l'Abbé Armand Dubreuil (C) 

Hospice Ste-Brigide (C603) 
1065 Rue Maisonneuve (36) 

F. 1925: Chr.-Conv. 97 lits 

(Nonreporting 1960) 

Sr. Marie Anne des Anges, p.f.m. (A) 








Les Petites Soeurs de l’ Assomption 


(C103a) 
1626 Rue St-Hubert 
Tél: Victor 5-7976 
F. 1933: V.N. 
Mére M. Maurice de la Présentation, 
P.S.A. (A) 
Providence Ste-Geneviéve (C1303) 
4078 Rue de Lorimier (24) 
F. 1903: Home for Aged 54 lits 
(Nonreporting 1960) 
Sr. Julienne-de-Venise, f.c.s.p. (A) 
Résidence Morin (C603) 
6365 Avenue de St-Vallier (10) 
Tél: Crescent 7-7860 
F. 1922: Home for Aged G7 lits 
Sr. Marie-Anne-des-Anges, p.f.m. (A) 
M. l’Abbé Wilfrid Cabana, ptre (C) 
NICOLET 
Co. Nicolet Nic. 
Hotel-Dieu des Soeurs Grises (C707b) 
Avenue de Seminaire 
Tél: 128 
F, 1886: Home for Aged 177 lits 
Sr. Ovélina Fortin, s.g.m. (A) 
QUEBEC 
Co. Québec Q. 


*Maison Mére du Bon-Pasteur (C1105a) 
1080 Rue Lachevrotiére (4 

Tél: Lafontaine 2-5621 

F, 1850: Chr.-Conv. 80 lits 

Sr. Marie-Médiatrice, s.c.i.m. (A) 

M. l’Abbé Joseph Picard (C) 





Maison Mére Mallet 
945 Rue St-Olivier (4) 
Tél: Lafontaine 9-2586 
F, 1849: Home for Aged 168 lits 
(Nonreporting 1960) 
St. St-Jean-du-Désert, s.c.q. (A) 


St. Brigid’s Home 
80 preade Alle East (4) 
Ta: La. 5-4777 
F. 1877: Home for Aged 130 beds 


Réy, N. J. Killingsworth, C.SS.R. (A) 





(C711d) 


SAINT-CELESTIN 
Co. Nicolet Nic. 


(C707b) 





me Sainte Anne 
7 Simard 


F tase: Chr.-Conv. 65 lits 


——e 
*Admissions are limited to members of the re- 
ligious congregation on 
ned by the Fathers _ oa Congregation of 
the Most Hol 
ices by the 
ova Scotia. 


Redeemer with certain serv- 
isters of Charity of Halifax, 






DIRECTORY NUMBER 











Related Health Facilities—Canada 


Sr. Lucienne Descéteaux, s.g.m. (A) 
Sr. Maria Jutras, s.g.m. (N) 
M. l’Abbe Noel Evariste (C) 


ST-HY ACINTHE 
Co. St-Hyacinthe St.-Hy. 
Ouvroir Ste-Geneviéve (C705) 
1225 Rue St-Antoine 
Tél: Province 4-8868 
F. 1864: Home for Aged 65 lits 
Sr. Sainte- Céline, s.g.s.h. (A) 
M. l’Abbé E. Cordeau (C) 
SAINTE-MARIE-DE-LA-BEAUCE 
Co. Beauce Q. 
HOpital Notre-Dame-de-Protection 
(C711c) 
Rue de l’H6pital 
Tél: 18 
F. 1922: Home for Aged 85 lits 
Sr. Sainte-Augusta, $.c.q. (A) 
M. l’Abbé Philippe Sylvain (C) 
SHERBROOKE 
Co. Sherbrooke Sher. 
Les Petites Soeurs De l’Assomption 
(C103a) 
105 Rue Gordon 
Tél: Lorraine 9-1400 
F. 1944: V.N. 
Sr. Jeanne de Ste-Marie, p.s.a. (A) 
VALLEYFIELD 
Co. Beauharnois ¥V. 


Providence St. Vincent de Paul 


(C1303c) 
18 Rue de la Fabrique 
Tél: Fr. 3-4103 
F. 1884: V.N. 
(Nonreporting 1960) 
Mére F.-Romaine, f.c.s.p. (A) 
VARENNES 
Co. Verchéres Jean 
Foyer Lajammerais (C707f) 
2 Rue Youville 
Tél: Ol. 2-2642 
F. 1859: Chr.-Conv. 37 lits 
(Nonreporting 1960) 
Sr. M. Bonille, s.g.m. (A) 








SASKATCHEWAN 
Archdiocese of REGINA (R.) 


Abbatis Nullins 
ST. PETER OF MUENSTER (A.N.) 


Dioceses of 
PRINCE ALBERT (P.A.) 
GRAVELBOURG (Grv.) 

SASKATOON (Sask. ) 


Vicariate Apostolic of 
KEEWATIN (Kee.) 


(See located in the Province of Manitoba) 


RELATED HEALTH FACILITIES 





Number Number Number 
0) 0 0 

Institutions Beds Bassinets 
Chronic-Convalescent...... 3 375 - 
Home for the Aged........ 2 112 - 
MAN ei sede scverenes 1 4 4 
FO Give evditcaversbes 6 “491 4 

MOOSE JAW 
Moose Jaw County R. 


Northwest Territories 


Se, Anthony’ s Home (C1305) 
Tel: Oxford 2-7874 
Est. 1937: Chr.-Conv. 165 beds 
—> 5, 13 
Sr. M. Cecile, S.P. (A) 
Rev. T. P. Wheeler (C) 
PRINCE ALBERT 

P.A. 


Mont St. Joseph 

125—25th ~ Z 
Tel: Roger 3-7 
Est. 1956: C he. iat: 90 beds 
> 5, 
Sr. Marie Benjamin, n.d.c. (A) 
Sr. Marie Jacqueline, n.d.c. (N) 
Rev. Msgr. J. Cybart (C) 


REGINA 
Regina County R. 
Mercy Hospital (C1101) 
2614 Victoria Ave. 
Tel: Lakeside 2-5985 
Est. 1936: Mat. 4 beds 4 bass. 
Sr. M. Annunciata, C.S.M. (A) 
Sr. M. Leonella, C.5.M. (N) 
Rev. L. J. Kemble, O.F.M. (C) 
ST. HUBERT’S MISSION 
Qu’Appelle County R. 
Joan of Arc Home (C301la) 
Via Whitewood 
Tel: Whitewood 92-3 
Est. 1924: Chr.-Conv. 120 beds 
i 
Sr. Marie Adelaide, n.d.c. (A) 
Rev. Joseph Bordet, F.M.I. (C) 
SASKATOON 
Saskatoon County Sask. 
4qSt. Ann’s Home (C501) 


1220 Alberta ? eames 








Tel: Ch. 4-441 
Est. 1953: Home for Aged 64 beds 
Sr. Loretta, o.s.f. (A) 
Rev. D. W. Leeper (C) 
WEYBURN 
R. 
Mount St. Mary’s Home 
Tel: Vi. 2-2661 
Est. 1953: Home for Aged 48 beds 
Sr. Mary Hilary, n.d.c. (A) 
Rev. Paul Vachon (C) 
NORTHWEST TERRITORIES 
Vicariate Apostolic of 
KEEWATIN ( Kee.) 
Vicariate Apostolic of 
MACKENZIE (Mack.) 
RELATED HEALTH FACILITIES 
Number Number 


0 0 
Institutions Beds 


Vee NR oi 5 inte. heddinduuses 1 -- 





FORT PROVIDENCE Mack. 
Sacred Heart Convent (C707a) 
Est. 1867: V. 

(Nonreporting 1960) 

Sr. Elizabeth Kristoff, s.g.m. (A) 





«Owned by the Episcopal Corporation of Saska- 
toon and operated by the Sisters of St. Eliza- 
beth of the Third Order of St. Francis. 
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the EASY LIFT 


With its ingeniously engineered 
two-way Slide and Tilt feature, 
the “Easy-Lift’ unit is the ultimate 
in patient care and handling. One 
small nurse can transfer the heavi- 
est patient easily. With available 
accessories the ‘Easy-Lift’” is to- 
day’s most modern emergency and 
recovery room unit. 


the CONVER-TABLE 


| Our most versatile unit. Ideally 
suited for use as a labor bed, re- 
covery unit, O.B. examinations and 
emergency obstetrics . . . converts 
quickly from O.B, table to stretch- 
er. Versatility is accomplished be- 
cause of the unit's unique design 
and of the large selection of &vail- 
able accessories. 


the STANDARD 


A leader in its field. Modern, ver- 
satile, for Emergency and Recovery 
Room use. This competitively priced 
stretcher has numerous features not 
available on conventional stretch- 
ers. The unit is completely self con- 
tained. All accessories store on the 
stretcher ready for immediate use. 


the ECONOMY 


Dollar for dollar you can’t beat 
the Hausted Economy. Designed 
for the simple transfer and move- 
ment of patients and engineered 
to give years of dependable serv- 
ice. The Economy is tops in the low 
priced field. 


HAUSTED EQUIPMENT HAS BEEN DESIGNED 
WITH THE HOSPITAL’S STAFF AND PA. 
TIENTS IN MIND. WHEN YOU PURCHASE A 
HAUSTED UNIT, YOU CAN BE SURE OF GET. 
TING TODAY’S HIGHEST QUALITY, MOST 
MODERN, EFFICIENT AND VERSATILE 
EQUIPMENT. 


the PEDIATRIC 


This newest member of the Hausted 
stretcher family answers a grow- 
ing need for a smaller yet versa- 
tile stretcher. A large variety of 
optional accessories usually found 
only on larger units is available 
on this pediatric unit, making it 
adaptable to all pediatric needs 
as well as an invaluable adjunct 
to recovery room service. 


the INVAL-AID CHAIR 


The most efficient, modern, and 
safe unit for incapacitated patient 
handling. The incapacitated patient 
can be transferred from bed to 
flat stretcher top and then by a 
simple turn of a crank the unit is 
converted into any chair position, 





the BED RAILS 


Now available is this all new per- 
manently attached safety bed rail. 
This extremely rigid rail can be 
easily installed on 90 percent of 
today’s hospital beds (without dril- 
ling or alteration to bed frame) 
giving adequate safety to patients. 
When in storage, bed rail is com- 
pletely out of the way and yet 
ready to be pulled up and into 
position for immediate use. Rail 
locks securely for added safety. 


the TRACTIONAID 


The ultimate in modern pelvic and 
cervical intermittent traction and 
manipulation. Is electronically con- 
trolled and hydraulically operated 
for smooth application. The TRAC- 
TIONAID is the only unit which 
compensates for the patient’s move- 
ment and has complete control of 
“on” and “off” cycle. 





FOR COMPLETE INFORMATION ON ANY ABOVE UNITS, WRITE; 


SIMMONS COMPANY 


HAUSTED DIVISION 
MEDINA, OHIO 
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SISTER M. FENTON JOSEPH, C.R.S.M. 
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Directory Arrangement 


HE Directory of nursing education activities under 
Catholic auspices is divided into three sections: 


I —Basic Nurse Education 


A. United States and Puerto Rico 
B. Canada 


I] —Practical Nurse Education 
A. United States and Puerto Rico 
B. Canada 

11J—Graduate Nurse Education 


A. United States 
B. Canada 


Abbreviations for the diocese and the Religious Order 
numbers which appear in the entries are the same as those 
used for the Hospital Directory. Other symbols used in the 
Nursing Education Directory include: 


General Education Accrediting Agencies 
(United States only) : 
Accredited by the North Central Association of 
Colleges and Secondary Schools. 


j 

M Accredited by the Middle States Association of 
Colleges and Secondary Schools. 

N 


Accredited by the New England Association of 
Colleges and Secondary Schools. 


Accredited by the Western College Association. 
Accredited by the Southern Association of Colleges 
and Secondary Schools. 

W Accredited by the Northwestern Association of 
Secondary and Higher Schools. 


Professional Accreditation (United States only): 
@ Full accreditation by the National League for Nursing. 
@.u. Program approved as preparing for beginning posi- 
tions in Public Health Nursing. 


© Listed by the National League for Nursing as “action 
deferred pending re-survey.” 


n'y 


Practical Nurse Program Approvals: 


© Practical Nurse Program approved by the state approv- 
ing authority. In Canadian entries, chis symbol , indi- 
cates approval by the Provincial approving authority. 


© Practical Nurse Program tentatively approved by the 
state approving authority. In Canadian entries, this 


symbol indicates tentative approval by the Provincial 
approving authority. 





Enrollment: 


E' Religious Students Enrolled. 
E’ Negro Students Enrolled. 
E’ Male Students Enrolled. 


Clinical Facilities: 


Medicine, surgery, pediatrics and obstetrics, unless 
otherwise indicated. 


Communicable Disease Comm. Dis 
Diet Therapy DK. 
Geriatrics Geri. 
Medicine Med. 
Neurology Neuro. 
Obstetrics Ob. 
Orthopedics Ortho 
Out-Patient Department O.P.D. 
Pediatrics Ped. 
Psychiatry Psych. 
Public Health Pub. H. 
Rehabilitation Rehab. 
Tuberculosis Tb. 
Venereal Disease Clinic V.D. 


Hospital Approvals: 


A Fully approved by the Joint Commission for Hospital 
Accreditation. 


%& Approved by The American Medical Association for 
Internships. 


+ Approved by The American Medical Association for 
Residencies and Fellowships. N.B. In Canadian en- 
tries, this symbol indicates approval by the Department 
of Hospital Services of the Canadian Medical Associa- 
tion. 


() Teaching hospital attached to a medical school—see 
footnote. 


Miscellaneous Symbols: 

X School not previously listed. 

Y Incomplete information. 

Z No admission—1960. 

w Graduate Nurse Staff. 

© Three-year school exists in same institution. 


[ ] See Footnote. 
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CATHOLIC FACILITIES FOR NURSING EDUCATION—UNITED STATES, 1961 































































































PROFESSIONAL NURSING 
PNURSING. B 
s i Poiesfieiias accalaureate M . TOTAL 
United States and PROGRAMS Programs Programs—for oo 
Puerto Rico R.N.’s 
Number Number | Number Number | Number Number | Number Number Sait 
of of 0. 0 of of 0 0 t iia s Student 
Schools Students | Schools Students | Schools Students | Schools Students | '““0"S rat cionse 
Alabama.......... 1 39 4 279 ne nee ssf 5 318 
(08 0 0 0 0 0 0 0 0 0 0 
Arizona.......... a st 2 254 oe He any ee 2 254 
Arkansas......... hs Ate 4 277 a it: aval 4 277 
California......... 1 16 9 999 1 50 ee 10 1,065 
Colorado......... 2 26 5 430 1 17 Mee 7 473 
Connecticut....... : Aas 4 807 és ees a 4 807 
Delaware......... hes 1 59 On Oe a 1 59 
Dist. Columbia... . 1 27 2 313 1 131 1 219 3 690 
Florida........... 53%¢ es 4 250 : eee ay 4 250 
Georgia........... “s vr 3 251 hee ae 3 251 
WAWGll... occas es Ws 1 114 ae Nott 1 114 
a 5 74 1 62 ath Laces 6 136 
WALD 5.50 oavie 63 2 66 27 2,880 3 403 1 33 30 3,382 
Indiana.......... BS eae 9 1,117 a er 9 Fiabe 
7 i are rene 2 49 I] 941 1 25 pape 14 1,015 
WANGAG. .... 66 06s Soe 11 776 3 46 a 13 822 
Kentucky......... 1 57 6 554 1 75 an 6 686 
Louisiana......... ie 4 575 ae Are 4 575 
LO re es 2 221 ae. shah 2 221 
Maryland......... ig ae 6 612 1 3 te 6 615 
Massachusetts. . . 1 55 9 1,638 1 510 1 51 10 2,254 
Michigan......... 3 166 10 1,278 me = ree 13 1,444 
Minnesota........ 3 142 8 1 ,222 an sh Ree 10 1,364 
Mississippi........ ee 2 119 a aia at 2 119 
Missourl.......... 4 106 8 884 2 149 1 27 12 1,116 
SS Montana......... 1 11 3 305 g 41 ee 5 357 
Nebraska......... an Paw 5 537 1 23 5 560 
MGVEOS. 0.565% 0 0 0 0 0 0 0 0 0 0 
S. New Hampshire. . . os ar 5 263 1 84 pe 5 347 
New Jersey....... 1 27 12 1,483 1 413 hie 13 1,923 
New Mexico...... 62 1 65 oe are Eee 4 127 
New York........ 3 136 26 3,375 2 312 1 73 30 3,896 
North Carolina... . a My 1 78 pe ee 1 78 
North Dakota..... 2 43 6 311 say ve 8 354 
MN fe sh 6) So sinusivs 5 206 20 2,859 4 108(') oe 27 3,173 
Oklahoma........ 1 27 4 435 ake ee 5 462 
Oregon. .......... oe oe 3 294 oo oan 3 294 
Pennsylvania...... 4 139 26 3,207 4 389 Sout 31 3,735 
Puerto Rieo....... 1 39 y 106 1 24 Sah 3 169 
Rhode Island...... 1 67 z 192 Rey ion 3 259 
South Carolina... . af ey 1 62 ve? 1 62 
South Dakota..... 2 58 5 485 lee € 543 
Tennessee......... oe 3 362 ne eee Ppa: 3 362 
HOMAS, 6. ok. c cece 9 175 10 698 2 141 eAe 18 1,014 
BGR Gite: scckie te, Ja 2 198 , a SAS 2 198 
VEPMONG. .¢ ou. ss - 1 22 l 103 dl 2 125 
WHOInig,.......... Le 3 179 ive wis me 3 179 
Washington....... 1 20 6 604 1 27 fete 7 651 
West Virginia. .... ae 6 498 ye ras pecs 6 498 
Wisconsin......... 1 31 12 1,498 2 330 1 37 14 1,896 
il Wyoming......... 0 0 0 0 0 0 0 0 0 0 
TOVAL....... 62 1,886 318 35,109 36 3,301(!) 6 440 387* 40,736 
ir _ - Salsctide ~ i aliealeieiaae 
" CATHOLIC FACILITIES FOR NURSING EDUCATION—CANADA, 1961 
l- 
t NURSING PROFESSIONAL NURSING PROGRAMS 
* ASSISTANT SS es eee eee oe Dens cen ene ar ee ne Total 
PROGRAMS Siistidnatis Graduate Nurse 
Provinces Programs 
€ Number Number | Number Nu - Nu a Nu a Faatie 
0 0 0 0, 0, 0 ; ’ 
Schools Students | Schools Students | Schools Students tutions Students 
Alberta RR RP eA nr geen A ae 5 543 5 543 
British Columbia.......... ae 2 518 2 518 
“eee me ns y 499 Z 499 
New Brunswick........... 3 115 i. 313 ; Z 428 
Newfoundland............ = bet 1 120 Be ae 1 120 
Nova Scotia.............. 1 16 5 409 2 37 7 462 
Ontario pel EE ee 6 119(2) 21 2,400 2 128 27 2,647 
Prince Edward Island...... ms ae 1 78 e ats 1 78 
Se ae Na ac apiet 15 467(!) 37 4,691()) 1 251 51 5,409 
Saskatchewan............ ae: ieee 5 663 a ee 5 663 
PANG... boeig bees & 8% 25 717(*) 86 10, 234(!) 5 416 108* 11 ,367 
() No enrollment figures for one school. (4) No enrollment figures for three schools. 
(2) No enrollment figures for two schools. *Some institutions offer two or more programs. 









































In the United States 


FACTS ABOUT CATHOLIC SCHOOLS OF NURSING OFFERING BASIC PROGRAMS 







































































Diploma Associate Degree* Basic Degree Total 
United States and (ace len eo 9 m 
Puerto Rico No. of No. of No. of No. of No. of No. of No. of No. of 
Programs Students Programs Students | Schools Students | Schools Students 
Admissions—1960............. 268 12,362 1 20 40 1,617 309 13 ,999 
Total—1959.............. 270 12,167 12 39 1,408 310 13 ,587 
TOCRI—-10B8. 5 wk cc ee 2i2 11,726 3 (col. di.*) 157 39 1,345 314 13 , 228 
Total—1957.............. 271 11,311 7 412 38 1,187 313 12,910 
Totai—1056. .. 6. cee ees Zi2 12 ,003 9 486 39 1,233 316 13,722 
TOCKI——VODD. 666 cares Zi2 12,229 9 484 41 1,260 318 13 ,973 
DGtAl—- 1054 ck cc nes 274 11,831 11 674 42 1,208 322 13,713 
TOGRl——105S. ..400 eee cees 278 11,379 11 591 40 1,152 324 13,122 
fi ES |) 286 10,898 12 611 37 1 ,026 330 12,535 
TOCRI—198 1... ove cee es 292 10,869 13 592 36 852 333 12,313 
Enrollment—1960............. 275 30,489 1 31 42 4,589 318 35,109 
fo ESS |) 280 30,021 1 12 42 4,279 323 34,312 
Total—1058..... cece 277 29 ,381 7 (col. di.*) 558 44 4,137 324 34,076 
fie) oe |): rr 278 29 , 413 8 1,121 4: 4,065 325 34,599 
jig Co Lr 275 30,281 9 1,288 42 3,992 322 35,561 
Total—1955............... 279 30 , 256 9 1,250 43 3,889 327 35 , 395 
Total —1954 6. occ wes 285 29 ,067 11 1,599 43 3,581 334 34,247 
TOUBI-1008 ok oc ee eee 290 28 , 228 13 1,484 41 327) 337 32 , 983 
Total—1952.............. 302 27 , 839 15 1,621 38 2,919 347 32,379 
(oS 310 27 , 868 18 2,004 37 2,570 353 32,444 
Graduates—1960.............. 278 8,373 — — 40 907 315 9 , 280 
Total—1050. 2... ee ee 284 8,832 — — 41 892 321 9,724 
Total—I1058..........0.6- 275 8,725 8 (eol. di.*) 333 42 871 321 9,929 
Tota@l—1957 ... 6. kk cn ies 276 8,489 8 371 41 792 321 9 , 652 
Total—1956.............. 275 8,378 9 335 37 758 317 9,471 
Totel—l055........5.0005- 282 8,097 9 318 BY 4 622 324 9 ,037 
TPotal—-LO54... 6... cc ees cies 289 7, 841 1b; 397 35 584 330 8,812 
TOtal—-1068, .. «6 oe ee ee 293 8,217 14 506 36 504 335 9 , 227 
Total—1052... 0... cece 307 8,202 14 458 31 458 344 9,118 
Total—1951...........22. 300 8,285 16 534 27 415 332 9 , 234 
7 *Associated degree program eutahitehed 1959; college diplome date net meatal eumapanele ane 1 O58. 7 : “a 
RELIGIOUS, MEN AND NEGRO STUDENTS 
Religious Men Negroes 
Number Number Number Number Number Number 
0 0 0 0 0 of 
Schools Students Schools Students Schools Students 
eumetsovmeanis iainlinametiienel —— = er 3 seinen ee ee ee SS eee ee — 
TOTAL Admissions—060. ...........6060 cece ce aves “Ub 225(1) 42 142 79 126 
TOTAL Enrollment—1960....................2. 152 749(2) 5 335 131 331 
DOTA Graduates —1060..... 6.66 cc cae cede. 101 237(*) 21 61 64 94 
~ @) Includes 14 Brothers. ~~) Tineludes 84 Brothers. ee UC 
In Canada 
Admissions Enrollment Graduates 
No. of No. of No. of No. of No. of No. of 
Schools Students Schools Students Schools Students 
itl OS | a 83 4,012 85 10,234 84 2,704 
ESS Se ea ee een? 81 3,622 81 , 155 80 2,576 
MORIN ROIS 55. 5 cece pas 05.476 6 8 oop wee 86 3,663 86 9,147 82 2,487 
UREN oes Sp p oS ee ipsa scores 85 3,446 85 8,672 81 2,360 
MUIR MER IIBES Sic cok 55 sd Geto eee ve 83 3,399 83 8,371 78 2,344 
MMOMOR PEMD, 5. Gie-s 6 aos Ss va) oore es 82 3,155 82 8,029 77 2,203 
LN 82 3,015 82 7,749 Vir 4 2,327 
MMMM EME RNIOR oes a vein ose 9 008Gb yb oie 79 2,905 80 7,657 76 2,232 
ENN 2 ons 6 sigiele bs vk a boca 71 2,639 79 7,437 69 1,879 
IRE is oso ged n iwioveets as 























*Includes two Brothers. 
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IN THE BEGINNING of the academic 
year 1960-61, 318 state accred- 
ited Catholic schools of nursing in the 
United States reported an enrollment 
of 35,109 students. In the fall of 
1959 there were 323 schools with an 
enrollment of 34,312 students. The 
2.3 per cent increase in enrollment in 


Catholic Schools of Nursing 





by MARGARET M. FOLEY, R.N., M.S. 
Secretary e@ Conference of Catholic Schools of Nursing 


basic professional programs preparing 
for nursing was achieved despite the 
closing of four hospital diploma 
schools, one basic degree program and 
diploma programs in three colleges 
which will continue to offer the basic 
degree program. In addition, seven 
diploma programs and two degree pro- 


grams are in the process of closing, ad- 
mitting no students in 1960. Included 
in the 318 schools are four diploma 
programs, one associate degree pro- 
gram and two basic degree programs 
which have not yet graduated their 
first class. One of these basic degree 
programs is newly established in 1960. 

















TABLE 1. Catholic Schools of Nursing and N.L.N. Accreditation—1961 ‘)) 
1961 1960 
NLN Basic Degree Programs Diploma Programs*x Total Programs 
Accredi- Number | Per Cent} Per Cent 
tation of of ° 
Num-]| Per |Enroll-| Per |Num-| Per | Enroll-| Per |Num-| Per | Enroll-| Per | Schools | Schools | Enroll- 
ber | Cent | ment | Cent | ber | Cent | ment | Cent | ber | Cent | ment | Cent ment 
Full... 000. 27x | 64.3 |3,641] 79.3] 209 | 75.7|25,503] 83.6] 236] 74.2]/29,144] 83.0 221 68.4 78.4 
Deferred... T 2.5 723) 2.3 7] 22 723] 2.1 28 8.7 6.4 
None...... 15 35.7] 948] 20.7] 60 | 21.8] 4,294] 14.1] 75] 23.6] 5,242] 14.9 14 22.9 15.2 
TOTAL..| 42 | 100.0] 4,589 | 100.0 | 276 | 100.0 | 30,520/ 100.0] 318 | 100.0] 35,109/100.0/ 323 100.0 | 100.0 



























































Includes 22 programs approved for beginning preparation in public health nursing. 
Includes one associate degree program. 
(‘Enrollment date as of Fall, 1960; accreditation as of January, 1961. 
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Two schools reported for the first time 
in 1959 have amalgamated resulting 
in a decrease of one in the number of 
schools and the only newly established 
diploma school in 1960. A diploma 
school scheduled for opening in Jan- 
uary, 1961 is not listed in this issue of 
the Directory because no students were 














enrolled at the time the Directory went 
to press. 

The influence of full accreditation 
has increased in both diploma and 
basic degree programs (Table 1). 
Nearly three-fourths of the 318 schools 
are fully accredited by the National 


League for Nursing (238 or 74.2 per 
cent) and these schools account for 83 
per cent of all students enrolled in 
Catholic schools of nursing, 82.6 per 
cent of the 13,994 students admitted 
in the fall of 1960 and 82.9 per cent of 
the 1960 graduates. 


TABLE 2. State Accredited Catholic Schools of Nursing—United States, 1961 

































Basic Degree Diplomax Total 
United States and 
Puerto Rico No. of No. of No. of No. of No. of No. of 
Schools Students Schools Students Schools Students 
RAR 5:5 4 34:05 4s oieax 4 279 4 279 
MMU iscsi aly-ls redeie sis d otae 0 0 0 0 0 0 
DE 5c 6G cbs eeasniente 2 254 2 254 
ES eT ree 4 277 4 Q77 
SEIN © 5'n'a 06 10'9'p'0 9609-0 5% 2 252 7 747 9 999 
SIEDS 5 6 6 cro 40040 p08 d6% 1 102 4 328 5 430 
NS EE ECE 4 807 4 807 
NNER Y G0 a's oie wis'oiels ¥ eine 1 59 1 59 
ce PSS Pee re 2 313 2 313 
DEMERS coi ass eeu nie 6 oases 1 48 3 202 4 250 
RE 3 251 3 251 
SN G66 644 40s 40 ad 0S 1 114 1 114 
SEED Tau sics pon awees senate 1 62 1 62 
BRET is ots e'9'4 ni Sis '9-6 1 2 336 25 2,544 Q7 2,880 
REINER o:ss.0'219'eie's\eeeisivin'ig Ye 1 14 8 1,103 9 1,117 
BMS duis 5 5 5s 5 1014 6 499 0 9-9 910% 11 941 11 941 
MERE 5 5sissas 6600S 4s .0\eun 11 1716 11 7116 
Re REMS cic chs 6p ins bee oin'w'slate 1 96 5 458 6 554 
Er A 4 575 4 575 
NG 6c io p's 0 ule 2 221 2 221 
DABIVIANG. ccccccccccccscecs 2 102 4 510 6 612 
Massachusetts...........+-. 1 320 8 1,318 9 1,638 
RIUM os 'e'6'6:0'0m 660519 6 918 1 161 9 1,117 10 1,278 
Minnesota 3 366 5 856 8 1,222 
Mississippi 2 119 2 119 
gan ata 60S 3 212 5 672 8 884 
ES SE Pee eee eT 3 305 3 305 
Nebraska..... 1 53 4 484 5 537 
1” Se ry 0 0 0 0 0 0 
New Hampshire............ 1 56° 4 207 5 263 
DE MINDY 5 5.0.0's-4 610:3\0:0:s's10'10 1 163 11 1,320 12 1,483 
New Mexico 1 65 1 65 
Se PITRE oiaio' 19:0 6:0: sine 09 056 4 442 22 2,933 26 3,375 
North Carolina.........+.+6- 1 78 1 78 
PUOTE CRON. ec cccccerees 1 18 5 293 6 311 
DRC c Gals ancle neu awe 2 253 18 2,606 20 2,859 
UMAMURIMAR 6 :6\0 6.0's:0 0's-0 415 0'b-0'0 4 435 4 435 
SAMMONS cin bh i0\9 Sois.9:iere ater 1 132 2 162 3 294 
Pennsylvania............++. 4 365 22x 2,842 26 3,207 
PRUNE. 5 '<% v6 0.s'v59 0 s10 1 35 1 71 2 106 
Rhode Island...........+.4. 1 65 1 127 2 192 
South Carolina...........0.: 1 62 1 62 
South Dakota...........000+ 5 485 5 485 
MUOINED sic ''0'506's'0.0'0'0'6 6s a: 3 362 3 362 
DEMME ae, os ais pasion deca 2 221 8 477 10 698 
SO aia hia sah ols val sess 2 198 2 198 
MEE 35 cisinweisie 6 600104640 1 103 1 103 
MED in Gens s<0 ssn enveus 3 179 3 179 
MINIS 5 16.0:0'6 0 'swioeeaa eae 1 140 5 464 6 604 
LN Oe eee 6 498 6 498 
MUNI os ainss. yaaa oeere 2 324 10 1,174 12 1,498 
fe 0 0 0 0 0 0 
[| 5 a re se 42 4,589 276 30,520 318 35,109 




























«Includes one associate degree program with 31 students enrolled. 
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Only 309 of the schools admitted 
students in 1960, one less than in the 
preceding year. The number of stu- 
dents admitted, however, increased by 
three per cent. The 40 basic degree 
programs admitting students in 1960, 
representing only 13 per cent of the 
admitting institutions, are responsible 
for half of the gain in admissions. 

Graduates were reported by 315 
schools and the 9,280 graduates repre- 
sent a decrease of 4.6 per cent below 
1959. The decline is entirely within 
the diploma school group, with 40 de- 
gree programs showing a 1.7 per cent 
increase in graduates. 

The number of religious included in 
the reported admissions, graduates and 
enrollment is substantially unchanged 
since 1959. Of the 749 religious en- 
rolled in 152 schools in the fall of 
1960, 34.2 per cent are in basic degree 
programs as compared with 31.8 per 
cent in these programs in 1959. The 
number of men enrolled in the fall of 
1960, 335 in 56 schools, represents a 
slight gain. Negro student enrollment 
declined from 397 in 1959 to 331 this 
year. 

This year’s Directory identifies 62 
schools of practical nursing in 25 
states, the District of Columbia and 
Puerto Rico, with a total of 1,886 
students enrolled. This compares with 
59 schools and 1,699 students reported 
in the previous Directory. The number 
of institutions included in this issue 
of the Directory in the category of 
baccalaureate programs for graduate 
nurses has been reduced from 39 to 35. 
Enrollment in these schools in the fall 
of 1960 was 3,301 students of which 
32.6 per cent were enrolled full-time. 
Two hundred and seventy-five religious 
are included in this enrollment; 52.8 
per cent of the religious are enrolled 
in fully accredited programs. Bache- 
lor's degrees granted to registered 
nurses in 1960 totalled 742 as com- 
pared with 800 such degrees granted 
in 1959 (see Table 3). Data on en- 
rollment in master’s degree programs 
is reported in Table 4. Nearly two- 
thirds of the 440 students enrolled 
in graduate programs in nursing are 
studying on a full-time basis. Over 
one-fourth of the 440 students in mas- 
ter's degree programs in Catholic in- 
stitutions are religious (123 religious 
or 27.9 per cent). The majority of 
these religious are reported by two 
schools offering fully accredited mas- 
ter's degree programs (102 religious 
or 82.9 per cent). * 


DIRECTORY NUMBER 


TABLE 3. Baccalaureate Degree Programs for Graduate Nurses 

















Degrees Granted Enrollment 
1960 Fall 1960 
NLN Accredited Status, 
January 1961 Number | Number | Number | Number Per Cent 
of of B.S. ° fr) ° 
Schools | Degrees | Schools | Students | Enrollment 
Full Accreditation— 
with Public Health.... 10 420 10 1,897 57.5 
Full Accreditation....... 2 89 2 310 9.4 
ig © oon Public Health 
ursing Major....... 1 10 1 115 3.5 
No NLN Accreditation.. 24 223 23 979 29.6 
TOTAL SCHOOLS: 
1GGGe cecdvccese 36x 742 35x 3,301 100.0 
Total Schools: 
CCE rr 36 800 39 3,519 _ 























*Some colleges offer more than one program. 


TABLE 4. Master’s Degree Programs in Nursing—1960 














Number Degrees 
NLN Accredited Status ° Granted Enrollment 
Schools 1960 Fall 1960 
Full Accreditation..........ceeeceeees 2 155 292 
o NLN Accreditation.........-..e00. 4 148 55 
TOTAL SCHOOLS: 1960....... 6 440 210 
Total Schools: 1959........ 6 454 190 

















TABLE 5. Master’s Degree Programs: 1960 Graduates 
and 1960-61 Enrollment by Major Field of Study 




















Number Degrees 
Major Field of Granted Enrollment, 
Schools 1960 Fall, 1960 
Ad=ministration: 
hool of Nursing...........sssseeeee: 4 50 92 
Nursing Service.......ssseecccecececes 4 34 62 
MR edder er crdnchheceresecsnrneexes 1 2 a 
Teaching: 
In Schools of Nursing..........seeeee0 2 6 31 
Clinical Teaching..........sseeeeeeeess 2 17 63 
CRM occ nceudactiecewercuneadnnndes 1 1 oy 
Supervision: 
inical Supervision........cceeeeeeees 1 6 4 
Of Public Health Nursing Services....... 1 10 6 
Clinical Supervision and Teaching in: 
Medical-Surgical Nursing.........+++++- 2 26 77 
Maternal and Child Health............. 2 10 20 
Pediatric Nursing.........ssseeeeecees 1 sd 6 
Rehabilitation.........sssscccceeseees 1 2 2 
Cardiovascular........ssscesccccceeees 1 5 10 
Nurse Midwifery..........ssseeeeeees s Pe a 
Psychiatric-Mental Health Nursing....... 1 31 41 
Public Health Nursing.........-+see00- 1 7 12 
CRIs ccidewaccodvcssabodewnddane keee ée xe ae 
Other: 
EOE AMEE PECL TEE ACCT TT ee 1 3 3 
School Nurse Certificate.........+se000% 1 as 5 
TOQUE, 19OB ike cvccscvccctcvcecs 6 210 440 
WORE i ccsicdinve vcdvensinccces 6 190 453 

































SECTION IA. NURSING EDUCATION PROGRAMS IN THE UNITED STATES & P.R. 





Non-Collegiate Schools and Colleges Offering Diploma and Basic Degree Programs 











ALABAMA 
Montgomery 
Non-Collegiate Schools 4 
Student Census 279 
BIRMINGHAM 
Jefferson Co. Mob. 
St. Vincent @(1701b) 


2701 9th Court S. (5) 
Est. 1900 
Sr. Regina, D.C., R.N., B.S., 


Academic Relationships 


65 students 
f. 


Sacred Heart College Course 
Cullman 
Clinical Facilities 
Home Hospital Ax 200 beds 25 bass. B 
Charity Hospital (1701b) Ak+ Ped. 
ew Orleans, 
Hale Memorial Hospital Tb. 
Tuscaloosa 
De Paul Hospital (1701b) A Psych. 
ew Orleans, La. 
GADSDEN 
Etowah Co. Mob. 
Holy Name of Jesus @ (1601) 
Moragne Park ‘ 
Est. 1925 38 students 
Sr. Marie Humilita, M.S.B.T., R.N., Dir. 


Clinical Facilities 


Home Hospitalax 140 beds 20 bass. B 
Central Islip 4 Gophalae Psych. 
Central Islip, N. 


MOBILE 
Mobile Co. Mob. 
Providence @(1701b) 
156 N. Catherine St. (17) 
Est. 1902 


118 epee Ei.3 
Sr. Bernadette, D.C., R.N., M.A Dir. 


Academic callie 
Springhill College 


eae Facilities 


Course 


Home <_ 200 beds 35 bee, pS 
De Paul oe (1701b) A Psych. 
New Orleans, 
Gony Hospicala kt Ped. 
New Orleans, La. (1701b) 
MONTGOMERY 
Montgomery Co. Mob. 
St. Margaret’s (1701b) 
834 oe Ave. (4) 
Est 58 students E?.3 
Sr. Delphine, D.C., R.N., M.Ed., Dir. 


~ eae Facilities 


Home Hospital 235 beds 35 bass. B 
Gaasky Hospital (1701b) Ak+ Ped. 
ew 
De Paul Hospital (1701b) a 
New Orleans, La. 
Hale Memorial Hospital 
Tuscaloosa 


Psych. 
Tb. 








ARIZONA 
Phoenix 


Non-Collegiate Schools 2 


Student Census 254 





PHOENIX 
Maricopa Co. Tuc. 
oseph @ (1157) 
380 W Thomas Rd. 
a 1910 = students E!.? 
Sr. Helene Marie, S.M., R.N., B.S., Dir 


Clinical Facilities 


Home Hospitalak+ 339 beds 102 bas. B. 
Patton State Hospitala+ Psych 
San Bernardino, Calif. 


TUCSON 
Pima Co. Tuc. 
St, Mary"! (941a) 
St. Mary’s Road 


Est. 1914 60 students E? 
Sr. Bey Arthur, C.S.J., R.N., M.S., ir. 
Academic Relationships 


Extension Division, University 
of Arizona 


Course 


Clinical Facilities 
Home Hospitalax+ 300 beds 45 bass. Mg 











Veterans Hospita Art Psych. 
Brentwood, 
Pima County’ Public Health Dept. Pub. H 
ARKANSAS 
Little Rock 
Non-Collegiate Schools 4 
Student Census 277 
EL DORADO 
Union Co. Lm: 
Warner Brown (1161g) 
460 W. Oak Se. 

Est. 1921 51 students 
Sr. Clare Marie, R.S.M., R.N., M.S., Dir. 
Clinical Pacilitres 
Home Hospitala 155 beds 30 bass. B 

St. Louis University 


(Se. ‘be Ee Hospital) Ate? (531) Psych.; Ped. 


FORT SMITH 
Sebastian Co. Lak. 
St. Edward .Mercy (1161g) 


1411] Rogers Ave. 
Est. 1906 
Sr. Mary Kevin, R.S.M., R.N., B.S., 
Clinical Facilities 
Home Hospitala 225 beds 60 bass. B 


62 students 
Dir. 


St. Louis State Hospitala+ Psych. 
St. Louis, Mo. 
HOT SPRINGS 
Garland Co. eR. 
St. Joseph’s (1161g) 
— & Cedar Sts. 


Est 65 students E':* 
Sr. he | R.S.M., R.N., B.S., Dir. 


Clinical —. 
Home Hospitala 0 beds 30 bass. B 


sy Memorial Hospitet wry At Ped. 
St. Louis in ity 
(& » Tek ae Hospieal) (531) Ak+ Psych. 
LITTLE ROCK 

Pulaski Co. L. R. 
St. Vincent Infirmary ©(1201) 

Markham and University Avenue 

Est. 1906 99 students 
Sr. Mary Vincent, S.C.N., R.N., M.S., Dir. 





OIThis program is three academic years or 
27 months in length. 


. 


Academic Relationships 
Little Rock Junior College 


Clinical Facilities 
ene 5 Hos; A 315 beds 50 a 
tal 
Me a7 Little ‘Rock 


Course 











CALIFORNIA 
Sacramento 
Collegiate Schools 2 
Student Census 252 
Non-Collegiate Schools 7 
Student Census 747 
Collegiate 
LOS ANGELES 
Los Angeles Co. L. A. 
Mt. St. Mary’s Cotten 
Department of Ni orn. 
12 oe Chalon Road ring 
(941a) Est. 1950 
Sr. M. Taboos, C.S.J., R.N., M.S., Chm, 


Programs 
125 students E'.? 


Clinical Facilities 
St. John Hospital (1001 y 4 


Basic degree 


Santa Monica 5 beds 67 bass. B 
Daniel Freeman Hospital ahs seat 
Inglewood 5 beds 56 bass. B 


Brentwood Di ssssiaitnall Hosp. aAx+ Lire 
City Health Department . 


SAN FRANCISCO 


San Francisco Co. S. Fr. 
University of San Francisco P 

School of ay gar | oP.8. 

2130 Fulton Se. (17) 

(M 3g) Est. 1954 
Sr. Mary Beata, S.M., R.N., M.S., Dean 


Programs 
127 students E! 


Clinical Facilities 
St. Mary’s Hospital (1157) A 
= nf a a, 60 bass. 


Basic degree 


San Francisco Hospieala kt an 

Napa State Hospitala+ Psych 
‘mola 

Agnews State Hospitala+ Psych, 

San Francisco County Health Dept. Pub. H 


Contra Costa County Health Dept. Pub. H 
Martinez 


Non-Collegiate 


LOS ANGELES 
Los Angeles Co. 


L. A 
Queen of Angels™ @ (559) 
626 N. Coronado Terrace (26) 

Est. 1926 124 students E'? 
Mrs. Eva Stockonis, R.N., M.Ed., Dir. 
Academic Relationships 

Immaculate Heart College 

Loyola University 
Clinical Facilities 

Home Hospitalak+ 475 beds 113 bass. 


Course 
Course 


.P.D.; B 
L.A, Coungy Hospitala e+ Com. Dis. 
A. City Health Department Pub. H. 
Gicvasie V.N.A Pub. H. 
Veterans Hospitala + Pare 
Gotha eons ospitalA+ ed. 
St. E h Day Warseey ‘ell Child 
St. jJosentss Hospital (13 rae 
urbank Nsg. 


CThis pre gram is three academic years or 30 
months in length. 


For Key to Symbols and Abbreviations See Page 164 
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| aad Hospitala+ 


California 
St. Vincent’s @(1701b) 
262 South Lake St. (57) 

Fst. 1899 144 students 
Sr. Mercedes, D.C., R.N., M.S., Dir. 
Academic Relationships 
Loyola University Course 
Clinical Facilities 

H talAk+ 300 beds 40 bass. B 
Children eae Pes Akt Ped. 
Camarillo Stace aktee Psych. 
OAKLAND 

Alameda Co. S. Fr. 
Providence College of Nursing 
@ (1317a) 
390 — Ave. (9) 
Fst. 1904 as © sepdents E? 
Sr. ilizabeth Ann, F.C.S.P., R.N., M.H.A., Dir. 


Academic Relationships 


College of the Holy Names Course 


Clinical Facilities 


Home Bengiolé, 231 beds 28 bass. B 
Children’s Hospitala+ Ped. 
eek Peo Hospitalak+ Psych. 


erkeley 
Vision Naree Assoc. 


Pub. H. 

SAN DIEGO 
San Diego Co. Ss. D. 
@ (1157) 


Mercy 
5th ° — Sts. (3) 
me 
Sr. M - Ellen, S.M., R.N., B.S., 


Clinical Facilities 


Home Hospitalak+ 335 beds 90 bess. B 
Patton me meee a At Psych 
Quedelone Clinic (1505) 


97 students 
Dir. 


Bayside Social Center Well Chit 
SAN FRANCISCO 

San Francisco Co. S. Fr. 
Mary’s Help 4 (1701b) 


a Fase. St. (3) 
1912 80 students 
Sr. "4,9 D.C., R.N., M.A., Dir. 
Academic Relationships 


San Francisco City College Course 


Clinical Facilities 
Home Hospitalak + 169 beds 48 bass. 
P.D.; B 


San Francisco Hosp.axk+ Psych.; Comm. Dis. 


St. Joseph’s @ (559) 
399 Buena Vista Ave. (17) 

Est. 1921 107 students E! 
Helen C. Parsons, R.N., M.S., Dir. 
Clinical Facilities 
ome Hospitalak+ 215 beds 35 bass. B 


ia Franc ieetiees ~~ Feds 
ch.; Comm. Dis. 


SAN JOSE 

Santa Clara Co. S. Fr. 
O'Connor 4 (1701b) 

Forrest and Di Salvo Sts. (28) 

Est. 1898 80 students 
St. Anita, D.C., R.N., M.S., Dir. 


Academic Relationships 
University of Santa Clara 
Clinical Facilities 
275 beds 61 bass. B 
Tb 


lara County Hospitalaxk+ " 
State Hospi tala - Psych. 


DIRECTORY NUMBER 


Course 


Schools of Nursing—United States 


COLORADO 
Denver 


Collegiate Schools 1 
Student Census 102 


Non-Collegiate Schools 4 
Student Census 328 





Collegiate 


LORETTO 
Denver Co. Den. 


Loretto Heights College 


Division of Nursing @P.H. 
(2041) Est. 1948 
Margaret E. Metzger, R.N., MS., Dir. 


Programs 
102 students E? 
Clinical Facilities 
St. Anthony’s apr 250 beds 40 bass. B 


Basic degree 


Denver (517b 
St. Francis Hosp a * 517) At Ped. 
Colorado Springs 
ria Gast Hospitalakx + Tb. 
enve: 
*,. — HospitalaA Psych. 
pe. “Maria Clinic O.P.D. 
Denver 
Jefferson County Health Dept. Pub. H. 
Colorado Springs Day Nursery Well Child 
Non-Collegiate 
COLORADO SPRINGS 
El Paso Co. Den. 
Seton School of Nursing (1707) 


2215 N. Cascade 


Re-Est. 1959 
Sr. Mary Carolyn, S.C., R.N., M.A 


Academic Relationships 


v4 lepeaie: Es 
ir. 


Colorado College Course 
Clinical Facilities 
ers Hospital 
(17 axt 1 beds 40 bans. he 
St. Mew s , (531) ine Psych. 
St. Louis, Mo. 
DENVER 
Denver Co. Den. 
Mercy (116le) 
1630 Fillmore St. (6) 
Est. 1902 96 students E':?.3 
Sr. Maureen, R.S.M., R.N., B.S., Dir. 
Clinical Facilities 


Home Hospitalak+ 250 beds 30 bass. B 


Fitzsimons on Hospitalak+ oun: 
Ave Maria Clin: 
Mercy Hospital ie s161e) A Rural 
Durango 
St. oseph’s (1001) 
F - tanklin Street (18) ¢ 
Est. 1900 113  — _ 8 
Sr. Eugene Teresa, S.C.L., R.N., Dir. 
Clinical Facilities 


Home Hos; pital e+ 381 beds 60 bass 
Coprate Se ospitala + 3 Z 


Children’s Hospital A+ 
Ave Maria Clinic 





Comm. Dis.; Ped. 
Pub. H. 


PUEBLO 
Pueblo Co. Pb. 


St. Mary-Corwin 4 (1707) 
Lake and Minnequa Aves. 
Est. 1948 84 students E'.2.3 

Sr. Beatrix, S.C., R.N., M.S., Dir. 


Clinical Facilities 


St. Mary-Corwin Hospitalak+ 
(1707) 450 beds 65 bass. B 
Colorado State Hospitala+ Psych. 





Delaware 





CONNECTICUT 
Hartford 
Non-Collegiate Schools 4 
Student Census 807 
BRIDGEPORT 
Fairfield Co. Bri. 


St. Vincent's 
2820 Main St. (6) 


4 (1701a) 


Est. 1908 159 students 
Sr. Mary Louis, D.C., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitalax+ 368 beds 60 bass. B 
Seton Institute * eae At Psych. 

Baltimore, M 
Laurel Heights Hospitala+ Tb.; Rehab. 
belton 
HARTFORD 
Hartford Co. Hart. 
St. Francis @ (919a) 


340 Collins Se. (5) 
= 1899 
Sr. M. Gertrude, C.S.S.J., R.N., 
Clinical Facilities 


Home Hospitalak+ 595 beds 85 be » 
Norwich State Hospitala+ 
ave 


307 an Et 


Institute of LivingA+ 
St. Joseph’s College (1137) 





NEW HAVEN 

New Haven Co. Hart. 
St. Raphael (1703) 

1450 Chapel St. (11) 

Est. 1908 163 mnie E12 
Sr. Jean Vincent, S.C., R.N., Dir 


Clinical Pacilities 
Home Hospitalax+ 370 beds 60 bass. 
O.P.D.; B 


Institute of Living A+ Psych. 
artfo: 
Cedarcrest Sa SanitariumA+ Rehab.; Tb. 
ewin 
Gesell Toadente of Child 
Development Well Child 
WATERBURY 
New Haven Co. Hart. 
St. Mary’s (919a) 
56 Franklin St. (6) ¢ 
Est. 1909 176 students 
Sr. Se. Catherine, S.S.J., R.N., M.S., Dir. 


—— Facilities 


Home Hospitalax+ 347 beds 57 bass. B 
Fairfield State Hospitala+ Psych, 











Newtown 
DELAWARE 
Dover 

Non-Collegiate Schools 1 
Student Census 59 
WILMINGTON 

New Castle Co. Wil. 
St. Francis @ (505b) 

7th and Clayton Ses. (5) 

Est. 1924 59 students 
Sr. M. Bernardita, O.S.F., R.N., M.S., Dir. 
Clinical Facilities 

115 beds 20 bass. B 
Children's Hooptalat Ped. 
ital ch, 

se Flzabet Hospiealte+ ™ 
171 





District of Columbia 


DISTRICT OF COLUMBIA 





Washington 
Collegiate Schools 2 
Student Census 313 
WASHINGTON Wash. 
Catholic University of America »M 


School of Nursing 
ret Brookland Ave., N.E. (17) 
( 


1) Est. 1932 
Sr. Charles Marie, C.C.V.I.. R.N., M.S., Dean 
Mrs. Mary Walsh, R.N., MS., Dir. 


Programs 
94 students E! 


Clinical Facilities 
Providence Hospital 350 beds 50 bass. B 


Basic degree 





170la) Ak+ 
St. (Hiicabodts Hospital& + Psych. 
Glenn Dale Hospitala Tb. 

Glenn Dale, 
Visiting Nurse Ass’n. Pub. H 
Georgetown University M 
School of Nursing @P.H. 
wie Road, N.W. (7) 1903 
Sr. "Eadbiocn Mary, S.C.N., R.N., M. ¢ ” Goan 


Programs 
219 students E'? 
Clinical Pacilities 


Georgetown wd seat 365 beds 60 bass. B 
(1201) A* 


Basic degree 











Walter Reed ie Hospitalak+ Psych. 
D.C. General Hosplslane Ped. 
Glenn Dale Hospitala 

Glenn Dale, Md. 

The Visiting Nurse Assoc. Pub. H. 
FLORIDA 
Tallahassee 

Collegiate Schools 1 
Student Census 48 
Non-Collegiate Schools 3 
Student Census 202 
Collegiate 
MIAMI 

Dade Co. Miami 
Barry College Ss 

Department of Nurs: 

11300 N.E. 2nd yom nf 38) 

(427) Est. 1953 


Sr. Loretta Michael, O.P., R.N., M.S., Dir. 


Programs 
- 48 students E! 


Clinical Facilities 
St. Francis Hospital 4g beds 50 bass. 


Basic degree 


i Beach (503) & O.P.D. 

Variety “Children's Hoatiak Ped. 
South Florida State HospitalaA Psych 

Hollywood 
Dade County Health Department Pub. H. 
Non-Collegiate 
JACKSONVILLE 

Duval Co. St. A 
St. Vincent @ (1701a) 


1851 King St. (4) 

Est. 1916 127 students 
Sr. Celeste, D.C., R.N., M.S., Dir. 
DGeorgetown University School of Medicine, 

Washington, D.C. 





Schools of Nursing—United States 


Clinical Facilities 
Home Hospitalak+ 365 beds 60 bass. B 


Seton Institute (170la) A+ Psych. 
jaltimore, . 
W. T. Edwards Hospitala Tb. 
Tallahassee 
PENSACOLA 
Escambia Co. Mob. 
Sacred Heart 4 (1701a) 


912 N. 12th Avenue 
Est. 1915 62 students 
Sr. Bertilla, D.C., R.N., M.S., Dir. 


Academic Relationships 


Pensacola Junior College Course 
ct Facilities 
Home Hospital 156 beds B 
Chasty Hospial ASo1b) ake Ob.; Ped. 
ew 
DePaul Hospital (1701b) & Psych. 
New Orleans, La. 
Escambia County Health Center Pub. H. 
WEST PALM BEACH 
Palm Beach Co. St. A. 
St. Mary’s ZO (503) 
900-49th St. 
Est. 1950 


13 students!) 
Sr. Dorothy Marie, O.S.F., R.N., B.S., P 


Clinical Facilities 


Home Hospital Axk+ 250 beds 33 hess. M4 

Florida State Hospital Psych 
Chattahoochee 

S.E. Florida Tuberculosis Hospitalak+ Tb. 
Lantana 

Crippled Children’s Society 


Ortho. 
Rosarian Academy (427) Well Child 








GEORGIA 
Atlanta 


Non-Collegiate Schools 3 
Student Census 251 





ATLANTA 
Fulton Co. Acl. 


St. Joseph’s @(116la) 
265 Ivy St., N.E. (3) 

Est. 1900 2 emeee E2 

r. M. Incarnata, R.S.M., R.N., M.S Dir. 


Clinical a 


Home Hos; ‘Hospa Ax+ beds 40 bass. B 
Charity spital (1701b) ane Ped. 
New Orleans, La. 
Seton Institute (1701) a+ Psych. 
jaltimore, Md. 
Veteran’s Hospitala+ Tb. 
Oteen, N.C. 
COLUMBUS 
Muscogee Co. Sav. 
St. Francis (509) 
Woodruff Road and Expressway 
Est. 1959 


27 students 
Sr. M. Paula, O.S.F., R.N., M.S., Dir. 


Academic Relationships 
Columbus Junior College 


Clinical “eo 
Home Hospitala 14 Is 25 bass. 
University peoaaels Hillman chen 2, Bed 
Birmingham, 
St. Francis Hospital (509) Ak+ Psych. 
Pittsburgh, Pa. 


Course 





[Program to be discontinued with the gradu- 
ation of Class of 1961. 


Illinois 


SAVANNAH 
Chatham Co. Sav, 
St. Joseph’s 1161 
322 Eee Taylor St. 4° . 
72 students 


Est. 1902 
Sr. M. Bonaventure, R.S.M., R.N., M.S., Dir. 


Clinical Facilities 


Home HospitalaA 112 beds 22 bass. B 

Charity Hospical (1701b) Ak + Ped, 
New Orleans, La. 

St. Francis Horpieal (509) Axk+ 











Psych. 
Pittsburgh, Pa. 
Veterans Hospitala+ Tb. 
Oteen, N.C. 
HAWAII 
Honolulu 
Non-Collegiate Schools 1 
Student Census 114 
HONOLULU T.H. 
St. Franc: @ (567a) 
2260 Liliha St. (17) 
Est. 1929 114 students 
Mrs. Hazel Kim, R.N., B.S., Dir. 


Clinical Facilities 
Home Hospitalax+ 225 beds 24 bass. 











.P.D.; Pub. H.; 
Hawaii State Hospitala+ Psych. 
Kaneohe, Hawati 
Leahi Hospitala+ Tb. 
IDAHO 
Boise 
Non-Collegiate Schools 1 
Student Census 62 
BOISE 
Ada Co. B. 
St. Alphonsus @ (705c) 
341 Washington 
Est. 1906 62 students 
Sr. M. Raphael, C.S.C., R.N., M.S., Dir. 
Clinical —r 
Home Hospitala beds 24 bass. B 


St. Francis Hospital (san age Ped.; Psych. 
“ Wichita, Kans 











Tuberculosis Hospital a Tb. 

Gooding 

ILLINOIS 
Springfield 

Collegiate Schools 2 
Student Census 336 
Non-Collegiate Schools 25 
Student Census 2544 
Collegiate 
CHICAGO 

Cook Co. Chic. 
Loyola pepe C 

hool of Ni oP.H. 


820 N. a ens _— (11) 


(M 3a)0 
Gladys Kiniery, R.N., M.S., 


Programs 
195 students E'? 


Est. 1935 
Dean 


Basic degree 


For Key to Symbols and Abbreviations See Page 164 
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Illinois 


Clinical Facilities 
St. Francis Hopinlakt 359 beds 74 bass. B 
Evanston ( 72) 
Lewis Memorial Maternity Heaplenla#(1317¢) 


Hospitalaxk+ 
ahammar E.E.N.T.; Med.; Ped. 
ch.; Tb. 


Voqeens Hospitala+ ’ Psy 08 
i NA Pub. H. 
chicas V.N. Health Dept. Pub. H. 
Saint Xavier College Cc 
School of Nursing or 
10304 oy Central Park Ave. (43) 
(116 Est. 1934 
Sr. oe ,-— R.S.M., R.N., M.S., Dir. 
Programs 
Basic degree 141 students E':? 


Clinical Facilities 


Mercy Hospitalak+0 402 beds 40 bass. 
Chicago (1161b) O.P.D.; B 
Mercyvi! - anitarium (1161b) Psych. 


Visiting. ‘Nurses’ Assoc. Pub. H. 
Cook County, Dept. of Public Health Pa. H. 


Non-Collegiate 
ALTON 
Madison Co. Spfd. 
St. Joseph’s 4 (1701b) 
915 Hd to St. 
Est. 96 gnten Pa 
Sr. Mitdeed Mary, D.C., R.N,. M.Ed. Dir. 
Clinical Facilities 


Home HospitalA 165 beds 40 bass. B 
Glennon Memorial Hospital (531) A+ Ped. 


St. Louis, Mo. 
St. Vincent’s Hospital (1701b) A Psych. 
St. Louis, Mo. 


AURORA 
Kane Co. Rock. 
St. Charles @ (559) 
400 New York St. 

Est. 1922 57 students 
Sr. M. Juliana, O.S.F., R.N., M.S., Dir. 
Academic Relationships 
Joupes Junior College Course 

le 


Clinical Facilities 
Home HospitalA 125 beds 28 bass. B 
kk —— Hospitalak+ Ped. 
ch. 
Weil Chiti 


Elgin S 1 
or 
St. Joseph Mer 1161b 
ai Nake g o< ) 
58 students"! 
Dir. 


Sr. 7 a R.S.M., R.N., M.S., 


Academic Relationships 
St. Xavier College Course 
icago 
Clinical Facilities 


Home Hospitala 106 beds 28 ban. z, 
Csree’s emorial Hospitala+ 
bicago 
fle Sanitarium (1161b) Psych. 

—— Tb. Sanatoriuma+ Tb. 
Nursery'¢ School Well Child 
BLOOMINGTON 

McLean Co. Peo. 
St. Joseph’s (511) 

6145S. ‘Mores Ave. 

oe Pt 19 68 students E* 

e. Mary. Teale. O.S.F., R.N., B.S., Dir. 

Academic Relationships 

Illinois State Normal University Course 

Normal 


Clinical Facilities 


Home Hospitala 225 beds 25 bass. B 
Peoria State Hospitala Psych. 
County Pub. Health Assoc. Pub. H. 


CHICAGO 
_Cook Co. Chic. 
OStritch School of Medicine of Loyola Uni- 
versity, Chicago. Ulinois. 


"Program to be discontinued with the gradua- 
tion of Class of 1963. 


DIRECTORY NUMBER 





Schools of Nursing—United States 


Alexian Brothers™ @(M la) 
2331 —— Lakewood Ave. (14) 
Est 144 students E':2.8 
Brother ; Wilson, C.F.A., R.N., MS. 
rr. 


Academic Relationships 


De Paul University Course 
Clinical Facilities 
Home Hospitala+ 250 beds B 


Alexian Brothers Hospital (Mla) A Psych. 
St. Louis, 


St. Anne’s Hospical (70la) Ak+ Ob. 
Municipal Tb. Sanatoriuma+ Tb. 
Children’s Memorial Hospiala® Ped. 
St. Francis Hospital (517a)Ak+ Ped. 
Evanston 
Columbus (1501a) 
2520 Ne. Lakeview Ave. (14) 
Est. 1907 79 students E!.? 
Mary J. Pierce, R.N., M.S., Dir. 


Academic Relationships 
De Paul University Course 
Clinical Facilities 
Home Hospitalak+ 400 beds 42 bass. B 


Cook Co Hospital Ped.; Psych.; 

oP Cae Comm. Dis. 

St. Anne’s @(701a) 
4950 W. Thomas St. (41) 

- 1903 114 students E* 


Sr. M. Stephen, P.H.J.C., R.N., M.Ed., Dir. 
Academic Relationships 
Loyola University Course 


Clinical Facilities 


Home Hospitalax+ 317 beds 79 bass. B 
heyy ospitala + Tb. 


mt Sanitarium (1161b) Psych. 
urora 
St. Anthony de Padua (559) 
2875 W. 19th St. (23) 
Est. 1920 


63 students E? 
Anna Sabara, R.N., Dir. 


Academic Relationships 
Crane Junior College Course 
Clinical Facilities 
Home Hospital 215 beds 27 bass. B 
Psych. 


Veterans HospitalA 
own 
Venue Hospitala+ Tb. 
Hines 
Cook County Hospitalak+ Ped. 
St. Bernard’ 4 (907c) 
gg — Ave. (21) 

Est. 88 students E' 
Sr. td. R.H.S.J., R.N., M.S., Dir. 
Academic Relationships 
Loyola University Course 
Clinical Facilities 
Home Hospitalakx+ 189 beds 42 bass. B 
Veterans Hospitala+ Tb.; Psych. 

mes 


St. Elizabeth’s (701a) 
1431 North Claremont Ave. (22) 

Est. 1914 134 students E? 
Sr. M. Margaritis, P.H.J.C., R.N., M.Ed., Dir. 
Academic Relationships 
Loyola University Course 


Clinical Facilities 
Home Mosntesle +. 316 beds 50 bass. B 


Chicago oepieal A (3 
Municipal Tuberculosis Sanitoriuma+ Tb. 


St. h 1701b 
toy ae Burling St. (14) o¢ ) 


Est. 1893 105 students E? 
Sr. Juliana, D.C., R.N., M.S., Dir. 


[3§$chool admits only men students. 





Illinois 


Academic Relationships 
De Paul University Course 


Clinical Facilities 


Home Hospitalax+0 220 beds 30 pene. 


O.P. 
St. Vincent's Hospital (1701b ‘h. 
St. Louis, "gg ‘ va 7 


De Paul Settlement & Well Child 
Day Nursery (1701b) 
St. Maey of Nazareth @ (713a) 


eer a Blvd. (22) 
Est. 162 students E'.2 
Sr. M. yo C.S.F.N., R.N., M.S., Dir. 


Academic Relationships 


De Lourdes College Course 
Des Plaines 
Clinical Facilities 
Home Hospitalaxk+ 264 beds 37 bass. B 
Mercyville Sanitarium (1161b) Psych, 
Aurora 
DANVILLE 
Vermilion Co. Peo. 
St. Elizabeth’s (559) 
602 Green St. 

Est. 1920 33 students 
Mrs. Donna Grieco, R.N., M.S., Dir. 
Academic Relationships 
Danville Junior College Course 
a Facilities 
Home Hospita 250 beds 35 bass. B 
St. Pn os (S11) Ak+ Ped. 
Elgin State Hospital+ Psych. 





EVANSTON (Chicago) 


Cook Co. Chic. 
St. Francis @ (517a) 
319 Ridge Ave. 

Est. 1918 157 students E! 
Kathryn Gardner, R.N., M.S., Act’g Dir. 
Academic Relationships 
Loyola University Course 
Clinical Facilities 


Home Hos ical A+’ 
bay ospitala 


Down 
Subgiben” Cook County Hospitala+ Tb. 


Hinsdale 
St. Matthew's Nursery School Well Child 


396 beds 60 bass. B 
Psych. 


EVERGREEN PARK (Chicago) 
Cook Co. 


Little Company of Mary 


4 (1103a) 
sag! etek Sth Se. (42) 


152 students E' 


po, M. Hilton, R.N., M.A., Dir. 
Academic Relationships 
St. Xavier College Course 
Clinical Facilities 


Home Hospitalak+ o* beds 95 bass. » 


Jacksonville State Hospital ch. 
Contagious Disease Hospitala+ Comm. Dis. 
Chicago 
JOLIET 
Will Co. J. 
(559) 


SBN 
: 8 North Broadway St. 
79 students E'.? 


Sr. ML. Priscilla, O.S.F., R.N., M.Ed., Dir. 


Academic Relationships 
ope. of St. Francis Course 


Clinical Facilities 
Home Hospitala+ 


Affiliation 


KANKAKEE 
Kankakee Co. J. 


O Stritch School of Medicine of Loyola Uni- 


versity, Chicago, Illinois. 
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Illinois 


©(1113a) 


St. Mary’s 
= S. Fourth Ave. 
81 ere E 


1922 
Sr. Mary Bernardine, S.S.C.M., R.N., B.S., 
Clinical Facilities 
Home HospitalA 278 beds 40 bass. B 
Affiliation Psych. 





OAK PARK (Chicago) 





Cook Co. Chic. 
Oak Park (1163) 
525 Wisconsin Ave. 

Est. 1906 83 students 
Sr. Se. Giselle, s.m., R.N., M.S., Dir. 
Academic Relationships 
Lorols University Course 

bicago 
Clinical Facilities 
H Hospitala*® 250 beds 60 bass. B 
Children’s emorial Hospitala+ Ped. 
Chicago 
Elgin State Hospital+ Psych. 
PEORIA 
Peoria Co. Peo. 
St. Francis @ (511) 
211 Greenleaf St. (4) 
my 1915 tg : a E},2.8 
. M. Corona, O.S.F., R.N., M.S., Dir. 
Academic Relationships 
Bradley University Course 
Clinical Facilities 
Home Hospitalak+ 600 beds 93 bass. B 
Peoria State HospitalA Psych. 
Visiting Nurse Assoc. Pub. H. 
QUINCY 
Adams Co. Spfd. 
Se. Mary s (527a) 
1400 Broadway 
Est. 1929 85 students E* 
Sr. M. Lucy, S.F.P., R.N., M.S., Dir. 
Academic Relationships 
Quincy College Course 
Clinical Facilities 
Home Fipaptenl 200 beds 30 bass. B 
Illinois School Psychiatry Psych. 
Municipal Tuberculosis SanitoriumaA+ Tb, 
hicago 
ROCKFORD 
Winnebago Co. Rock. 
St. Anthony’s (511) 
1411 Ease State Se. 
Est. 1915 131 students E? 
Sr. Mary Linus, O.S.F., R.N., M. be Dir. 


Clinical Facilities 
Home Hospitalak+ 219 beds 60 bass. B 


ROCK ISLAND 
Rock Island Co. Peo. 
St. Anthony’s @ (553) 
767—30th St. 
Est. 1899 - aes Et.2 
Sr. Mary Dolores, O.S.F., R.N., Dir. 
Academic Saacteliiise 
St. Ambrose College Course 
Davenport, lowa 
Clinical ge 
Home HospitalaA 0 beds 36 bass. B 
Mercyville A (11éib) Psych. 


Aurora 





Schools of Nursing—United States 


SPRINGFIELD 
Sangamon Co. Spfd. 
St. John’s @ (519a) 
821 East Mason St. 

Est. 1886 217 students E!:2.3 
Sr. M. Francis, O.S.F., R.N., Ph.D., Dir. 
Academie Relationships 
Quis College Course 

Quincy 
Clinical Facilities 

Home HospitalA 686 beds 54 bass. Psych.; B 
ee State Hospital Psych i 
John’s Sanatorium (519a)A Tb. 

URBANA 
Champaign Co. Peo. 
@ (1113a) 


Mercy 
1405-1407 W. Park St. 











Est. 1928 54 students E!.2 
Sr. Edmund Marie, S.S.C.M., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitala 116 beds 25 bass. B 
Anna State Hospital Psych. 
Children’s Memorial Hospitala+ ed. 

Chicago 
Air Force Base Hospitala O.P.D. 

Chanute 
WAUKEGAN 

Lake Co. Chic. 
St. Therese’s @ (709a) 

mo — St. 

Est. 19 81 students E!.2 
Sr. pm S.Sp.S., R.N., M.S., Dir. 
Clinical Facilities 

Home a Hopltalat 285 beds 30 bass. B 
vans ospitalA Psych. 
sataeet Tuberculosis SanitoriumaA+ Tb. 
Washes Comacaien Beet 

aukegan Commu. ay Nurse: 

an a Well Child 
INDIANA 
Indianapolis 

Collegiate Schools 1 
Student Census 14 
Non- -Collegiate Schools 8 
Student Census 1103 
Collegiate 
NOTRE DAME 

St. Joseph Co. Fe W. 
Saint Mary’s College Cc 

Department of Nursing Z 


Notre Dame P 
( Est. 1935 
Sr. M. Bartholomew, C.S.C., R.N., M.S., Chm. 


Programs 
14 students!) 


Clinical Facilities 


St. Joseph Hospital 258 beds 46 bass. B 
South Bend (705b) Ax 


Basic degree 


Riley H Ped. 
‘iden “a 

Our Lady of Peace Hospital(1201)4 Psych. 

Healtherie Hecpital a+ Tb 
ealthwin Hospita’ % 
South Bend " 

Non-Collegiate 

EVANSVILLE 
Vanderburgh Co. Evan. 





[]Program to be Pecontianed with the gradu- 
ation of Class of 1962. 


a 
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Indiana 


St. Mary’s @ (1701b) 
800 St. Mary’s Drive (15) 
Est. 1894 180 students 
Sr. Catherine, D.C., R.N., M.S., Dir, 


Clinical Facilities 


one Howpitalak, erst ge 45 bass. B 
t. icent’s A Psych, 
P St. Lows, Mons at 
unnyside Sanatorium ; 
Isdlenapolie be 
FORT WAYNE 
Allen Co. Fe. W. 
Se, (70la 
Sa Berry St. (9) ) 
Fae 19 95 students 
Sr. M. Theodorite, P.H.J.C., R.N., M.S., Dir, 
Academic Relationships 
Purdue Center, St. Francis College Course 
Clinical Facilities 
Home Hospitalax+ 260 beds 40 bass, 
Comm. Dis.; B 
Beatty Memorial Hospital+ Psych, 
Westville 
Irene Byron Hospitala Tb. 
GARY 
Lake Co. Gary 
St. Mary Mercy (701a) 
540 — St. (3) 

Est. ” students E23 
Mrs. yl Riblon, R.N., M.A., Dir. 
Academic Relationships 
St. Joseph’s College—Calumet Center Course 


Hast Chicago 
Clinical Facilities 

Home Hospicalag, 
Beatty Memorial Hospital+ 


Westville 
Municipal Tuberculosis San.A+ 


Tb. 

Chicago, lil. 
HAMMOND 

Lake Co. Gary 
St. Mar @ (5174) 

30 Clinon 7. (1) 

Est. 1919 72 students E* 
Sr. M. Huberta, O.S.F., R.N., M.S., Dir. 


Academic Relationships 


o. Dae College Course 
ollegeville 
Clinical Facilities 
ipme Hos pial 420 beds 80 bass. B 
estville lospita’ ch. 
Manicipal ‘Tuberculosis SanitoriumaA+ _ ‘Tb. 
Chicago, Il. 
INDIANAPOLIS 
Marion Co. ind. 
St. Vincent’s  (1701b) 


= pei _ Creek Blvd. (7) 
126 students F* 
se’ Virviois, D.C., R.N., M.A., Dir. 


Academic Relationships 
Marian College Course 
Clinical Facilities , 
Home Hospitala 300 beds 50 bass. 
ev incest tal (1701b) & Psych. 


+ H 
Sunnyside Sanatoriuma+ Comm. Dis.; Tb. 





LAFAYETTE 
Tippecanoe Co. Lft. 
St. Elizabeth @ (5174) 


1508 _ St. 
Est. 190 
Sr. M. 


115 students E?* 
a O.S.F., R.N., M.S., . 
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294 beds 65 bass. B 
sych, 











ee 
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Indiana 


Clinical Facilities 
Home Hospitalax+ 312 beds 38 home. 2 


sport State Hospital+ sych. 
— Hospitala + Tb. 
Indianapolis 
SOUTH BEND 
St. Joseph Co. Fe W. 


Holy Cross Central S. of * (705b) 
. 410 .N. Notre Dame Ave. (22 
159 students E? 


Est. 1950 
St. M. Nicholas, C.S.C., R.N., M.S., Dir. 
Clinical Facilities 


St. Joseph Hospital 258 beds 44 bass. B 
South Bend (705b) Ak+* 

St. John Hickey cea 270 beds 40 bass. B 
Anderson (705b) A 

St. Joseph’s Memorial 
Kokomo (935) & 


Our Saviour Hospital 
Jacksonville, Ill. (705b 


St. Mary protet (705b) A 124 beds 20 bass. 


220 beds 30 bass. B 
oe beds 15 bass. B 











Cairo, Rural Health 
Riley Hospital+ Ped. 
Indianapolis 
Our Lady of Peace Hospital (1201)A Psych. 
Louisville, Ky. 
Madison State Hospital Psych. 
Glennon Memorial Hospital (531) A+ Ped. 
St. Louis, Mo. 
TERRE HAUTE 
Vigo Co. Ind. 
St. Anthony @ (517a) 
1021 mae 4 6th St. 

Est. 1918 has students 
Sr. M: Alvera, O.S.F., R.N., M.A Dir. 
Academic Relationships 
Indiana State Teachers College Course 
Clinical — 

Home ie, A 0 beds 25 bass. B 
- ¥ - eee Hospital Gaiae " 
rt fod Hospital + Psych. 
Logansport yey Pub) i. 
1OWA 
Des Moines 

Non-Collegiate Schools 11 
Student Census 941 
BURLINGTON 

Des Moines Co. Dav. 
Mercy (539) 

610 N. - St. 

Est. 19 


68 students E!.2.3 
Sr. My — O.S.F., R.N., M.S., Dir. 


Clinical “or 


Home Hospital a 5 beds 15 bass. B 
Gignnca 2. moral Stasi ? 531) At Ped. 
St. ‘Bernard Hos ital (1161 h. 
Council B a ( e) Psyc 
CEDAR RAPIDS 
Linn Co. Dub. 
Mercy 112 
610 8th St., S.E. o( " 
Est. 1904 112 students 


St. Mary Maureen, R.S.M., R.N., M.S., Dir. 
Clinical Facilities 
a Hospitalax 320 beds 48 bass. 


St. Joseph's Hospital (517b)Ak+ Psych 
" s ta e 
Omaha, | ant - 





DIRECTORY NUMBER 


Schools of Nursing—United States 


COUNCIL BLUFFS 


Pottawattamie Co. 


D. M. 
Mercy @(116le) 
420 - Washington Ave. 
Est. 1896 "6 pon E}.3 
Sr. Mary Carol, R.S.M., R.N., B.S., Dir. 
Academic Relationships 


Coofghepe University 
Omaba, Neb. 
Clinical Facilities 
Home Hos italaA +O 185 beds 20 bass. B 
= ames ane Hospital at ' sych. 
t. James anage Nurse: e 
ta 7 CTS chita 


Course 


DAVENPORT 
Scott Co. Dav. 
Mercy $ (1161b) 
2322 Marquette St. 

Est. 1895 123 ao Et.2 
Sr. Mary Brigid, R.S.M., R.N., Dir. 
Academic ose 
St. Ambrose College Course 


Clinical Facilities 
Home Hospitala 330 beds 50 bese. Pp 


Mercyville Sanitarium (1161b) sych. 
Aurora, Ill, 
DES MOINES 
Polk Co. D. M. 
Mercy 4 (116le) 
1165 West Fifth Ave. (14) 
Est. 1899 108 in 


Sr. Mary Timothea, R.S.M., R.N., Dir. 
Academic Relationships 
Drake University 
Clinical Facilities 
Home Hospitalax+ 260 beds 40 bass. 


Course 


St. Bernard’s Hospital (116le) 2 
Council Bluffs 

DUBUQUE 
Dubuque Co. Dub. 

St. Joseph Mer 4 (1161) 
ph mony” Pose sie 4 Se. 

Est. 1900 we — E! 
Sr. Mary Rose., R.S.M., R.N., Dir. 
Academie Senin 
Loras College Course 


Clinical Facilities 


Home HospitalaA 225 beds 35 bee 


h Sanitari 1161f sych. 
Sindee? Benntold me rem Well 6 Si 
IOWA CITY 

Johnson Co. Dav. 
@ (1161b) 


Mercy 

214 N. Van Buren St. 

Est. 1914 73 students 
Sr. Mary Annetta, R.S.M., R.N., M.S., Dir. 

Academic Relationships 

St. Ambrose College 

Davenport 

et Facilities 


Home HospitalaA 221 beds 29 bass. > 
Mercyville en (1161b) Psych 
Aurora, Ii. 


Course 


MASON CITY 
Cerro Gordo Co. Dub, 
St. Joseph Mercy (1161f) 


101 S. a 
Est. 1916 57 students 
Sr. M. Rosellen, R.S.M., R.N., M.S., Dir. 


OCreighton hot aa School of Medicine, 
Omaha, Nebraska. 





Academic Relationships 
Mason City Junior College 


Course 
Clinical Facilities 
Home Hospitala 288 beds 30 bass. 


St. Joseph Sanitarium (1161f) Ri 
Dubuque 
OTTUMWA 
Wapello Co. Dav. 
St. Joseph (1108) 
ae a Ash Street 
Est. 1914 ad students 
Sr. Tes Suzanne, C.H.M., R.N., M.S Dir. 
Academie Relationships 
Ottumwa Heights College Course 
Clinical — 
Home Hospitala 5 beds 20 bass. B 
St. Joseph Sanitarium (6le) Psych, 
ubuque 
SIOUX CITY 
Woodbury Co. 8. C 
St. Jose eoph —,., @(1161f) 
2217 urt Se. 
Est. 1902 99 sr gg E28 
Sr. Elizabeth Mary, R.S.M., R.N., Dir. 


Clinical Pacilities 


Home Hospitala 450 beds 50 bass. B 
O.P.D.; Ortho; Psych. 











St. Vincent 4 (213) 
621 Jennings St. (4) 

Est. 1910 68 students E* 
Sr. Mary Paul, O.S.B., R.N., M.S., Dir. 
Clinical Facilities 

Home Hos 4 Ho 160 beds 20 bass. 
St. Bernar © eee (116le) Pace 
Council B 
City Public Hesich Dept. Pub. H. 
KANSAS 
Topeka 
Collegiate Schools 1 
Student Census 24 
Non-Collegiate Schools 10 
Student Census 752 
Collegiate 
SALINA 
Saline Co. Sal. 
Marymount College Cc 
Bas I - Nursing Z 
‘ast zy venue See. 1990 
a. M. heophane, C.S.J., R.N., M.S., Dir. 


Programs 
24 students!) E12 


rermens Facilities 
128 beds 40 bass. B 


150 beds 30 bass. B 


Basic certificate 


reba 


1Program to be discontinued with the gradu- 
ation of Class of 1961. 
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Kansas 


Non-Collegiate 


FORT SCOTT 
Bourbon Co. Wich. 
Mercy (1161g) 
810 Burke St. 
tt 1949 70 students FE? 
M. Julita, R.S.M., R.N., M.S., Dir. 
Academic Relationships 
Fort Scott Junior College Course 


Clinical Pacilities 


Mee Hospital (1161s) 4, bz nee 20 bass. B 
Elizabeth M witrir ds 27 bass. B 
* (1161g) 
Children’s Mercy Heepitalak+ Ped. 
Kansas City, Mo. 


Topeka State Hospitala+ Psych. 
GREAT BEND 
Barton Co. Dc. 
Dominican (403) 
3623 Broadway 


mee, 1953 
Sr. M. Magdalene, O.P., R.N., 


Clinical Facilities 
St. Rose Hospital (403) A 118 beds 16 bass. B 


e |, E12 
Dir. 


HALSTEAD 
Harvey Co. Wich. 
Halstead 4 (939) 
328 re ongd St. 
Est. 190 


52 py Es 
Sr. Rdaciee Marie, C3.J., BN. B: Dir. 


Clinical Pacilities 


Home Hospital 189 beds 5 bass. Psych.; B 
Children’s Mercy Hospitalak+ Ped. 


Kansas City, Mo. 
Wichite St. Jeowh Hospital (939) Axk+ Ob. 
ic 
HAYS 
Ellis Co. Sal. 
St. Anthony (101) 
307 aa 13th St. 
_ 41 students E? 


. M. a C.S.A., R.N., M.Ed., Dir. 
Clinical Facilities 


Home Hospita 112 beds 15 bass. B 
St. prence Free ital (529a) Ak+ Psych. 
St. Thomas Hospital (101) A Rural 
Colby 
KANSAS CITY 
Wyandotte Co. K. C. 


The Sisters of Charity S. “ N. @ (1001) 


= and Tauromee Ave. (2) 
1920 
“nt Michel, S.C.L., R.N., M.S., 
Academic Relationships 


113 students E:? 
Dir. 


Saint M: College Course 
| Am 
Clinical Facilities 
Providence HospitalA 200 beds 40 bass. B 
St. + plesy’s | s agpeeal( 531) Akt Psych. 
Children’s "bevey Hospitalak + Ped. 
Kansas City, Mo. 
St. Mar @ (527a) 
8th & Vermont (8) 


Est. 1929 61 students E?.* 
Se, Mary Philomene, S.F.P., R.N., M.S., Dir. 


Academic Relationships 
Donnelly Community College 


Course 





Schools of Nursing—United States 


Clinical Facilities 

Home Hospitalak+ 205 beds 35 bees. » 
Osawatomie State Hospital Psych. 
PITTSBURG 

Crawford Co. Wich. 
Mount Carmel @ (939) 

Mount Carmel Road 

Est. 1906 58 students E?.2 
Sr. M. Frederica, C.S.J., R.N., B.S., Dir. 

Academic Relationships 

Kansas State Teachers College Course 


Clinical Facilities 
Home Hosp A 117 beds 20 hoes. B 


Holstead ospital (939) & sych, 
se, Joseph Hospital (939) Ak+ Ped. 
SALINA 
Saline Co. Sal. 


Sisters of St. Joseph S. of N. X(921) 
148 N. Oakdale Avenue 
Est. 1960 41 students E12 
Sr. Louise Marie, C.S.J., R.N., M.S., Dir. 


Academic Relationships 
Marymount College Course 
Clinical Facilities 


St. John’s Hospitala 128 beds 24 bass. B 
St. Joseph’s Hospital (921) 


oncordia 0 beds 15 bass. 
St. Francis Hospital(529a) ded Ped.; a 
Wichita 
WICHITA 
Sedgwick Co. Wich. 
St. Francis @ (5292) 


512 — aa St. (14) 
Est. 19 154 students E!.2.8 
Sr. Mary Scott S.8S.M., R.N., M.S., Dir. 


Clinical Facilities 


Home Hospitala* + 
700 beds 100 bass. Pysch.; B 


Wichita-St. Joseph @ (939) 
page bel hy 18) 
100 students E1.2.8 


sent M. rtins CSJ., R.N., B.S., Dir. 








Academic Relationships 
St. Mary of the Plains College Course 
Dodge City 
Clinical Facilities 
Wichien-Se.toe aoeh 5 pete, (939) a. 
St. Joseph’s beds 57 bass. B 
Wichita Unit beds Geri. 
Halstead Hospital (939) A Psych. 
Halstead 
KENTUCKY 
Frankfort 
Collegiate Schools 1 
Student Census 96 
Non-Collegiate Schools 5 
Student Census 458 
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Kentucky 


Collegiate 
LOUISVILLE 

Jefferson Co. 4 
Nazareth College S 


Department of Nursing 
851 S. 4th St. (3) 


(1 
Sr. bon Miriam, S.C.N., 
Programs 


Est. 1949 
R.N., M.S., Dir. 


96 students E12 


Clinical Facilities 


Se. fagegh’s Infirmary 436 beds 64 bass. B 
(1201) pare 


Basic degree 


Fs im Hospital Med.; Surg. 
S Mary, & Elizabeth SERBS hate Ob. 
Children’s Hospitala+ ed. 
Our Lady of Peace Hospital ( a JA Psych, 
Seaeey State Hospita Tb. 
Visiting Nurse Assoc. Pub. H. 
Non-Collegiate 
COVINGTON 
Kenton Co. Cov. 
St. Elizabeth @ (527) 


20th St. & Denver Ave. 
Est. 1929 128 students E2.* 
r. M. Theresa, S.F.P., R.N., B.S., Act’g Dir. 
Clinical Facilities 


Home Hospitalak+ 358 beds 64 bass. 
Psych.; Comm. Dis.; B 


Longview Hospital+ Psych. 
incinnati, Obio 
LEXINGTON 
Fayette Co. Cov. 
St. Joseph (1201) 
535 pen Second St. (13) 

Est. - students E? 
Sr. Bey tn, S.C.N., R.N., B.S Dir. 
Academic Relationships 
University of Kentucky Course 
Clinical Facilities 
St. Joseph’s HospitalAx&+ 285 beds 18 bass. 4 
ba 2 oa y ot Peace (1201) A Psych. 

Louisville 
LOUISVILLE 
« Jefferson Co. L. 
St. Joseph Infirmary 4 (1201) 


735 Eastern Parkway (17) 


Est. 1919 113 students E'.? 
Sr. Robert Ann, S.C.N., R.N., M.S., ir. 
Academic Relationships 
Nazareth College Course 
Clinical Facilities 
Home Hospitalak+ 471 beds 50 _— , 

Our Lady of Peace (120 Da Psych 
Kentucky State Hospital Dist. 2 Tb. 
SS Mary and Elizabeth @ (1201) 
4400 Churchman Ave. (1 
Est. 1915 74 students FE? 
Sr. Cecilia Ann, S.C.N., R.N., M.S., Dir. 
Academic Relationships 
Nazareth College Course 
Clinical Facilities 
Home Hos dala det 220 beds 60 bass. B 
Children’s Hospita Ped. 
Our Lady of see (ory. Psych. 
Kentucky State Hospital Dist. Tb. 


HOSPITAL PROGRESS, 1961 








SETS 


RUBBER ED i TS 





















1,2 


ELLIE 





Kentucky 
St. Anthony @ (517a) 
1415 St. Anthony Place (4) 
Fst. 1923 69 students » 
Sr. M. Leonis, O.S.F., R.N., M.S., Dir 


Academic Relationships 
Nazareth College 
Clinical Facilities 
Home Hos; glad 235 beds 30 bass. P 


hildren’s fospital a ‘ed. 
= Lady of Peace AF nical (1201)A ‘Psych. 


Course 








LOUISIANA 
Baton Rouge 


Non-Collegiate Schools 4 
Student Census 575 





BATON ROUGE 
East Baton Rouge Parish N. O. 
Our Lady of the Lake™ @ (549a) 
Pg Third St. (2) 
Est. 1923 76 students EF 
Sr. y Me Marie, O.S.F., R.N., M.S., Dir. 
Academic Relationships 
Louisiana State University 


Clinical Facilities 


Home Hospi 440 beds 58 . hg 
De peas espical (1701b) A 
New Orleans 


Course 


NEW ORLEANS 
Orleans Parish N. O. 
Charity™ 4 (1701b) 


450 S. Claiborne Ave. (12) 
Est. 1894 
St. Pauline, D.C., R.N., M.S., 
Clinical Facilities 


273 students 
Dir. 


Home Hespleniaeer 01,2 2788 beds 180 bass. B 
D.; Psych.; Tb.; Comm. Dis. 

Hotel Dieu 4 (1701b) 

420 South Prieur St. (16) 

Est. 1899 125 students 

St. Mary Agnes, D.C., R.N., M.S., Dir. 

Academic Relationships 
Loyola University Course 
Clinical Facilities 

Home Hospitalak+ 295 bode ns 
De Pau! Hospital (1701b) A " Psych. 


Mer (1161g) 
5525 ae Ave. (19) . " 
101 students FE! 


Sr. , By , ar R.S.M., R.N., M.Ed., Dir. 


Clinical Facilities 


Home Hospitala* 193 beds 44 bass. Ry 
Charity Hospital (1701b) Axk+ 

De Peal 1 Hospital (170 Psy Pyck . 
genci Community Nsg. 





“This school offers a 2\4 year program. 

“Owned by the State; School of Nursing di- 
fected by the Sisters. 

O'Louisiana State University School of Medi- 
cine, New Orleans, La. 


O'Tulane University of Louisiana School of 
M ie, New Orleans, 


DIRECTORY NUMBER 


Schools of Nursing—United States 





MAINE 
Augusta 
Non-College Schools 2 
Student Census 221 
LEWISTON 
Androscoggin Co. Port. 
St. Mary’s 605 
45 Golder Street < ) 
Est. 1908 69 students 


Sr. St. Jean Vianney, s.g.s.h., R.N., M.S., Dir. 
Academic Relationships 











Bates College Course 
Clinical Facilities 
Home HospitalA 225 beds 35 bow B 
Boston Floating Hospitalax+ Ped. 
oa sta State Hospitala Psych. 
iation Pub. H. 
PORTLAND 
Cumberland Co. Port. 
Mer 115 
142 State St. (3) o¢ >) 
ot 1920 152 students 
M. Consuela E., R.S.M., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitala 21 x 
Children’s Hospiala+ + ee ne 
Sedpa, faseate (i7o1 a+ Psych 
a . 
Baltimore, M _ 
MARYLAND 
Annapolis 
Collegiate Schools y 
Student Census 102 
Non-Collegiate Schools 4 
Student Census 510 
Collegiate 
BALTIMORE Bal. 
Mount St. Agnes College M 
Division of Nursing Z 


Mt. washingion (9) 


11612 
sr.‘ oie) ate, RS.M., R.N., MS., 
Programs 


Est. 1946 
Chm. 


Basic degree 10 students!) 


Clinical Facilities 


Mercy Hospital (1161s) age 
8 beds 55 bass. B 
Bon Secours Hospital (230) Ak Ob. 
University of Marylan Ped. 
Seton Institute (1701a) at Psych. 
Glenn Dale Hospitala Tb. 


City Health Department Pub. H. 
EMMITSBURG 

Frederick Co. Bal. 

oseph College M 

Division of Nursing oP.8. 

Est. 1952 

se.” rd ll D.c., R.N., MS., Head 





OUniversity of Maryland School of Medicine, 
eldenee, fleead 
O1Program to be discontinued with graduation 
of Class of 1961. 


Massachusetts 


Programs 
92 students E! 


Clinical Facilities 


Providence Rag org (1701a) A*&+ OFDs J B 
Washin 350 beds 56 b 

Seton Inseiate (1701la) A+ Porch. 
Baltimor 

Glenn Dale Hospitala Tb. 

St. Vincent's je a ihome (1701a) Well Child 
Baltimore 


Basic degree 


Washington Co. Health Department bg H. 
LV A of Baltimore H. 
Carroll Co. Health Dept. Pub. H. 
Farieick Co. Health Dept. Pub. H. 
Non-Collegiate 

BALTIMORE Bal. 
Bon Secours @ (223a) 

gg a Payee St. (23) 

Est. 118 students E* 
Sr. St. Usban, CBS., R.N., M.S., Dir. 
Academic Relationships 
Notre Dame College Course 


Clinical Facilities 


Home Hospitalax+ 259 beds 50 bass. B 
Seton Institute (1701a) A+ Psych. 
Mt. Wilson State Hospital Tb. 


Mercy @ (1161a) 
0 & Saratoga St. (2) 


Est. 1899 
Sr. M. Damian, R.S.M., R.N., 


Clinical Facilities 


Home Hospitalax+0 300 beds 55 bess. 2 
Seton Institute (1701la) A+ Psych. 
Mt. Wilson State Hospital Tb. 


1% gotnes E12 
Dir 


St. A @(1701a) 
casa nd Wilkens Ave. (29) 
Est. 1895 144 students E'.? 
Sr. Vitec D.C., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospital A*k-+ a beds 37 bens. hg 
Seton Institute (170la)A Psych. 
Mt. Wilson State mar Tb. 











St. 1400 Bi @ (505b) 
Caroline St. (13) 
Est. 90 students E13 
Sr. M. Haun Marguerite, O.S.F., R.N., B.S., DI 
ir. 
Clinical Facilities 
Home Hospitalax+ 241 bon eo 
The Johos Hopkins Hospital ax+ "Ped. 
Spring Grove State Hospital+ Psych. 
Catonsville 
MASSACHUSETTS 
Boston 
Collegiate Schools 1 
Student Census 320 
Non-Collegiate Schools 8 
Student Census 1318 
Collegiate 
CHESTNUT HILL 
Suffolk Co. Bo. 
Boston College N 
School of Ni oP.H. 
140 Commonwealth Ave. (67) 
1946 


(M_3e 
Rita P. Kelleher, R.N., M. Ed., 






he, 


v2 ti 








Massachusetts 
Programs 
Basic degree 320 students E* 
Clinical Facilities 
Boston City Hospitalak+ Med.; nd; Sees. 
ret Hospital (17018) A+ Ob. 
oo ester 
Children’s Medical CenterAk+ Ped. 
Metropolitan State Hospital A+ Psych. 
Waltham 
Veterans Hospital a+ Tb. 
Rutland 
Boston V.N.A. Pub. H. 
Health Department Pub. H. 
Non-Collegiate 
BOSTON 
Suffolk Co. Bo. 
Catherine Labouré 4 (1701a) 


=" — Ave. (24) 


195 
Sr. EWinitred, D.C., R.N., M.S., 


Clinical Facilities 


Carney Hospitalakx+ 315 beds 
po Mee (1701a) O.P.D.; B 


Se. Dovel (17018) 18 beds B 


Se. Margaret’s “any o beds 110 bass. Ob. 
Dorchester (170 la) A 


313 students E' 
Dir. 


Seton Institute (1y0len a+ Psych. 
Baltimore, Md. 
St. Elizabeth’s @ (503) 
235 — St. (35), Brighton 
oi 18 245 students E'?.3 
M, Joba Francis, O.S.F., R.N., M.S., Dir. 


Clinical Facilities 
Home Hospitalax+0 400 beds 90 0 bens. 


Kennedy Memorial Hospital (5588) A Rehab, 


Boston State Hospitala+ on 
Dorchester 
Metropolitan State Hospitala+ Psych. 
tham 
Deaulaices : Sisters of the Sick Poor (425) 
Home Nsg. 
Boston Public School, V.N.A. Pub H. 
FALL RIVER 
Bristol Co. ie & 
St. Anne’s @ (423a) 
795 Middle Street 


Est. 1927 103 students 
Sr. Madeleine Clémence, O.P., R.N., or 
ir. 

Academic Relationships 
Bradford Durfee Inst. 
Clinical Facilities 


Home Hospitala+ 160 beds 55 bass. B 
Taunton State Hospitala+ Psych. 


Course 


HOLYOKE 

Hampden Co. Spr. 
Providence (1315) 

tg Elm St. 

1900 116 students 
Sr. ha Norbert, S.P., R.N., B.S., Dir. 
Clinical —., 

Home Hospitala*x 235 beds 60 bass. B 
Affiliations Ped.; hey Well Child 
LOWELL 

Middlesex Co. Bo. 


St. 607 
632 Merrimack St. ¢ ( ” 
57 students E! 


Est. 
Sr. Gabricile de Jesus, s.g.c., R.N., M.Ed., Dir. 





OTufts University School of Medicine, Boston. 


Schools of Nursing—United States 


Clinical Facilities 
Home Hospitala*x 244 beds 38 bass. B 
O.P.D.; B 
Boston City Hospitalak+ Ped. 
Danvers State Hospital+ Psych. 
Hathorne 
PITTSFIELD 
Berkshire Co. Spr. 
St. Luke’s @ (1315) 
333 East Street 
Est. 1916 110 students E? 
Sr. Mary Vincent de Paul, S.P., R.N Dir 
Clinical Facilities 
Home Hospitalax+ 150 beds 33 bass. B 
Institute o Lenses ce Psych 
Hartford, 
St. Vincent Hospital (1315) Akt Ped. 
Worcester 
SPRINGFIELD 
Hampden Co. Spr. 
Mercy (1315) 
233 Carew Street (4) 
Est. 1900 114 students E* 


Sr. M. Hildegarde, S.P., R.N., B.S., Dir. 
Clinical Facilities 
Home Hospitalax 340 beds 60 bass. B 
Institute o: Uvingat Psych. 
Hartford, C 
Our Lady of Providence (1315) 
W. Springfield 


Well Child 


WORCESTER 
Worcester Co. Wo. 
St. Vincent @ (1315) 
25 Winthrop Set. (10) 


Est. 1900 7? students E! 
Sr. Mary Paulica, S.P., R.N., M.S., ir. 


Clinical Facilities 
Home HospitalA* +0 559 beds 42 ars, 
O.P.D.; 











Worcester State Hospitala+ - Pesce 
Institute of Livinga+ Psych. 

Hartford, Conn. 
Providence House (1315) Geri. 

MICHIGAN 
Lansing 

Collegiate Schools 1 
Student Census 161 
Non-Collegiate Schools 9 
Student Census LUL7 
Collegiate 
DETROIT 

Wayne Co. Det. 
Mercy College 

Division of reniag o 

it: ms Outer Drive (19) 

(1161) Est. 1941 
Sr. Albert Marie, R.S.M., R.N., M.S., Chm. 
Programs 
Basic degree 161 students E'.? 
Clinical we 

Mt. Carmel Tieid Hospita 
Detroit (1161 Ane 560 beds 125 bon » 
Children’s 
Pontiac State Frosptal. m.. 4 
ayne & Oakland Co. Health Depts. Pub. H. 
Visiting Nurses iation Pub. H. 
Rehabilitation Institute Rehab. 





OGensguewa Us ew School of Medicine, 
ington, D.C. 





Non-Collegiate 
DETROIT 
Wayne Co. Det. 
Moun Steel of Nursing 
oO etro 11 
6131 West Outer Drive (35) o¢ ae 
Est. 1934 245 
Sr. Mary Janice, R.S.M., R.N., M.S. by 4 
Clinical Facilities 
St. Joseph’s Mer 
Se .~ hag HL Cee einen, nee 
. Josep ercyAk+ 228 } 
Detroit é 1 icity a ope 
rcywoo i 
. nm Arbor f , ans 
erma’ 
_ efer Hospitala+ Tb. 
Providence 
6520 Wabash Ave. (8) O10) 
Est. 1910 2 
Sr. Angelica, D.C., R.N., MS., _ —“- 
Academic Relationships 
University of Detroit Course 


Clinical Facilities 
Home Hospitalax+ 396 beds 85 bass. B 


St. a h’s Retreat (170la) A Psych. 
orn 
Geemen Kiefer Hospitala+ Tb. 
etroit 
FLINT 
Genesee Co. Lan. 
St. Joseph 2 
202 ee Ave. (2) (9 3) 
.-" 
. M. , $.S.J., R.N., B.S., ” a 
Academic Relationships 
Flint Junior College Course 


Clinical Facilities 
Home Hospitalak+ Fe beds 82 bass. B 


Kal. S 
Saauee Wier Mnamelnt + Pate 
Detroit 
GRAND RAPIDS 
Kent Co. G. R. 
Mercy Central School of Nursing 
of Grand Rapids ™ 4 (1161f) 


* 220 Cherry St., S.E. (2) 
Est. 1935 is} students E! 
Sr. Mary , R.S.M., R.N., M.S., Dir. 
Academic Relationships 


Aquinas College 
Wayne State University 
etroit 


Clinical Facilities 


St. Mary’s Hospital a 
Grand Rapids (11616) Aree 
Mercy Hospital (1161f) A 
B 305 beds 43 bass. B 


jay City 
Mercy Hospital (1161f)A 
Muskegon 172 beds 30 bass. P 


beds 70 bass. B 


Northville State Hospitala Psyc 
Sunshine Hospitala plans Tb. 
HANCOCK 

Houghton Co. Mar. 
St. Joseph (941b) 

By > Michigan Ave. ¢ 

Est. 1920° 54 students 
Sr. Mary Fabian, C.S.J., R.N., M.Ed., Dir. 





sac vay “seven months program; graduates eli- 
ible for licensure examination in Michigan. 
chool offers elective nine months internship. 


For Key to Symbols and Abbreviations See Page 164 
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Michigan 


Clinical Facilities 


Home Hospital 125 beds 28 bass. B 
Children’s HospitalA+ Ped. 
Detroit 


State Hospital+ Psych. 
peamee No Tb.; Rehab. 


Saginaw County oe A 
JACKSON 
Jackson Co. Lan. 
- Mercy (1161f) 


a Lansing Ave. 
36 students E? 
Sr. Bary Josephine, R.S.M., R.N., M.S., Dir. 


Academic Relati hip 





Jackson Junior College Course 
Clinical Facilities 


Home Hos opitale 203 beds 40 bees. B 


ay gy (1161f) sych. 
Ann Arbor 

KALAMAZOO 
Kalamazoo Co. Lan. 


ace @ (923) 
21 cg Road (62) 


ov 135 students E! 
Sr. . ee... S.S.J., R.N., M.S., Dir 
Academic Relationships 


Nazareth College 
Nazareth 


Course 


Clinical Facilities 
Home Hospitalak+ 332 beds 60 bass. B 


Kalamazoo State Hospital+ Psych, 
Herman Kiefer Hospitala+ Tb. 
Detroit 
LANSING 
Ingham Co. Lan. 
St. Lawrence (1161f) 
1201 Oakland Ave. (15) 
Est. 79 students 
Sr. -™ Bernice, R.S.M., R.N., M.S., Dir. 


Clinical Facilities 
Home Hospitalak+ 375 beds 60 bass. B 


SAGINAW 
Saginaw Co. Sag. 
St. Mary’s 1701la 
830 S Jeferon Ave. (16) < ) 
Est. 104 students 


Sr, ie D.C., R.N., M.Ed., 


Clinical Facilities 
Home Hospitalax+ 242 beds 48 hoe. » 











St. Jose ad Retreat (170la) A SyC 
ear 

Herman Kiefer Hospitala+ Tb. 

Detroit 

MINNESOTA 
St. Paul 

Collegiate Schools 3 
Student Census 366 
Non-Collegiate Schools 5 
Student Census 856 
Collegiate 
DULUTH 

St. Louis Co. Dul. 
College of St. Scholastica Cc 

Department of Nursing or" 

324 North Fourth Ave., E. (5) 

Est. 1928 

Sr. Helen Claire, O.S.B., R.N., M.S., Chm. 


DIRECTORY NUMBER 


Schools of Nursing—United States 


Programs E12 
Basic degree 95 students E! 
Clinical Facilities 
St. Mary's Hospital 425 beds 36 base. B 
Duluth (205) A+ Psych. 
Nopeming SanatoriumA+ Peat 
Affiliations b.H. 
Community House Playroom Well % Child 
ST. PAUL 
Ramsey Co. St. P. 
College of St. Catherine Cc 
Department of Nursing ¢ 


2004 Randolph Ave. (1) 
(941 


41c) Est. 1942 

Sr. Mary Jane, C.S.J., R.N., M.S., Chm. 

Programs El 

Basic degree 88 students!!] 
Clinical Facilities 


St. Joseph’s re 410 beds 78 bass. B 


St. Paul (941c) A 


Family Nursing Service Pub. H. 
WINONA 
Winona Co. Win. 
College of St. Teresa Cc 
Dept. of Nursing ® 
(523) Est. 1935 
Sr. M. Ancina, O.S.F., R.N., M.A., Dir. 
Programs 
Basic degree 183 students Et 
Clinical Facilities 


St. Marys Hospiela 890 beds 61 bass. 


Rochester (523) 'sych; B 
Affiliation Rural 
Non-Collegiate 
BRECKENRIDGE 

Wilken Co. St. Cl. 
St. Francis @ (555) 

Park Addn. 

Est. 1908 oy students E! 
Sr. Re Caroline, O.S.F., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitala 120 beds 24 bass. B 
Chfidega’s Hospitala Ped. 

. Pau 
St. Mary’s Hospital (941c) Ax&+* Ped.; Psych. 

Minneapolis 
State HospitalaA Psych. 

Fergus Falls 
LITTLE FALLS 

Morrison Co. St. Cl. 
St. Gabriel @ (555) 


S.E, Third Street 


Est. 1916 87 students E! 
Sr. Mary Cortona, O.S.F., R.N., M.S., Dir. 
Sone —_, 

Home Hospical 20 bass. B 
St. Mary’s loepital (9410), io” Surg.; Ped. 
y ae =, me ane 
eterans ospita ch. 
t. Cloud “ 
MINNEAPOLIS 
Hennepin Co. St.P. 
St. Mary’s ©(941c) 
2414 So. 7th St. (6) 
Est. 1898 203 students E? 


Sr. Anne Joachim, C.S.J., R.N., M.Ed., Dir. 





{3$chool reports only students actually enrolled 
in the nursing major, i.e., 


junior and seniors. 





Missouri 


Academic Relationships 


College of St. Catherine 
St. Paul 


Course 


Clinical Facilities 
Home Hospitalak+ 481 beds 85 bass. B 











ROCHESTER 
Olmsted Co. Win. 
St. Marys (523) 
2nd Se, i ¢ 
Est 315 students E12 
Sr. M. Talia, O.S.F., R.N., M.S., Dig. 
Clinical Facilities 
Home Hospitala 890 beds 61 bass. 
Psych.; B 
ST. CLOUD 
Stearns Co. St. Cl. 
St. Cloud (211) 
1406—6th Ave., N. 
on 1908 188 students E.2 
M. Cassian, O.S.B., R.N., M.Ed., Dir, 
Clinical Facilities 
Home Hos cepicala 300 beds 45 bess. B 
Veterans italA Psych. 
State Hospitala Psych. 
Fergus Falls 
MISSISSIPPI 
Jackson 
Non-Collegiate Schools 2 
Student Census 119 
JACKSON 
Hinds Co. Nat. 
St. Dominic Jackson Memorial (416) 
969 Lakeland Drive (6) 

Est. 1949 50 students 
Sr. Maura, O.P., R.N., M.S., Dir. 
= a 
Home Hospita beds 34 bass. B 
Chai Hompial (1701b) ade Ped. 

ew 
De Paul. Hospital (1701b) a Psych. 
‘ew Orleans, La. 
VICKSBURG 
Warren Co. Nat. 
Mercy—Street Memorial (1161g) 


104 — Drive 
9 students 


Est. 
Sr. M. "Ce iumkille, R.S.M., R.N., BS. Dir. 
Clinical Facilities 


Home Hospitala+ 160 bode 34 batts 
De Paul Hospital (1701b) & "Psych. 
New Orleans, La. 











MISSOURI 
Jefferson City 

Collegiate Schools 3 
Student Census 212 
Non-Collegiate Schools 5 
Student Census 672 
Collegiate 
KANSAS CITY 

Jackson Co. K. CG 
College of St. Teresa ¢ 

Department of Nursing 

0 Main St. (13) 

(94 Est. 1948 

Sr. Mary Mark, C.S.J., R.N., M.S., Dir. 
179 












































































Missouri 
Programs 
Basic degree 68 students E!:? 
Clinical Facilities 
St. or ay s ~ 318 beds 50 bass. B 
(941b) Ax 
Kansas GeneralAk+ O.P.D. 
St. Louis Sense Hospitala+ Psych. 
NORMANDY 
St. Louis Co. St.L. 
Marillac College 
Department of Nurs 
7800 a Bidse ‘Road (21) 
(1701 b). Est. 1959 
Sr. Mary Helen, D.C., R.N., M.A., Chm. 


Programs 


Basic degree 18 students™] Et 


Clinical Facilities 





De Paul Hospital (1701b) Ak+ 350 beds 
St. Louis 60 bass. B 

St. Vincent’s Hospital (1701b) A Psych. 
St. Louis 

Visiting Nurses Association Pub. H. 

ST. LOUIS Se. L. 


St. Louis University 
School of Nursing and Health ae 
P 


1402 S. Grand Blvd. (4) 
(M 3b)0 Est. 1928 
Sr. M. Agnita Claire, $.8.M., R.N.,M.S., Dean 


Programs 
Basic degree 126 students E1.2.8 
Clinical Facilities 
St. Mary’s HospitalAx+#+0 500 beds 100 bass. 
pam B 
Glennon Memorial Hongient (S31)A 
Firmin Des! i pet . 15 bass. Pe SPD. 
rmin Desloge Hospita A 
Mt. St. Rose ay (ssipat Tb. 
Visiting Nurse A Pub. H. 
County Health Department Pub. H. 
St. Louis City Health Dept. Pub. H. 
Non-Collegiate 
JOPLIN 
Jasper Co. s&. CG. 
St. John’s (1161le) 
2203 Connor Ave. 

Est. 1903 56 students(*] E? 
Sr. Mary Terence, R.S.M., R.N., B.S., Dir. 
Academic Relationships 
Joplin Junior College Course 
Clinical oo. 

Home Hospitala 200 beds 30 bass. B 
Gignnen Memocial Hospital (51 A+ 
Loui Ped.; O.P.D. 
St. lary’ ', Hospital (531) Ak+ Psych. 
Missouri State SanatoriumA+ Tb. 
Mount Vernon 
KANSAS CITY 
Jackson Co. K. Cc. 
St. Mary’s @ (531) 
2840 Baltimore Ave. (8) 
Est. 1916 13 ~ae 2 
Sr. M. Angeline, S.S.M., R.N., Dir. 
Academic Relationships 
Donnelly Community Coll 
4 Ci, Se “i lege Course 


Clinical Facilities 


Home Hospitalak+ 370 beds 75 b B 
Children’s Mercy Hospitalax+ OP. P.D. 





of. out. University School of Medicine, St. 


[§chool reports only students actually enrolled 
in the nursing major. 
a ram to be discontinued with graduation 
lass of 1961. 


Schools of Nursing—United States 


ST. LOUIS St. L. 
4 (1701b) 


192 students E! 
Dir. 


e Paul 
5050 Highland Ave. (13) 
Est. 1894 
Sr. Louise, D.C., R.N., M.S., 
Academic Relationships 


St. Louis University 


Clinical Facilities 


Home Hospitalak+ 2. tote 60 bass. 
O.P.D.; B 


St. Vincent's Hospital (1701p) a> Fe Perch. 


Course 


St. John's 4 (1161g) 
307 S. Euclid Ave. (10) 


Est. 1905 221 students Et 
Sr. Mary Robert, R.S.M., R.N., M.S., Dir. 


Academic Relationships 


St. Louis University Course 
Clinical Facilities 
Home Hospitala*x+0 358 beds 65 bass. B 
St. Louis State HospitalA+ Psych. 
SPRINGFIELD 
Greene Co. $..c. G. 
. John’s @(1161g) 
1930 South National (4) 
Est. 1911 101 students E2.% 
Sr. Mary Euphrasia, R.S.M., R.N., B.S., Dir. 


Academic Relationships 
Southwestern Mo. State College 


Clinical Facilities 
Home HospitalA+ 390 beds 30 bass. Psych.; B 


Pre-Clinical 








MONTANA 
Helena 


Collegiate Schools 1 
Student Census 132 


Non-Collegiate Schools 2 
Student Census 173 





Collegiate , 


HELENA 
Lewis & Clark Co. Hel, 


Carroll College 
Sisters of Charity School of Nursing) 
ept. of Nursing 
(D 31) Est. 1946 
Sr. Mary Jerome, S.C.L., R.N., M.S., Dir. 


Programs 


Basic certificate 132 students 


Clinical Facilities 
St. John’s Hoepicala 80 beds a 13 bass. 
elena, ; Surg. 
St. James’ Hos alak 210 beds Mo bass. 
utte (1001 
St. Vincent's copitala 250 beds 25 bass. B 
Billings (1001 
Montana State Hospital Psych. 
Warm Springs 


Non-Collegiate 
GREAT FALLS 
Cascade Co. G. F. 
Columbus @ (1317b) 
1610 Third Ave., North 
Est. 1894 70 oonigas 
ir. 





OSt. Louis University School of Medicine, St. 
Louis. 


For Key to Symbols and Abbreviations See Page 164 





Nebraska 


Academic Relationships 
College of Great Falls Course 
Clinical Facilities 


Home Hospitala 210 beds 40 bass, B 
State Hospital Psych, 
Warm Springs 


MISSOULA 
Missoula Co. Hel. 
St. Patrick’s @ (1317b) 
West Pine & McCormick Street 
Est. 1908 103 students EF? 
Sr. Xavier, F.C.S.P., R.N., M.S., Dir. 
Academic Relationships 
College of Great Falls Course 


Great Falls 
Clinical Facilities 


Home Hospitala 225 beds 30 bass. B 
State ee ital Psych, 











brings 
NEBRASKA 
Lincoln 
Collegiate Schools 1 
Student Census 53 
Non-Collegiate Schools 4 
Student Census 484 
Collegiate 
OMAHA 
Douglas Co. Om. 
Creighton University C 
Department of Nursing 
rite _—— Se. (31) Est. 1958 
Dorothy E. Vossen, R.N., M.A., Dir. 
Programs 


Basic degree 53 students EF 
Clinical Facilities 
Crei neon Memorial St. Joseph 

(517b) Ak+0 600 beds 60 bass. B 
St. Catherine’s Hospital (116le) A*0 Ob. 
Omaha Visiting Nurses Association Pub. H. 


Creighton Medical School Clinic O.P.D. 
Non-Collegiate 
“GRAND ISLAND 
Hall Co. G. I. 
St. Franci @ (517b) 
1405 Wes Koenig St. (4) 

Est. 62 students 
Sr. M. Tagolina, O.S.F., R.N., B.S., Dir. 
Academic Relationships 

Duchesne College of the Sacred Hiaget 
Omaba 're-Clinical™ 
Clinical — 
Some Hospitala ds 24 bass. B 
Se. Ye ani s Hospital ( sb) ake Psych. 
LINCOLN 
Lancaster Co. Lia. 
St. Elizabeth @ (517b) 


2202 South 11th Se. (2) 
Est. 1918 102 students 
Sr. M. O.S.F., R.N., M.Ed., Dir. 





OCreighton University School of Medicine, 
oe Nebraska. poer P 4 
ISpecial arrangement for degree for gradu- 
ates of this school at Dechemne College, 
Omaha, Nebraska. 
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Nebraska 


Academic Relationships 
University of Nebraska 
Clinical Facilities 
Home HospitalA*x +0 265 beds 44 bass. B 


Course 


St. a Hospital (517b) Ak+ Psych. 
OMAHA 

Douglas Co. Om. 
St. Catherine’s (116le) 


802 Williams St. (8) 
Fst. 1910 162 students E12 
Sr. M. Gervase, R.S.M., R.N., M.S., Dir. 


Clinical Facilities 
Home HospitalAxO 205 beds 40 bgee. » 
St. Bernard's sere (116le) Psych. 
Council Bluffs, lowa 


Creighton Medical School Clinic O.P.D. 
St. James Nursery (1161le) Well Child 
St. Joseph’s @ (517b) 
2305 oo 10th Se. (8) 
Est. 1897 158 students E!.2.8 


Sr. Mary Martha, O.S.F., R.N., M.S., Dir. 


Academic Relationships 


Creighton University Course 


Clinical Facilities 
Home Hospitalax+0 600 beds 60 bass. 











sych.; B 
Creighton Medical School Clinic O.P.D. 
NEW HAMPSHIRE 
Concord 
Collegiate Schools 1 
Student Census 56 
Non-Collegiate Schools 4 
Student Census 207 
Collegiate 
MANCHESTER 
Hillsboro Co. Man. 
St. Anselm’s College N 
College Roud of Nursing Education @?.H. 
$65 Road Est. 1953 
eas” E, Bagley, R.N., M.Ed., Dean 
Programs 
Basic degree 56 students 
ee Facilities 
Elliot Hospitala O.P.D.; B 
Miss Jacques Sptcial School Ped. 
N.H. State Hospitala+ Psych 
Concord 
Veterans Hospitala Tb. 
Rutland, Mass. 
Mary Manning Walsh Home Geria.; 
ew Yor Rehab. 
Sunny Hill Nursery School Well Child 
Visiting Nurse Association Pub. H. 
Visiting Nurses’ Assoc. Pub. H 
Concord 
Visiting Nurses’ Assoc. Pub. H. 
Worcester, Mass. 
Veterans Hospital 
Non-Collegiate 
BERLIN 
Coos Co. Man. 
St. Louis 605 
330 oe St. : 
Est. 192 38 students 
Mary pk "Brady, R.N., B.S., Dir. 


OCreighton University School of Medicine, 
Omaha, Nebraska. 


DIRECTORY NUMBER 


Schools of Nursing—United States 


Clinical Facilities 

Home Hospitala 130 beds 15 bass. B 
Boston City Hospitalaxk+ ed. 
New Hampshire State Hospitala+ Psych. 

Concord 
MANCHESTER 

Hillsboro Co. Man. 
Notre Dame de Lourdes 4 (605) 

337 Notre Dame Ave. (5) 

Est. 1911 51 anteee 


Sr. St. Marie Bernard, s.g.s.h., R.N., M.S., 
Academic Relationships 


St. Anselm’s College Course 
Clinical Facilities 

Home HospitalaA 173 beds 24 bass. B 

Boston City Hospital a+ Ped. 

State Hospitala+ Psych. 
Concor 

Crotched Mountain Rehab. Center Rehab. 
Gresete 

Sunny Hill Nursery School Well Child 


Sacred Heart School of —— 


(1139) 
177 Amherst St. 
Est. 1893 73 egudonse 
Sr. Mary of Mercy J., R.S.M., R.N., M.S., 
Clinical Facilities 


Home Hospitala 155 beds 30 bass. B 
Manchester (1139) 


N.H. State Hoqistae Psych. 
Concord 
Boston City Hospitalak+ Ped.; Sur; 
Crotched Mountain Rehab. Center "Rehab. 
Greenfield 
NASHUA 
Hillsboro Co. Man. 
St. Joseph's @ (603a) 


5 Woodward Ave, 
Est. 1908 45 students 
Mrs. Genevieve C. Downing, R.N., B.S., Dir. 


Academic Relationships 











Rivier College Course 
Clinical — 

Home Hospitala 0 beds 20 bass. B 
Boston Floating Hoepiealaa Ped. 
— ae italA+ Psych. 
Pome Beat Brigham Hospitalax+ O.P.D. 

Boston, Mass. 

NEW JERSEY 
Trenton 

Collegiate Schools 1 
Student Census 163 
Non-Collegiate Schools 11 
Student Census 1320 
Collegiate 
NEWARK 

Essex Co. New. 
Seton Hall University M 

School of Nursing oP.H. 

31 Clinton St. (2) 

5 Est. 1953 

Margaret C. Haley, R.N., M.A., Dean 


Programs 
163 students E12 
Clinical Facilities 


Je City Medical CenterAk+ 
"Michacl’s 


Basic degree 


Psych.; B 


Hospital (527b) Ak+ Ob. 








New Jersey 

Non-Collegiate 
ELIZABETH 

Union Co. New. 
St. Elizabeth (1703) 

204 Qe = St. (2) 

Est. 27 students E? 
Sr. M Mi. Concnelita, S.C., R.N., M.A., Dir. 


Clinical Facilities 
Home Hospitala*x 224 beds 44 bass. 


mm. Dis.; 
New Jersey State Hospitala+ Psy 
Trenton 
Visiting Nurse Assoc. Pub. H. 
Eastern Union County 
HOBOKEN 
Hudson Co. New. 
St. Mary (527b) 
4th St. = Willow Ave. 
Est. 19 73 students E? 
Margaret M. Corbett, R.N., M.A., Dir. 
Clinical Facilities 


Home Hospitalak+ 375 beds 60 bass. B 


Rockland State meget Psych. 
Orangeburgh, N. 
JERSEY CITY 
Hudson Co. New. 
St. Francis (527b) 


1 East Hamilton Pl. (2) 
Est. 1922 66 students E* 
Sr. M. Ambrosina, S.F.P., R.N., M.A., Dir. 


Clinical Facilities 


Home Hospitala* 230 beds B 
Affiliation Ob.; Ped.; Psych. 
Jersey City Medical CenterAk+ Pub. H. 


MORRISTOWN 
Morris Co. Pat. 
All Souls (1703) 
95 Mt. Kemble Ave. 
Est. 1908 


78 ones E13 
Mrs. Mary A. Bobeck, R.N., M.A Dir. 
Academic abdadatatiien 
College of St. Elizabeth 
Convent Station 
Clinical Facilities 
Home Hospitala*x 210 beds 21 bass. P 


Course 


St. Michael’s Hospital (527b)Axk# — Ped. 
seme ee State Hospital+ Psych 
‘Gvigaiae Park “ ; 
NEWARK 
Essex Co. New. 
St. Michael’s © (527b) 


a re St. (2) 
929 150 students FE! 
Sr. . > , en S.F.P., R.N., M.A., Dir. 
Clinical Facilities 
Home Hospitalak+ 405 beds 70 bass. B 





NEW BRUNSWICK 


Middlesex Co. Te. 
St. Peter’s  (603a) 

Easton Ave. 

Est. 1908 Ee students E? 
Sr. Eileen Otting, s.g.m., R.N., om Dir. 


Clinical Facilities 
Home Hospital res 335 beds 60 boss. 3 
Babies’ Hospitala 
( Medical Center) 


York, 
Seton Institute (1701a) A+ 
Baltimore, Md. 





Psych. 
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New Jersey 


ORANGE 
Essex Co. 
St. Mary’s @ (543) 
135 South Center St. 
Est. 1910 58 students E* 
Sr. Mary Noreen, O.S.F., R.N., M.A., Dir. 
Clinical pert 


Home Hospital 1 beds 22 bens. B 
St. oom gh s Hospital (5276) at Ped. 


State Hospital+ Psych. 
Greystone Park 
PASSAIC 
Passaic Co. Pat. 
St. Mary’s 4 (1703) 
200 —" Ave. 
Est. 190 88 students E!:2 


Sr. ee ll Maria, S.C., R.N., M.S., Dir. 
Clinical Facilities 

Home Hospitalak+ 242 beds 50 bass. 

O.P.D.; B 


Essex County Hospitala+ Psych. 
Cedar Grove 
PATERSON 
Passaic Co. Pat. 
St. Jose 4 (1703) 
¥ .. = in St. (3) 
Est. 1894 


201 Y meee: E12 
Sr. Maria Lawrence, S.C., R.N., Dir 


Clinical Facilities 


Home Hospitalak+ 442 beds 76 bass. B 
Affiliation Psych. 
TEANECK 

Bergen Co. New. 
Holy Name @ (943b) 

718 Teaneck Road 

Est. 1925 171 students E* 
Sr. M. Edmund, C.S.J., R.N., M.S., Dir. 


Clinical Facilities 
Home Hospitalak+ 300 beds 50 bass. 
O.P.D.; B 


oe County Hospitala+ ‘ Psych. 
e ove 
Visiting Nurse Assoc. Pub. H. 
Hackensack 
TRENTON 
Mercer Co. a. 
St. Franci @ (505d) 
601 ~~ Ave. (9) 


Est. 1905 280 students E!.? 
Sr. Marian Therese, O.S.F., R.N., M.S., Dir. 


Clinical Facilities 
Home Hospitalax+ el beds 51 bass. B 











New Jersey State Hospitala Psych. 

Trenton 

NEW MEXICO 
Santa Fe 

Non-Collegiate Schools 1 
Student Census 65 
ALBUQUERQUE 

Bernalillo Co. S. Fe 
“3% Central 4 (1707) 

a Ave., N.E. 

Est 1 65 students E?.3 

Sr. ming $C, R.N., M.S., Dir. 


New. 





Schools of Nursing—United States 


Clinical Facilities 
St. Joseph’s Haspiceit 121 beds 30 bass. 


Albuquerque (17 
St. Vincent’s Hos AH 200 beds 62 bass. B 


Santa Fe (1707) 











Nazareth Sanatorium (402) Psych. 
NEW YORK 
Albany 

Collegiate Schools 4 
Student Census 442 
Non-Collegiate Schools 22 
Student Census 2933 
Collegiate 
BUFFALO 

Erie Co. Buf. 
D’Youville College M 


School of Nursing 
320 Porter Ave. (1) 
Est. 1942 


(6 
Sr. Francis Xavier, G.N.S.H., R.N., M.S., Dean 


Programs 
185 students E':2 


Clinical Pacilities 
Our Lady of Victory —_. 306 beds 44 bass. B 
Lackawanna (917) Akt 
Budee State Hospitala+ ych, 
E. J. Meyer Few. Be Rehab.; Tb.; , bareh 
Erie County oe, th Dept. > Fhe 


Basic degree 


Visiting Nurse Asso Pub, H. 
Roswell Park Memorial Inst a+ Cancer 
NIAGARA UNIVERSITY 

Niagara Co. Buf. 
Niagara University M 

College of Nursing @P.H. 

iston Rd, 

(2017a) Est. 1946 
Sr. Olive Marie, O.S.F., R.N., M.S., Dean 


Programs 
116 students E? 


Clinical Facilities 
’s Hospital 200 beds 40 bass. B 


Basic degree 


Mt. St. Ma 


Niagara Falls (513) A* 
CaBtera’s HospitalaAxk+ Ped. 
4 ffalo 
Buffalo State Hospitala+ Psych. 
Meyer Memorial HospitalAx+ Psych. 
Buffalo 
Mt. View Hospital Tb. 
Cattaraugus County Dept. Health Pub. H 
ean 
Bureau of Health Pub. H. 
Niagara Falls 
Lockport Dist., N.Y.S. Health Dept Pub. H. 
Erie Co. Health Dept. Pub. H. 
Buffalo 
ROCHESTER 
Monroe Co. Roch. 
Nazareth College M 
Department of Nursing 
4245 East Avenue (10) 

(931) Est. 1943 
Sr. Margaret Mary, S.S.J., R.N., M.S., Chm. 
Programs 
Basic degree 95 students 


Clinical Facilities 
St. Joseph’s Hospital 253 beds 38 bass. B 


lmira (931) Akt 
Syracuse PF eed Hospislakt Ped.; Ob. 
Rochester State Hospitala “Psych. 


Iola-Monroe County Tb. Hospitala Tb. 
Nurse 4 _— -.. b. H. 
Pub. H. 


Visitin Assoc. 
State Dept. of Health Bureau of Nsg. 


For Key to Symbols and Abbreviations See Page 164 


New York 


ROCKVILLE CENTRE 
Nassau Co. Br. 
Molloy Catholic College 


7 artment of Nursing 
000 Hempstead Ave. 


(4 Est. 1958 
Helen E. Bradley, R.N., M.A., Chm. 
Programs 
Basic degree 46 students 


Clinical Facilities 
Mercy Hospital (901)A 255 beds 60 bass. B 
Kings Park State Hospitala+ Psych, 
Long Island Jewish a P Ped, 
b 


Nassau County Health Dept ub. H. 
Hempstead Child Care Centre Well Child 
Non-Collegiate 
ALBANY 

Albany Co. Alb. 
St. Peter’s 4 (1121) 

632 New Scotland Ave. (8) 

Est. 1900 me ae Et 
Sr. Mary Cephas, R.S.M., R.N., B.S., Dir. 


Clinical Facilities 
Home Hospitalak+ beds B 
Anthony N. Brady Hospital ( 1701ay ae Ob. 
St. Vincent’s Hospital (1709) + Psych, 
Harrison 


AMSTERDAM 
Montgomery Co. Alb. 
St. Mary’s @ (941d) 
427 Guy Park Avenue 


Est. 1920 72 students E}.8 
Sr. Mary Kevin, C.S.J., R.N., M.S., Dir. 


Clinical —— 
Home Hospitala 148 beds 21 bom. L 
St. Joseph’s Hospital (567) Axk+ d, 


Syracuse 
St. Lawrence State Hospitala+ Psych. 
Ogdensburg 
BROOKLYN 
Kings Co. Br. 
St. Catherine’s @ (409) 


85 Bushwick Ave. (11) 
Est, 1909 141 students E* 
Sr. M. Magda Marie, O.P., R.N., M.S., Dir. 


Clinical Facilities 


Home Hospitalax+ 282 beds 47 bass. B 
Affiliation Tb.; Psych. 


(562) 
130 students E'? 
Sr. AL Silverine, F.S.S.J., R.N., B.S., Dir. 
Clinical Facilities 


Home Hospitalak+ 237 beds 63 en. B 
Goldwater Memorial HospitalA+ hab. 


St. Mary’s 
= = _— Ave. (13) 


Welfare Islan 
Harlem Valley State Hospitala+ Psych. 
Wingdale 
BUFFALO 
Erie Co. Buf. 
Mercy @ (1127) 
360" <a Ave. (20) 
Est. 1928 167 students E* 
rt. Mary Ethel, S.M., R.N., B.S., Dir. 
Academic Relationships 
Canisius College Course 


OIThis school offers a thirty-three month pro- 
gtam. 
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New York 


Clinical Facilities 
Home Hospitalak+ 


St. Vincent’ 's Hospital (1709) + 7 Psych. 

Visiting Nurses Association Pub. H. 

Guardian Angel Day Nursery Well Child 

Sisters of Charity @(1701a) 
2157 Main St. (14) 

Est. 1943 184 students 
Sr. Stephanie, D.C., R.N., M.S., Dir. 
Academic Relationships 
Canisius College Course 


Clinical Facilities 
Home Hospitalak+ Fins beds 90 bass. 


Seton Institute (170la) A cog 
Baltimore, . 
Mt. Morris Hospitala+ Tb. 
ELMIRA 
Chemung Co. Roch. 
St. Joseph’ (931) 
555 E. Market Se. 

Est. 1908 136 students 
Sr. Anne Maurice, S.S.J., R.N., M.S., Dir. 
Clinical Facilities 
Home Hosplelan+ 221 beds 36 bass. B 
Utica State Hospitala+ Psych. 
Mt. Morris Hospitala+ Tb. 

HORNELL 
Steuben Co. Roch. 
St. James Mercy 4 (1147) 


411 Canisteo St. 


Est. 1939 60 students E? 
Sr. Mary Valerian, R.S.M., R.N., M.S., Dir. 


Clinical — 


Home Hospitala 0 beds 
St. Mary’s Hospital (1701s) eee 
Rochester 


18 bass. B 
Ped. 


Roch S Hospital h. 
Me Mortis Hospinlat PotD. 
JAMAICA 

Queens Co. Br, 
Mary Immaculate (409) 


152—11 89th Ave. (32) 
Est. 1906 
St. Mary de Lellis, O.P., R.N., 
Clinical rAd 
Home Hospitalak+ , od beds 60 bass. B 


164. peotenny p 
Dir 


Queen Vallee ospitala Psych. 
KINGSTON 

Ulster Co. N. Y. 
Benedictine 4 (207) 


105 — 's Avenue 

Est. 84 students E! 
Sr. M, ‘Cates, O.S.B., R.N., B.S., Dir. 
Clinical Facilities 


Benedictine HospitalA 175 beds 30 bass. B 
St. anes Hospital (567) Ak+ Ped. 


Se. Vincent's Hospital (1709) + 


larriso 


Psych. 


LONG ISLAND CITY 
Queens Co. Br. 


, ‘ohn’s Long Island Ci 1 
— Factow Aves (1) (1) - ot 
95 students Et 


st M. e a C.S.J., R.N., M.S., Dir. 


Clinical Facilities 
Home Hosp.ax-+ 204 beds O.P.D. B 
Central Islip State Hospitala+ sych, 
tgaret Hague Maternity HospitalA+ Ob. 
Jersey City, N.J. 


DIRECTORY NUMBER 


360 beds, z bass. 
P.D.; B 


Schools of Nursing—United States 


NEW YORK 

New York Co. N. Y. 
Misericordia 4 (1163) 

4141 Carpenter Ave. (66) 

Est. 1911 134 sodenss El.2 
Sr. St. Vincent Marie, s.m., R.N., M.S., Dir. 

Clinical Facilities 

Home Hospitalak+ 252 beds 40 poms, 
St. Vincent’s Hospital (1709) Ax+ — Psych. 
St. Clare’s @ (503) 

426 West 52nd Street (19) 

Est. 1951 1% arm Et 
Sr. Naureen Marie, O.S.F., R.N., Dir. 


Clinical Facilities 


Home Hospitalak+ 388 beds 45 bess, B 
Central Islip State Hospitala+ Psych. 


St. Vincent’s (1709) 
158 West 12th St. (11) 
Est. 1892 494 students E? 
Sr. Marian Catherine, S.C., R.N., M.S., Dir. 


Clinical Facilities 


Home Hospitalax+0 830 beds 62 bass. 
Psych.; Neuro.; O.P.D.; B 


OGDENSBURG 
St. Lawrence Co. Og. 
A. Barton Hepburn ¢ (609) 
200 Rensselaer Ave. 
Est. 1902 2 students 


Sr. Mary Frances, G.N.S.H., R.N., BS. Dir. 
Academic Relationships 
Catholic University of America 
Washington, D.C. 
Clinical Facilities 
Home HospitalA 180 beds 36 bass. B 
Children’s Hospitalak+ Ped. 
Buffalo 
St. Lawrence State Hospitala+ Psych. 
Veterans Administration Hospitala+ Tb. 
Sunmount 
PLATTSBURG 
Clinton Co. Og. 
Champlain Valley (609) 
Rugar Street 
Est. 1910 67 students 
Sr. St. Luke, G.N.S.H., R.N., B.S., Dir. 
Clinical Facilities 
Home Hos 142 beds 24 boy, J 


St. A ead aa al (1121) Ak+ 


St. Lawenes State Hospitala+ Psych. 
Ogdensburg 
POUGHKEEPSIE 
Dutchess Co. N. Y. 
St. Francis @ (543) 
North Road 
Est. 1914 90 students 


Sr. M. Ann Elizabeth, O.S.F., R.N., M.A., Dir. 
Academic Relationships 


College of St. Andrew-on-the-Hudson Course 
Marist College Course 
Clinical Facilities 
Home Hospitala% 250 beds 36 bass. O.P.D.; B 
St. Vincent’s Hospital (1709) + Psych, 

Harrison 
ROCHESTER 
Monroe Co. Roch. 
St. Mary’s 4 (1701a) 
89 Genesee St. (11) 
Est. 1892 154 students 


Sr. Sr. Maria, D.C., R.N., M.S., Dir. 
ONew York Daiventey College of Medicine, 


New York, N.Y. 





North Carolina 


Clinical Facilities 
Home Hospitalax +012 335 beds 53 bass. 
O.P.D.; B 


Seton Janene (17018) a+ Psych. 
timore. 
Mt. Morris Se Tb. 
Visiting Nurse Service Pub. H. 
SYRACUSE 
Onondaga Co. Sy. 
St. J (567) 


oseph’s 

ig —— Ave. (3) 

173 students 
_ a “Sheila, O.S.F., R.N., M.S., Dir. 


Academic Relationships 
LeMoyne College 
Clinical Facilities 


Home HospitalA*x+0 304 beds 36 bass. B 
St. Vincent’s Hospital (1709) + Psych. 


Course 


Harrison 
TROY 
Rensselaer Co. Alb. 
St. Mary’s (1701a) 
Massachusetts Ave. at 15th St. 
Est. 1956 39 students Et 


Sr. Margaret Ann, D.C., R.N., M.S., Dir. 
Clinical — 


Home Hospitalax 30 bass. B 
St. Vincent's Hospital (1709) + Psych. 
Harrison 
UTICA 
Oneida Co. Sy. 
St. Elizabeth @ (567) 
2209 Genesee St. (3) 
Est. 1904 77 students 
Sr. M. Amata, O.S.F., R.N., M.S., Dir. 


Clinical Facilities 
Home Hospitala 235 beds 31 bye. B 


Marcy State Hospitala+ sych. 
WATERTOWN 

Jefferson Co. Og. 
Mercy 4 (1161d) 

234 Stone St. 

Est 1906 79 students 
Sr. Mary Louise, R.S.M., R.N., M.S., Dir. 


Clinical Facilities 
Home Posehn A 192 beds 30 bass. B. 


Kin r Caney Hospitalak+ Ped.; O.P.D. 
700. 
St. Laweenee State Hospitala+ Psych. 
Ogdensburg 








NORTH CAROLINA 





Raleigh 
Non-Collegiate Schools 1 
Student Census 78 
CHARLOTTE 

Mecklenburg Co. R. 


ercy (1125) 
1921 Vail Ave. (7) 

Est. 1906 78 students 4 
Sr. Mary Jerome, R.S.M., R.N., B.S., Dir. 
C*Georgstown University School of Medicine, 

Washin , D. 

O*University "el Rochester School of Medicine 

and Dentistry, Rochester, N.Y. 

OState University of New York, Upstate Med- 
ical Center at Syracuse, New York. 
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North Carolina 


Academic Relationships 


Sacred Heart College 
Belmont 


Course 


Clinical ys cel 
Home Hospital A+ 280 beds 50 bass 











Our Lady of Peace Hospital C361 A dg 

Louisville, Ky. 

NORTH DAKOTA 
Bismarck 

Collegiate Schools 1 
Student Census 18 
Non-Collegiate Schools 5 
Student Census 293 
Collegiate 
BISMARCK 

Burleigh Co. Bis. 
Mary College 2d 

Department of Nursing 

re ny4 Creek Road 

4) Est. 1960 

Sr. M. Joel, O.S.B., R.N., M.Ed., Dir. 


Programs 


Basic degree 18 students E* 


Clinical Facilities 


St. Alexius Hospital 211 beds 32 bass. B 
(204) a 


Non-Collegiate 


BISMARCK 

Burleigh Co. Bis. 
St. Alexius Z (204) 

Tenth and Thayer St. 

Est. 1915 4 1] 
Sr. M. Joel, O.S.B., R.N., M.Ed., ° —— 


Academic Relationships 


Bismarck Junior College Course 
Clinical Facilities 
Home Hospitala 211 beds 32 bass. B 
State Hospital Psych, 
Jamestown 
BOTTINEAU 
Bottineau Co. Far. 


St. Andrew’s 
316 Ohmer St. 


Est. 1929 
Sr. Kevin, F.S.M., R.N., M.S., 


Academic Relationships 
N.D. Junior College 


Clinical Facilities 


 (1307b) 


30 students E 
Dir. 


Course 


Home Hospital 75 beds 12 B 

St. ee Hospital (1307b) A wien B 

St. —. Hospital (204) A Ped. 
ismarch 


Jamestown State Hospital Psych. 


GRAND FORKS 
Grand Forks Co. Far. 


Sisters of St. Joseph School of $(941c) 
Nursing of North Dakota 
501 — Road 
Est. 155 students 
Sr. Sr. Agnes , a C.S.J., R.N., M.S., Dir. 


[Program to be discontinued with the gradua- 
tion of Class of 1962. 


Schools of Nursing—United States 


Academic Relationships 
University of North Dakota 
Clinical Facilities 


St. John’s Hospitalax 175 beds 20 bass. 
Fargo (941c) Ortho.; B 

St. Michael’s HospitalA 125 beds 20 bass. B 
Grand Forks (941c 

Trinity Hospital 68 beds 10 bass. B 
Jamestown (941c) 


Course 


Jamestown State Hospital Psych. 
MINOT 

Ward Co. Bis. 
Sisters of St. Francis School 

of Nursing (545b) 


307—5th Ave., S.E., 
me 1912 rt amen * 2,8 
Sr. M. Samuel, O.S.F., R.N., Dir. 


Academic seadaiaiie 
State Teacher's College 
Clinical Facilities 


St. Joseph’s Hospitala 130 beds 20 bass. B 
Minot (545b) 


Course 











Jamestown State Hospital Psych. 
VALLEY CITY 
Barnes Co. Far. 
Mercy School of Nursing Z(116le) 
534 = Blvd. 
_ 931 “ts students 
ae _ R.S.M., R.N., M.A Dir. 
Clinical Facilities 
Mercy Hospitala 125 beds 18 bass. B 
Se. Mae C 4 (1161 
t. Mary’s cecal “(o4te) Akt Ped. 
Minneapolis, 
St. Bernard’s ieee sont (116le) Psych. 
Council Bluffs, lowa 
OHIO 
Columbus 
Collegiate Schools 2 
Student Census 253 
t 
Non-Collegiate Schools 18 
Student Census 2606 
Collegiate 
CLEVELAND 
Cuyahoga Co. Clev. 
St... ohn College of Cleveland Cc 
Division of Nursing @?.H. 
Cathedral Square (14) 
(D 27) Est. 1947 
Sr. M. Edith, C.S.A., R.N., MLS., Dean 


Programs 
143 students E12 
Clinical Facilities 
St. Vincent Charity Hospital Med., fore, 
( A* 348 beds 
Cleveland Clinic Hospitalak+ —<, Sates 
.3 Pe 
St. Ann Hospital (105) A Ob. 
Marymount Hospital (3650) Akt Psych. 
Garfield Heights 
Sunny Acres ee County Tb Hesplalgs 


Rosemary Home for Crippled Children 


Basic degree 


(1109 Ortho. 
Cleveland Dept. of Health Pub. H. 
Cleveland Day Nursery Assoc. & DePaul 


Infant Home Well Child 


Ohio 

MT. ST. JOSEPH 
Hamilton Co. Cin, 
College of Mt. St. Joseph on the Ohio C 
Department of Nursing @?-H. 
( Est. 1996 
Sr. De Chantal, S.C., R.N., M.S., Dir, 

Programs 


110 students Et 
Clinical Facilities 


Good Samaritan Hospitalak+ ; B 
Cincinnati (1707) 673 beds Us pk, 

Children’s Hospitala+ Ped, 
Cincinnati 


Basic degree 


an = Health peor. 
incinnati 
Archdio. Cath. Charities Pub. H. 
Non-Collegiate 
AKRON 
Summit Co. Clev, 
St. Thomas 4 (105) 
444 N. Main St. (10) 

Est. 1928 102 students EF? 
Sr. M. Esther, C.S.A., R.N., B.S., Dir. 
Academic Relationships 
Akron University Pre-Clinical 
Clinical Facilities 
Home Hospitalax+ 274 beds 48 bass. B 
Children’s Hospitala Ped, 
Massillon State Hospitala+ Psych, 
Visiting Nurses Assoc. Pub. H. 

CANTON 
Stark Co. ¥. 
@ (105) 


Masey 
806 Cleveland Ave., N.W. (2) 
115 students 
Dir. 


Est. 1908 
Sr. M. Maurice, C.S.A., R.N., B.S., 
Clinical Facilities 
Home Hospitalak+ 223 a ry 


.P. B 
Massill ; H Psych. 
Benjamin, Frank ~ at lin’ Hospitalat "Tb. 
olumbus 
CINCINNATI 
Hamilton Co. Cia. 
Good Samaritan @ (1707) 


Clifton & Dixmyth Aves. (20) 
Est. 1896 232 students E* 
Sr. Andrew, S.C., R.N., M.A., Dir. 
Clinical Facilities 


Home Hospitalak+ Psych.; 
ds 132 bass, 
St. Joseph’s Infant Home (1707) Well Child 
CLEVELAND 
— Co. Clev. 
St. A @ (5174) 
a Tatas Ave. (27) 
ti 1918 109 students 
. M. Wilberta, O.S.F., R.N., M.S., ir. 
Academic Relationships 
St. John College of Cleveland 're-Clinical 
Clinical Facilities 


Home Hospitalak+ 300 beds 35 bass. B 
Cleveland Psychiatric Institute and Hospital 





St. John’ (105) 
7800 Franklin Blvd. (2) 
Est. 1916 124 students 
Sr. Mary Augusta, C.S.A., R.N., M.S., Dir. 


For Key to Symbols and Abbreviations See Page 164 
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Ohio 


Academic Relationships 
St. John College of Cleveland 
Clinical Facilities 


Home Hospitalak+ 268 beds 48 te. he 
Toledo State HospitalA Psych. 


Pre-Clinical 


St. Vincent Charity 4 (105) 
. 2320 EB. 24th Se. (15) 
Est. 1898 109 students E? 
Sr. M. George, C.S.A., R.N., B.S., Dir. 
Academic Relationships 
St. John College of Cleveland 
Clinical Facilities 


Home Hospitala*&+ 367 beds O.P.D.; B 
Saint Ann Hospital (105) A+ Ob. 


Pre-Clinical 


Toledo State Hospitala Psych. 
Cl bar M li Gen’! Hospital 
tropolitan Gen ospita 
levelan etropolitai D: I 4: Th. 
Highland View Hospital+ Rehab. 
COLUMBUS 
Franklin Co. Col. 
Mt. Carmel @ (705a) 


127 — Davis Ave. (22) 
Est. 1903 i students E? 
Sr. M. Priscilla, C.S.C., R.N., B.S Dir. 


Clinical Facilities 
Home Hosp.A%&+ 406 beds 55 bass. Ortho.; 
O.P.D.; B 
Children’s Hospitala+ Ped. 





Massillon State HospitalA+ 
St. Francis S. of N. @ (527a) 
1441 Clifton Ave. (3) 

Est. 1930 % septonee Es 
Sr. Mary Anthony, S.F.P., R.N., i. Dats 
Clinical Facilities 
St. Anthony’s Hospital A+ 293 beds B 
St. — 3 Hospital (527a) Ak+ Ob. 
Childzen's s Hospitala+ Ped. 
Columbus State Hospital4+ Psych. 

DAYTON 

Montgomery Co. Cin. 
Good Samaritan 4 (1707) 

1425 W. Fairview Ave. (6) 

Est. 1932 187 students E12 
Sr. Ann Seton, S.C., R.N., M.S., Dir. 


Clinical Facilities 


Home Hospitalak+ 440 beds 80 bass. B 
Our Lady of Peace Hospital (1201) Psych. 
Louisville, Ky. 


St. Elizabeth 2 
128 Hopeland St. (8) ¢ sie 


»} 1915 198 padene E1,2,3 
Sr. , S.F.P., R.N., M.S., Dir. 


Clinical Facilities 
Home Hospitalak+ 


510 beds 74 bass. Psych.; B 
Dayton State Hoepitala "Sa ch, 


HAMILTON 

Butler Co. Cia. 
Mer 

owe St. eaten 


103 students E? 
Sy Rey: Soivia, R.S.M., R.N., M.S., Dir. 


Clinical Facilities 


Home Hospitalak+ 332 beds 58 bass. B 
Dayton State wie Psych, 


DIRECTORY NUMBER 








Schools of Nursing—United States 


LIMA 
Allen Co. Tol. 
St. Rita’s 4 (1161c) 
730 West Market St. 
Est. 1919 121 students E}.2 


Sr. M. Reparata, R.S.M., R.N., M.S., Dir. 


Clinical Facilities 


Home Hospitalak+ 


Toledo State Hospitala sych. 


Lima Visiting Nurse Assoc. Pub. H. 
PORTSMOUTH 
Scioto Co. Col. 
Mer (523) 
124i ben Street 
Est. as students E!.2 
Sr. M. Pasline, O.S.F., R.N., B.S., Dir. 
Clinical Facilities 
Home Hospitala 147 beds 30 bass. B 
Children’s Hospitala+ Ped, 
Cincinnati 


Our Lady of Peace Hospital (1201)4 Psych. 
Louisville, Ky. 


SANDUSKY 

Erie Co. Tol. 
Providence @ (525) 

1912 Hayes Ave. 

Est. 1942 63 students E12 
Jeanne M. Stack, R.N., M.Ed., Dir. 


Clinical Facilities 


Home HospitalA 110 beds 26 bass. B 
Children’s Hospi Ped. 


Akron 
Toledo State Hospitala 


Psych. 
TOLEDO 
Lucas Co. Tol. 
Mercy 4 (1161c) 
 enggen & 23rd St. (2) 
237 students 


Est. 1918 
Sr. Mary Caroline, R.S.M., R.N., M.S., Dir. 
Academic Relationships 
Mary Manse College 


Clinical Facilities 
Home Hospitalax+ 350 beds 60 bass. 


Course 


.P.D.; B 
St. Charles Hospital (1161c) Ak+ Psych. 
Toledo Day Nursery Well Child 
St. Vincent’s @ (603a) 


2201 hag St. (8) 
Est. 1896 239 a ae og 
Sr. Ruth Hickey, S.G.M., R.N., M.A 
Academic Relationships 
Mary Manse College 
Clinical Facilities 


Home Hospital Ak + 442 beds 60 bass. 
Ortho.; a 5, 


Course 


Toledo State HospitalA 


Toledo Day Nursery Well Child 
YOUNGSTOWN 
Mahoning Co. Y. 
St. Elizabeth (1109) 
1044 Belmont Ave. (4) 


Est. 1911 198 students E'.? 
Sr. Margaret Louise, H.H.M., R.N., M.S., Dir. 


Clinical Facilities 


Home 3 so italaAx*: 526 beds 73 bass. B 
Mahonin uberculosis SanitoriumA+ Tb. 
Woodside Receiving Hospital pa 
Visiting Nurse Assoc. b. H. 


300 beds 50 hae. B 





Oklahoma 


ZANESVILLE 
Muskingum Co. Col. 
Good Samaritan @ (551) 


730 Laurel Avenue 
Est. 1905 91 students E12 
Sr. Mary Lawrence, O.S.F., R.N., M.S., Dir. 
Academic Relationships 
Muskingum Colle; 
Now Coneeea ” 
Clinical Facilities 


Home Mospieala, 346 beds 40 bass. B 
Massillon State Hospitala+ Foych. 
Mahoning Tuberculosis , \ 


Course 











OKLAHOMA 
Oklahoma City 
Non-Collegiate Schools 4 
Student Census 435 
OKLAHOMA CITY 
Oklahoma Co. Okla. 
Mer 1161 
$19 NW. 12th Se. (3) o¢ 8) 
Est. 1917 87 students E? 
Rosemary Mathews, R.N., B.S., Act’g Dir 
Clinical Facilities 


Home Bospien), A*xO 225 beds 25 bass. B 





tea a Chink —y ital) Ak+ Ped. 
pp iren’s ta b 
Central State Hospital _ Psych. 
Norman 
St. Anthony 4 (507) 
601 N.W. Ninth St. (3) 
Est. 1908 184 students FE}? 
Sr. M. Rosina, O.S.F., R.N., M.S., Dir. 


Clinical Pacilities 
Home Hospital Axe0 480 beds 100 bass. 


bt ye 2 on Hospita Pach 
PONCA CITY 

Kay Co. Okla. 
Ponca ev (939) 

14th — irginia Aves. 

Pi 27 students E!:*.3 


Mt Joka Francis, C.S.J., R.N., B.S., Dir. 


Academic Relationships 


No. Oklahoma Junior College 
Tonkawa 


Course 


Clinical Facilities 
Ponca City Hospitala 110 beds 25 bass. B 


St. foheny’. ospital (507) A*+ Ped. 
Oklahoma 
Wore State Tctat Psych. 
+. Supply 
TULSA 
Tulsa Co. Okla. 
St. John’s @ (529a) 
ae ~A i St. (4) 
5 137 fondue E128 
Sr. M. : . S.S.M., R.N., B.S., Dir. 
Clinical Facilities 


Home Hospitalak+ 632 beds $00 bass. 


ch.; B 


OUniversity of Oklahoma School of Medicine, 
Oklahoma City, Oklahoma. 
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OREGON 
Salem 

Collegiate Schools 1 
Student Census 132 
Non-Collegiate Schools 2 
Student Census 162 
Collegiate 
PORTLAND 

Multnomah Co. P. 
University of Portland WwW 

College of Nursing ¢ 

2475 N.W. Westover Rd. (10) 

(20078) Est. 1934 
Sr. Joan Frances, F.C.S.P., R.N., M.S., Dean 


Programs 
132 students E? 
Clinical Facilities 


St. Yincene A ~ 416 beds 53 bass. B 
vu. & 7a) Akt 


Basic degree 


us, eens Medical School Hosp.Axk+ _ Ped. 
Ore pon State Hospitala+ Psych. 
University State Hospitalak+ Tb. 
Non-Collegiate 
EUGENE 

Lane Co. ; P. 
Sacred Heart @ (943a) 

12th Ave. East & Hilyard St. ; 

Est. 1942 86 students FE! 
Gylene Fitzpatrick, R.N., B.S., Dir. 

Clinical Facilities 

Home Hospital Ax 260 beds 46 bass. B 
Affiliation Tb., Psych. 
PORTLAND 

Multnomah Co. P. 
Providence Z(1317a) 

621 cov 49th Ave. (13) 

Est. 194 Ay pony Et 
Sr. Joan Piste F.C.S.P., R.N., Dir. 

Clinical Facilities 


Home Hospitala +, 315 beds B 
University of Portla 

(St. Vincent orotic) gf teat O>. 
Cogepe State Hospitala Psych. 











PENNSYLVANIA 
Harrisburg 

Collegiate Schools 5 
Student Census 396 
Non-Collegiate Schools 21 
Student Census 2811 
Collegiate 
ERIE 

Erie Co. E. 
Ville Maria College of Erie M 

Division of Nursing 

8th & Plum Sts. 

(925) Est. 1953 
Mrs. Dorothy J. Dobrushin, R.N., M.S., Chm. 


Programs 


Basic degree 67 students E1 





Schools of Nursing—United States 


Clinical Facilities 


St. Vincent’s Hospital (925) A B 
wey ae ( rg 70 bass. 
Phila. General Hospitslake Neuro. Parse; 
Visiting Nurse Assoc. Pub. H. 
Erie Day Nurse Well Child 
Maryvale Pre- “Schoo! (925) Well Child 
GWYNEDD VALLEY 
Montgomery Co. Ph. 


Gwynedd-Mercy Junior re M 
pe ie of Nursing 1959 
Sr. M. Fenton Joseph, C.R.S.M., R. ne MS. 
hm. 

Programs 


Associate degree 31 students E'.? 


Clinical Facilities 
Misericordia , Hoaplea! (1141) Axk&+* Med.; Surg. 


Philadel, oie 
— ercy Hospital alaieeia? | 


; Ped. 
m. so fy — Hospital Psych. 
hiladelphia 
PITTSBURGH 
Allegheny Co. Pitt. 
uesne University 
chool of Nursin, oP. 
$01 Bluff Se. (19 
(2011la Est. 1935 
Ruth D. Johnson, R.N., M.A., Dean 
Programs 


Basic degree 70 students 
Clinical Facilities 
leery HospitalaAx+0 683 beds 65 bass. B 


Univ. Pittsburgh School of Nursing 


Psych.; A... P.D. 
V.N.A. of Allegheny County b. H. 
Mount Mercy College M 


Department of Nursing 
3333 Fifth Avenue (13) 


(1145) Est. 1948 
Sr. M. Loyola, R.S.M., R.N., M.S., Chm, 
Programs 
Basic degree 95 students E! 
Clinical Facilities 


Mercy Hospitalak+O 683 beds 65 bass. B 
(1145) 


D.C. General Hospital Ak+ O.P.D. 
Washington, D.C. 
Mayview State Hospital A+ Psych. 
Visiting Nurse Assoc. Pub. H. 
VILLANOVA 
Delaware Co. Ph. 
Villanova University 
oe of Nursing o?.H. 
(2028a) Est. 1953 
Marion M. Schrum, R.N., Ed.D., Dean 
Programs 


Basic degree 133 students E?:3 


Non-Collegiate 
ALLENTOWN 
Lehigh Co. Ph. 
Sacred Heart @ (1503a) 
421 Chew St. 
Est. 1916 174 students E12 


Sr. M. Antonette, M.S.C., R.N., M.S., Dir. 


OUniversity of Peadengh School of Medicine, 
Pittsburgh, 

This is a owo-vent program in a junior 
college. 


For Key to Symbols and Abbreviations See Page 164 








Pennsylvania 


Clinical Facilities 


Home Hospitalak+ it, beds 4 oa 
Dis.; O.P.D.; B 


Seton Institute (1701a) bg nie 
Baltimore, Md. 

ALTOONA 
Blair Co. AL 

Mercy (713b) 
2601—8th Ave. 


Est. 1910 66 students Et 
Victoria D. Matig, R.N., B.S., Dir, 
Clinical Facilities 


Home Hospitalax 165 beds 35 bass. B 
St. Francis Hospital (509) Axk+ Psych, 


Pittsburgh 
BEAVER FALLS 
Beaver Co. Pie. 
Providence 4 (1705) 
3rd Ave. & 9th St. 

Est. 1911 60 students E? 
Sr. Alice Patricia, S.C., R.N., M.S., Dir. 
Academic Relationships 
Seton Hill College Course 


Greensburg 


Clinical Facilities 


Home HospitalA 138 beds 33 bass, B 
University, of en 9 


ildren’s Hospital Axt Ped, 
t. Francis Hospital 1b 9) Akt Psych. 
Pittsburgh 
CARBONDALE 
Lackawanna Co. Scr. 
ose @ (1115) 
o, 0 Sa va — 

Est. 1926 i. ae 
Sr. M. de Lourdes, I.H.M., R.N., iS; ir. 
Academic Relationships 
Marywood College Pre-Clinical 

Scranton 


Clinical Facilities 


Home Hospitala 112 beds 20 bass. B 
Children’s Hospitala+ Ped. 


Washington, D. 


Seton Institute (1701a) At Psych. 
Baltimore, Md. 
DARBY 
Delaware Co. Ph. 
Fitzgerald Mercy 4 (1141) 


Lansdowne poy! & Baily Road 
~ 1942 187 ray 
Sr. M. Rita Dolores, C.R.S.M., R.N., M.S., 


Clinical Facilities 


Home Hospital ad} 360 beds 75 o-. - 
Norristown State Hospitala+ 


ERIE 
Erie Co. B. 
St. Vincent’s™ @ (925) 
241 West 24th St. (6) 
.e. 1901 i738 students F? 
. Rose Evelyn, S.S.J., R.N., M.S., Dir. 
Academic Relationships 


Gannon College Course 





DHospital owned by the St. Vincent Hospital 
Association (lay) with the administrative 
and nursing service by the Sisters 
of St. Joseph (925). 
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Pennsylvania 
Clinical Facilities 
Hospital A 401 beds 65 bass. B 
Se Francs Hospital (509) Ak+ Psych. 
JOHNSTOWN : 
Cambria Co. be Al. 
(ii6th) 


Mer 
i020 + eae St. 
? - & 108 students 
ee Tehe Joseph, R.S.M., R.N., B.S., Dir. 


Academic Relationships 


St. Francis College Course 
Loretto 
Clinical Facilities 
Home Hospitalax 240 beds 45 hese. hg 
St. Francis Hospital (509) Ak* Psych. 
Pittsburgh 
LANCASTER 
Lancaster Co. Hbg. 
St. Joseph’s @ (505d) 
201 College Ave. 
Est. 1902 136 students 
Sr. M. Margarella, O.S.F., R.N., M.S. Dir. 


Clinical Facilities 
Home HospitalAak+ a beds 40 on 3 B 


Seton Institute (170la) A 'sych 
Baltimore, Md. 


MCKEES ROCKS 


Allegheny Co. Pitt. 
Ohio Valley | General™ 4 (713b) 
Heckel Road 
Est. 1907 73 students 
Josephine M. Roseta, R.N., B.S., Dir. 
Clinical Facilities 


Home HospitalA 130 beds 35 bass. O.P.D.; B 
University of Pittsburgh 


(Children’s Hospital) Ak+* Ped. 
Pittsburgh 
Mayview State Hospitala+ Psych. 
MEADVILLE 
Crawford Co. E. 
Spencer @ (925) 


a eg St. 


80 students E! 
Sr. i Claire, S.S.J., R.N., B.S., Dir. 


Clinical Facilities 
Home Hospitala 143 beds 15 bass. B 
St. Francis Hospital (509) Axk+ Psych. 
Pittsburgh 
NEW CASTLE 
Lawrence Co. Pitt. 
New Castle 4 (509) 
1100 S. Mercer Street 
Est. 1919 70 students 
St. Lawrence Mary, O.S.F., R.N., M.Litt., Dir. 
Clinical Facilities 


Home Hospitala 150 beds 14 bass. B 
Ped 





Children’s Hospitala+ 
Se. Fravcks Hospital (509) adee Psych 
Pittsburgh . aa 
PHILADELPHIA 
Philadelphia Co. Ph. 
Misericordia (1141) 
54th i — Ave. (43) 
Est, 192 sain Et 
Sr. M. pid C.R.S.M., R.N., B.S Dir. 


"Hospital owned by a lay Board of Directors 
it managed by the Sisters of the Holy 
Family of Nazareth. 


DIRECTORY NUMBER 


Schools of Nursing—United States 


Clinical Facilities 
Home Hospitalax+0,01? 400 beds 2 bass. 


Philadelphia General Hospitalak+ "en 


St. Agnes @ (505a) 
1900 South Broad St. (45) 


Fst. 1894 129 s t 
Sr. Margaret Alacoque, O.S.F., R.N., ML. Ne “Dir. 


Clinical Pacilities 
Home Hospitala*O1 301 beds 37 bass. B 
Philadelphia General Hospitalak+ Ped. 
Embreeville State Hospital+ Psych. 
The Rehabilitation Center Rehab. 


St. Josep 4 (501a) 
16th oo Poaca Ave. (30) 
Est. 1893 120 students E!.2.3 
Sr. M. Alma, C.S.S.F., R.N., B.S., Dir. 


Clinical Facilities 


Home Hospitalax+ 199 beds 20 bans. 2 
Children’s Hospitala+ 


Philadelphia General newk 
Hospitalak+ 
PITTSBURGH 
Allegheny Co. Pict. 
Mercy (1145) 
1401 Blvd. of the Allies (19) 
Mas 1893 ta ao E2,3 
. M. Paulinus, R.S.M., R.N., Dir. 
Academic Relationships 
Mt. Mercy College Course 
Clinical Facilities 


Home HospitalAx+0% 649 beds 65 bass. B 


St. Francis Hospital(509) Ak+ Psych. 
Pittsburgh 4 (1705) 
500 Finley Street (6) 
Est. 1905 142 students - 
Sr. Miriam Francis, S.C., R.N., B.S., Dir. 
Academic Relationships 
Seton Hill College Pre-clinical 
Greensburg 
Clinical Facilities 
Home Hospitalak+ 225 beds 35 bass. B 
St. Francis Hospital (509) Ak+ Psych. 
Veterans HospitalA Tb. 
Butler 
St. Francis™ @ (509) 
45th & Calvin Ses. (1) 

Est. 1901 263 students E!.2 
Sr. Mary Bertin, O.S.F., R.N., M.Litt., Dir. 
Clinical Facilities 
Home Hospitalax +0? 730 beds 40 bass. 

sych.; B 
St. a (911) 
2112 Sidney St. (3) 
aa 1904 102 students 
. Francesca, S.S.J., R.N., M.S., Dir. 
Clinical Facilities 


Home Hospitala*x 170 beds 30 bass. B 





Ojefferson Medical College, Philadelphia, Pa. 

O'Hahnemann Medical lege — Hospital 
of Heres agar mae Philade . a a. 

O*University of Pittsburgh School of Medi- 
cine, Pittsburgh, Pa. 

(83Hospital owned by a lay Board of Directors 
but managed by ~, on of the Third 
Order of St. Francis (509 








Rhode Island 
READING 
Berks Co. Ph. 
St. 
iit Bi Birch Se. 0(305a) 
x 903 138 smadonts Ei 


. M. ye Elizabeth, O.S.F., R.N., M.S., Dir. 


Clinical Facilities 


Home Hopislak® 737 beds 36 bess. p 
Embreeville State Hospital+ Psych 


SCRANTON 
Lackawanna Co. Scr. 
Mercy @ (1161h) 
802 Jefferson Ave. (10) 

Est. 1917 116 students 
Sr. Mary thton R.S.M., R.N., M.S., ir. 
Academic Relationships 
College Misericordia Pre-Clinical 

Dallas 

Clinical Facilities 

Home Hospitala 230 beds 40 bees. B 
Allentown State Hospital+ Psych. 
WILKES-BARRE 

Luzerne Co. Ser. 
Mercy 4 (1161h) 

8-16 Church St. 

Est. 1898 157 students! 
Sr. Marie Elise, R.S.M., R.N., M.S., Dir. 
Academic Relationships 
College Misericordia Course 

Dallas 
Clinical Facilities 
Home Hospitalax+ 202 beds 38 bass. 
O.P.D.; B 
Danville State Hospitala+ Psych. 








RHODE ISLAND 





Providence 

Collegiate Schools 1 
Student Census 65 
Non-Collegiate Schools 1 
Student Census 127 
Collegiate 
NEWPORT 

Newport Co. Pro. 
Salve Regina College N 

Division of Nursing oP.H. 


1 Ochre Point Avenue 


(1161i) Est. 1948 
Sr. Mary Augustine, R.S.M., R.N., M.S., Dir. 
Programs 
Basic degree 65 students 
a Facilities 
St. -Ak 310 beds 60 bass. B 

ro ty 503) 
Our Lady of ‘Fatima Hospital (503) A 
N. Providence Med.; Surg. 
R.I. Hospital for Mental DiseasesA + Psyc 
Providence District Nursing Assoc. Pub. H. 
Non-Collegiate 
PROVIDENCE 
Providence Co. Pro. 
St. al hae § 4 (503) 
Peace St. (7) 
127 students E? 
Sr. sr. Mary ten O.S.F., R.N., B.S., Dir. 
MOF th Som 15 students cone Pa a ree 
rogram wi 
Misericordia, Dalias, Pa. 
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Rhode Island 


Academic Relationships 
Providence College 

Clinical Facilities 
Home Hospitalax 310 beds 60 bass. B 
State Hospital+ Psych. 


Howar 
C. V. Chapin Hospitala+ Comm. Dis. 


Course 








SOUTH CAROLINA 





Columbia 
Non-Collegiate Schools 1 
Student Census 62 
CHARLESTON 

Charleston Co. Char. 
St. Francis Xavier (1153) 


i Ashley Ave. (39) 


1900 
Sr. ge Marie, O.L.M., R.N., B.S., 


Clinical Facilities 


Home Hospitala 111 beds 26 bass. B 
Children’s Hospalat Ped. 


62 students 
Dir. 








Schools of Nursing—United States 


SIOUX FALLS 

Minnehaha Co. S. Falls 
Presentation @ (1309) 

7th Ave. & 21st St. 

Est. 1942 98 students FE? 

M. Vincent, P.B.V.M., R.N., M.S., Dir. 

Academic Relationships 

Presentation Junior College Course 

berdeen 

Clinical Facilities 
McKennan Hospital (1309) A*xO 
264 beds 50 bass. B 

Yankton State Hospital Psych. 


YANKTON 
Yankton Co. S. F. 
Sacred Heart @ (215) 
W. Fifth St. 
Est. 1905 141 students E* 
r. M. Harriet, O.S.B., R.N., M.S., Dir. 
Academic Relationships 
Mt. Marty College Course 
Clinical Facilities 














pn ' Psych. Home Hospitala*x+0 189 beds 26 = a 
Columbia, S.C. Yankton State Hospital Psych. 
SOUTH DAKOTA 
Pierre TENNESSEE 
oo! Nashville 
Non-Collegiate Schools 5 
Student Census 485 Non-Collegiate Schools 3 
Student Census 362 
ABERDEEN 
Brown Co. $. F. 
. KNOXVILLE 
Presentation (1309) 
305 - so St. ¢ Knox Co. Nash. 
Pt 89 students F1.8 , : 
St. Mary’s Memorial 4 (1161c) 
.M. , P.B.V.M., R.N., B.S., Dir. Emeraid Ave. (17) 
Academic Relationships Est. 1930 101 students 
Tocgenninn Junior College Course Sr. Mary Elaine, R.S.M., R.N., M.S., Dir. 
eraeen 
Clinical Facilities Academie Relationships 
St. Luke’s Hospital 225 beds 30 bass. B University of Tennessee Course 


Aberdeen (1309) 


Yankton State Hospital Psych. 
Memorial Hospital Rural 
Gettysburg 
Hand County Hospital Rural 
Miller 
HURON 
Beadle Co. 8. 2. 
St. John’s 563 
4th & Kansas Ave. o< ) 
ee 1947 84 students 
. M. Natalie, O.S.F.B.K., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitala 147 beds 20 bass. 
Children’s 4 we sit an ee 
enver, Colo. 
Yankton State Hospital Psych. 
RAPID CITY 
Pennington Co. R. C, 
St. John’s McNamara @ (217) 
S ryt es St. 
7 d Fi 
Sr. sta ies O.S.B., R.N., B.S., when ye “4 
Clinical Facilities 
Home ~*~, 160 beds 40 bass. B 
Yankton State Hospital Psych. 


Clinical Pacilities 
Home Hospitilak+ 375 beds 40 bass. I B 


Eastern State Hospital sych. 
MEMPHIS 

Shelby Co. Nash. 
St. Joseph @ (517a) 

204 Overton Ave. (5) 

Est. 1918 


“2? students 
Sr. M. Rolandina, O.5.F., R.N., M.S., ir. 
Clinical Facilities 
Home Hospitalaxk+ 420 beds 60 bass. B 
West-Tennessee Hospitala+ Tb. 
o Joe State Hosp ore Psych. 


Louis, Mo. 

NASHVILLE 
Davidson Co. Nash. 
Saint Tho 4 (1701b) 


mas 
2001 Church St. (4) 

Est. 1902 138 students E® 
Sr. Victorine, D.C., R.N., M.Ed., Dir. 


Clinical Facilities 
Home Hospitalax+ 237 beds 40 bass. B 





OState University of South Dakota School of 
Medicine, Vermillion, So. Dak. 


For Key to Symbols and Abbreviations See Page 164 


Texas 





TEXAS 
Austin 


Collegiate Schools 2 
Student Census 221 


Non-Collegiate Schoois 8 
Student Census 477 





Collegiate 


HOUSTON 
Harris Co. Gal. 


Sacred Heart Dominican College S 
St. Joseph’s Dept. of Nursing 
rer thay E. Holcombe Blvd. (20) 

Jennie 7 Perry, R.N., M.S., 


Programs 


Est. 1945 
Dir, 


100 students FE! 


Clinical Facilities 
h’s eee vy beds 116 bass. 
BOT) Ade 


; Comm. Dis.; B 
Veterans ctpitala+ 


Basic degree 


Tb.; Paych, 
City and County Health Depts., VNA, Pub. 


SAN ANTONIO 


Bexar Co. 8. A. 
Incarnate Word College 

Division of Nursing o?.H. 

4301 <r (9) 

(803b Est. sg 
Sr. M. Lucilla, CGViA., BN, MS. 

Programs 
Basic degree 121 students E'.28 
Clinical Facilities 


Santa Rosa Hospitalak+ 
803b 


City Health Department Pub. 
Lackland Air Force Base HospitalAx + Psych. 


600 beds 60 bass. 
O.P.D.; B 


Non-Collegiate 


AMARILLO 
Potter Co. Ama. 


St. Anthony’s™  (803c) 
= N.W. 7th Ave. 
1909 34 a E? 
Sr. EWiary Michael, C.C.V.L, R.N., M.S Dir. 
Academic Relationships 
* Amarillo Junior College Course 


Clinical eg 


Home Hospitala beds 28 ben, B B 


Santa yon Hospital (8036) Akt 0. 
San Anton: 

State Hospitala Psych. 
San Antonio 

AUSTIN 
Travis Co. Aus. 

Seton 4 (1701b) 
600 West 26th (5) 

Est. 1902 50 students 
Sr. Leander, D.C., R.N., B.S., Dir. 
Academic Relationships 
St. Edward’s University Course 
aoe a ye 
Home Hospi beds 36 bass. B 
Charity Hi Hospi (17016) ade Ped. 

ew 
DePaul Hospital (i 1701b) A Psych. 
New Orleans. La. 
Brackenridge Hospitalak+ O.P.D. 





Offers program of 90 weeks requiring one 
year college for admission. 
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Texas 
BEAUMONT 
Jefferson Co. Gal. 
Hotel Dieu 4 (801) 
§20 Riverside Drive 
Est. 1909 32 students E* 
Sr. Mary Avitus, C.C.V.I., R.N., M.S., Dir. 
A P| 2 Rel, 4. hip 
Lamar State College ‘ Course 
Clinical Facilities 
HospitalA 150 beds B 
Says Hi Hospital (801) a O.R; Ob. 
t 
St. ote Tafemery (801) A+ Psych. 
Galveston 
CORPUS CHRISTI 
Nueces Co. EG 


James R. Dougherty, Jr. S. of N.™ 
(803b) 
—, — Drive 
a. s6. poneny E? 
. M. Vigna, C.C.V.L, R.N., Dir. 


Academic poe 
Del Mar College 
Clinical Facilities 
Spohn Hospital (803b) A 254 beds 50 bass. B 


Course 


Santa Rosa Hospital (803b) Ak+ Ped. 
San Antonio 
Memorial Hospitalax® Psych. 
City-County Health Unit Pub. H. 
DALLAS 
Dallas’ Co. Dal. 
St. Paul 4 (1701b) 
3218 San Jacinto St. (4) 

Fst. 1900 98 students 
Sr. Blanche, D.C., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitalaxk+O 400 beds 60 bass. 
De Paul Hospital (1701b) ” Psych. 

ew Orleans, La. 
EL PASO 
El Paso Co. El P. 
Hotel Dieu ©(1701b) 


1014 North Stanton 


Est. 1898 
Sr. Aloysius, D.C., R.N., M.S., 
Academic Relationships 
Texas Western College 
Clinical Facilities 
Home Hospitalaxk+ 285 beds 65 i hy 
sy 


De Paul Hospital (1701b) A 
ew Orl nee, Le ’ 


74 students E? 
Dir. 


Course 


FORT WORTH 
Tarrant Co. Dal. 
St. h’s™ 803b 
fe South Main (4) o¢ 3) 


Fst. 1906 42 students E?.8 
St. Peter Gerard, C.C.V.I., R.N., M.S., Dir. 
Academic Relationships 

University of Dallas 


Clinical Facilities 
Home Hospitalak+ 304 bom, 46 bess. 
Affiliation ” Psych. 
Shtipiinae 
OSouthwestern Medical School of the Uni- 
versity of Texas, Dallas, Texas. 


ers program of 90 weeks requiring one 
year college for admission. 


Course 


DIRECTORY NUMBER 





Schools of Nursing—United States 


GALVESTON 
Galveston Co. Gal. 
St. Mary’s 4 (801) 
728 —— St. 
a. 61 students E 


: Taceien C.C.V.1L, R.N., M.S., Dir. 


Clinical Facilities 
Home HospitalA+ 211 beds 27 bass. Psych; B 








UTAH 
Salt Lake City 





Non-Collegiate Schools 2 
Student Census 198 
OGDEN 

Weber Co. S. Lk. 


St. Benedict’s 
3000 Polk Ave. 


@ (211) 


x 1947 85 students E* 
. M. Berno, O.S.B., R.N., B.S., Dir. 
Clinical Facilities 

Home Hospitalak+ 170 beds 32 bass. B 

Psych.; Comm. Dis. 

Chiidren's Hospitala+ Ped. 
Denver, Colo. 

Hastings State Hospital a+ Psych. 
Ingleside, Neb 

Utah State Tuberculosis HospitalA Tb. 


SALT LAKE CITY 


Sale Lake Co. S. Lk. 
Holy Cross 4 (705c) 

1002 East South Temple St. (2) 

a 1901 113 students E}.2.8 


. M. Peter James, C.S.C., R.N., M.S., Dir. 


Clinical Facilities 


Home Hospitalax+0 300 beds 50 bass. B 

Colorado State Hospitala+ Psych. 
Pueblo, Colo. 

Idaho State Tuberculosis HospitalA Tb. 
Gooding, Ida. 

West Side Clinic—Catholic Charities 








VERMONT 
Montpelier 


Non-Collegiate Schools 1 
Student Census 103 





BURLINGTON 
Chittenden Co. Bur. 
Jeanne Mance ©(907a) 
Pearl & So. Prospect Sts. (5) 


Est. 1953 103 students E13 
Sr. Duchesneau, R.H.S.J., R.N., M.S., Dir. 


Academic Relationships 


St. Michael's College Course 

Winooski Park 

Clinical Facilities 

a yee Sepmoctel Hospital 

(907a) A 202 beds 35 ban. 
Boston Ti Ny Hos iealak> Ped, 
Vermont State Hospital+ Psych. 

‘aterbury 

Vermont Rehabilitation Center Rehab. 


OUniversicy of Da School of Medicine, Sale 


OUniversity a’ Vermont College of Medicine, 
Burlington, Vt. 








Washington 
VIRGINIA 
Richmond 
Non-Collegiate Schools 3 
Student Census 179 
NEWPORT NEWS Rich. 


Mary I: lat 
asen ant Baie Ave. - ¢ (304) 


Est. 190601 11 stud Et 
Sr. M. Borromeo, C.S.B., R.N., B.S. oo ir. 


Clinical Facilities 
Home Hee italA*® 129 beds 30 bass. B 
Psych. 


Philadelphia General H 1 
Phila elpbia, ie amameid 


NORFOLK 
Norfolk Co. Rich, 
De Paul 
Granby St. (5) OtreM 
Est. 1895 
Sr. y Fe ig D.C. BN. MS. 7 “a 


Clinical Facilities 
Home Hospitalak+ 300 beds 50 bass. 
O.P.D.; B 











Seton Institute e 17018) a+ ” Psych, 
timore, M 
va Hospitala+ Tb. 
een. 
Kings Daughters Visiting Nurses Pub. H. 
PORTSMOUTH 
Norfolk Co. Rich. 
Maryview 4 (1801a) 
bg County Road 
1945 
Sc. Blizabeth of the Divine Hea DW aN, 
‘MS., Dir. 
Clinical Facilities 
Home HospitalaA*x 220 beds 38 bass. 
Seton Institute (1701) A+ ae 
Baltimore, itd, a 
WASHINGTON 
Olympia 
Collegiate Schools 1 
Student Census 140 
Non-Collegiate Schools 5 
Student Census 464 
Collegiate 
SEATTLE 
King Co. Sea. 


Seattle University WwW 
School of Nursing 62.4. 
900 Broadway (22) 

Est. 1933 


( 
Sr. Mary Ruth, O.P., R.N., M.Ed., Act’g Dean 
Programs 


Basic degree 140 students E*? 





OIBy che Sisters in 1952. 





_— 2s. SS 


































































[2 ose 












Washington 


Clinical Facilities 
Providence Hospital 357 beds 50 bass. B 
(13178) Akx+0 
Veterans HospitalA Psych. 
merican e 
Firland Sanatoriuma+ Tb. 


University of Washington 


Public Health Nursing Pub. H 
Non-Collegiate 
BELLINGHAM 
Whatcom Co. Sea. 
St. Joseph’s (943a) 
255 N. _ St. 
Est. 19) 38 myo 


r. M. Caw de Paul, C.S.J., R.N., B.S., 


Academic Relationships 


W. Washington College 
of Education 
“sae — 
Home Hospital ds 29 bass. B 
Sacred Heart Hospital (13i9b) Adee Ped. 
Spokane 
State Hospitals Psych. 
Fort Steilacoom & Sedro Wooley 
Firland Sanatoriuma+ Tb. 
Seattle 


Course 


SEATTLE 
King Co. Sea. 


St. Frances Xavier Cabrini (1501a) 
1019 Madison (4) 
Est. 1919 72 students E}.2.2 
Mother , M.S.C., R.N., M.Ed., Dir. 
Academic Relationships 
Seattle University 
Clinical Facilities 


St. Frances Xavier Cabrini 240 beds 30 bass. B 
Hospitala 


Course 


Vancouver General Hospitala Ped. 
Vancouver, B.C. 

Western State Hospitala Psych. 
Steilacoom 

Firland SanatoriumA+ Tb. 

SPOKANE 
Spokane Co. Spo. 

Sacred Heart ¢ (1317b) 
W. 20—9th Avenue (4) 


Est. 1899 
Mary Kolbeson, R.N., M.S., 


Academic Relationships 
Gonzaga University 


Clinical Facilities 
Home Hos ical Akt 535 beds 100 bene. - 


217 students 
Dir. 


Affiliation 


Veterans Hospitala 'sych. 
merican Lake 
TACOMA 
Pierce Co. Sea. 
St. Josep 505c) 
ith & South J Sts. (5) o¢ 
Est. 71 students E* 
r. M. lias Joseph, O.S.F., R.N., M.S., Dir. 
Clinical Facilities 
Home H aealart 279 beds 40 bass. B 
bee —— b- Os _ Psych. 
Firland Semsneien a? Tb. 
Seattle 
YAKIMA 
Yakima Co. Yak. 





GUatvesss of Washington School of Medi- 
cine, Sear le, Washington. 7 , 





St. Elizabeth’s™ 
9th Ave. & Chestnut St. 


Est. 1907 





Schools of Nursing—United States 






$ (1317a) 


66 students 


Sr. Ann Louise, F.C.S.P., R.N., B.S., Dir. 


Academic Relationships 
Yaiversicy of Washington 
u 


Yakima 


Home Hospitala 


nior College 


Clinical Facilities 


Course 
Course 


224 beds 28 _~ B 











Western State Hospitala 'sych. 
Steilacoom 
Firland Sanatoriuma+ Tb. 
Seattle 
WEST VIRGINIA 
Charleston 
Non-Collegiate Schools 6 
Student Census 498 
CHARLESTON 
Kanawaha Co. Wh. 
St. Francis Z (937) 
333 rg St. (1) 

Bee, 11 ayn E? 
Sr. M. Hildegarde, S.S.J., R.N., Dir. 
Academic Relationships 
Morris Harvey College Course 


Home Hospitala 
ospitalA 


, O. 
St. Francis Hospital (509) Ak+ 
Pittsburgh, Pe ‘ , 


Children’s 
Columbus, 


Clinical Facilities 


a 


CLARKSBURG 
Harrison Co. 


t. Mary’s 
501 West Main St. 


Est. 1905 


Home Hospitala+ 
ospital (509) Ak+ 


St. Francis 


121 beds 20 bass. B 
Ped. 


Psych. 


Wh. 
@ (937) 


104 students E!.2.3 
t. M. Frances Cabrini, S.S.J., R.N., B.S., Dir. 


Clinical Facilities 


Pittsburgh, Pa. 


HUNTINGTON 


Cabell Co. 
St. Mary’s 


ig! _ Ave. (2) 


" 


Home Hospitala*x+ 


Affiliation 


211 beds 30 bass. B 


Psych. 


Wh. 
@ (1301a) 


144 students E!.2 
_ C.M.P., R.N., B.S., Dir. 


Clinical Facilities 


MARTINSBURG 


Berkeley Co. 


King’s Daughters 


E. King St. 
Est. 191501 


Sr. M. oe Tae H.G., R.N., B.S., 


425 beds 50 —— B 


'sych, 


Rich. 
(708) 


42 students 
ir 


OThis pr agg ode is three academic years or 30 


mont 


in length. 


(1Program to be discontinued with the gradua- 
tion of Class of 1 
(81By the Sisters in 1951, 


For Key to Symbols and Abbreviations See Page 164 


Wisconsin 


Academic Relationships 


Shepherd College 
epberdstown 


Clinical Facilities 


140 beds 30 bass. B 
Ped.; Neuro-psych, 


Course 


Hom tala 
Philadelphia. General 
Hospital Ak+ 


PARKERSBURG 

Wood Co. Wh. 
St. Joseph’s (937) 

1822 a Ave. 

Est. 1905 92 students 
Sr. M. Virginia, S.S.J., R.N., B.S., Dir. 


Clinical Facilities 


Home Hospitalak+ 195 beds 30 bass. B 
St. Francis Hospital (509) Axk+ Psych. 
Pittsburgh, Pa. 


WHEELING 

Ohio Co. Wh. 
Wheeling (937) 

203 Main St. 

Est. 1900 105 ~ E13 
Sr. M. Rose Anthony, S.S.J., R.N., Dir. 


Clinical Facilities 


Home Hos; dcalax 226 beds 25 bass. B 

Children’s , on A Ped. 

St. Francis Hospital (509) ake Psych 
t. Francis Hospita A sych, 
Pittsburgh, on 











WISCONSIN 
Madison 

Collegiate Schools 2 
Student Census 324 
Non-Collegiate Schools 10 
Student Census 1174 
Collegiate 
MILWAUKEE 

Milwaukee Co. Mil. 
Alverno College C 

Department of Nursing 9 


3401 S. 39th St. (15) 
21), 
Sr. M. Orttonella, O.S.F., R.N., M.S., 
Programs 


Est. 1946 
Dit. 


125 students E! 
Clinical Facilities 


St. Francis a Soapiees 
(501c 279 beds 44 bass. B 
Milwaukee ildren’s Hospitalak-+ Ped. 
St. Mary's Hill Hospitala (521) Psych. 
Municipal Tb. Sanatoriuma+ Tb. 
Chicago, UW. 


Basic degree 


Milwaukee Health t. Pub. H. 
Visiting Nurse 22 Pub. H. 
Mar pette. Universi C 
College ¥ ora. 

a Re 
3058, N of st = 10) Fst. 1936 
Sr. M. Thomas, O.S.F., R.N., M.S., Dean 


Programs 


Basic degree 199 students E** 


HOSPITAL PROGRESS, 196! 
























Wh. 
937) 


idents 
Dir. 


ass. B 
Psych, 











Wisconsin 
Clinical Facilities 
St. Joseph’s Hospital 367 beds 85 bass. B 
(561a) Axk+0 
Milwaukee SanitariumA+ Psych. 
Muirdale SanatoriumA+ . 
Visiting Nurse Assoc. Pub. H. 
Milwaukee Health Dept. Pub. H. 
Non-Collegiate 
FOND DU LAC 
’ Fond Du Lac Co. Mil. 
t. Agnes 4 (101) 
475 Gillett St. 

Est. 1910 142 penton Et 
Sr. Mary Agreda, C.S.A., R.N., M.S Dir. 
Academic Relationships 
Marian College Course 
Clinical Facilities 
Home Hospitala*k + 7 beds 50 bass. 

Ortho.; Rehab. B 
St. Mary’s Hill Hospital(521)A Psych 
Milwaukee 
JANESVILLE 
Rock Co. Mad. 
Mercy 4 (1161b) 
570 N. + es St. 

Est. 191 we a 
Sr. Mary ae R.S.M., R.N., Dir. 
Academic Relationships 
St. Xavier College Course 

Chicago, Ill. 
Milton College Course 


Clinical Facilities 


Home Hospital Ak + 238 beds 35 bass. bs 
Milwaukee Children’s Hospitalak+ 


Mendota State Hospital+ nak 
Madison 
Municipal Tb. Sanatoriuma+ Tb. 


Chicago, Ill. 


LA CROSSE 
La Crosse Co. L.. Cc 
St. Francis @ (565) 
615 S. 10th St. 


Est. 1902 ‘i? pa a 3 
Sr. M. Francita, F.S.P.A., R.N., Dir. 


Academic Relationships 
Viterbo College Course 
Clinical Facilities 


Home Hospitala*® 254 beds 26 bass. 
mm, Dis.; O.P.D.; B 


Mendota State Hospitala+ Psych. 
Madison 
MADISON 
Dane Co. Mad. 
St. Mary’s @ (531) 
1100 Delaplaine Court (5) 
Est. 1923 — students 


Sr. M. is. S.S.M., R.N., M.A 


-_—— 


OMarquette University School of Medicine, 
Milwaukee, Wisconsin 


DIRECTORY NUMBER 


Schools of Nursing—United States 


Academic Relationships 
Edgewood College Course 
Clinical Facilities 

Home Hospitalax+0 274 beds 50 bass. B 
Mendota State Hospitala+ Psych, 
Visiting Nurse Service Pub. H. 
MANITOWOC 

Manitowoc Co. G. B. 
Holy Family @ (551) 

607 S. 24th St. 

me 1920 79 a 
Sr. M. St. Barbara, O.S.F., R.N., M.S. Dir. 


Academic Relationships 


Holy Family College Course 
mea see" 
Home Hospita 0 beds 50 bass. B 
St. fast. ia Hospital (S21 a Psych. 
wau 
Muirdale (a Tb. 
Milwaukee 
MARSHFIELD 
Wood Co. L.¢ 
St. Joseph’s @ (529a) 
509 sr oe Ave. 
Est. 18, students E® 
Sr. ey ‘edith, S.S.M., R.N., B.S., Dir. 


Clinical Facilities 


Home Hospitalak+ 270 beds 30 bass. B 

Winnebago State Hospital Psych. 

Muirdale Sanatoriuma+ Tb. 
Milwaukee 


MILWAUKEE 
Milwaukee Co. Mil. 


(1163) 


8 toa E128 
Dir. 


Misericordia 
1255 N. 22nd St. (5) 
Est. 1926 
Sr. St. Bernadette, s.m., R.N., 


Academic Relationships 


Milwaukee Institute of Technology Course 
Marquette University Course 
Clinical Facilities 
Home Hospitalax 175 beds 38 bass. B 
Milwaukee Children’s Hospitala k++ Ped. 
St. Mary’s Hill Hospital (521) A Psych. 
Muirdale Sanatoriuma+ Tb. 
St. Mary’s 4 (1701b) 

i _— Drive (11) 
Est. 161 students E* 
Sr. ye D.C, R.N., M.S., Dir. 
Clinical Facilities 


Home Hoepitalaxy |. 300 beds 40 hens. by 
e 


Children’s Hospitals . 

St. Vincent's oar t1701b) a Psych. 
St. Louis, Mo. 

Muirdale ‘fenetoclams? Tb. 





OUniversity of Wisconsin Medical Schoo!, 
Madison, Wis. 





Puerto Rico 
OSHKOSH 
Winnebago Co. G. B. 
Mercy @ (529a) 
660 Oak St. 
Est. 1914 101 students FE} 


Sr. Mary Gerard, S.S.M., R.N., M.S., Dir. 


Clinical Facilities 
Home HospitalaA 270 beds 30 bass. B 


Winnebago State Hospital Psych. 
Veterans HospitalA+ Tb. 
adison 
WAUSAU 
Marathon Co. L. G. 
St. Mary’s @ (401a) 
bo dh tty 
ae 105 students E* 
NM. Joe, SDS. R.N., M.S., Dir. 


Clinical Facilities 
Home song my A Pa beds 35 bass. B 











Winnebago State H — i Psych. 
St. Mary's Hill Hospital (521) A Psych. 
ilwaukee 
PUERTO RICO 
San Juan 

Collegiate Schools 1 
Student Census 35 
Non-Collegiate Schools 1 
Student Census 71 
Collegiate 
PONCE 

Ponce Co. Ponce 


Catholic University of Puerto Rico M 
Department of Nursing 
(M9a) Est. 1956 
Sr. M. Clementine, C.D.P., R.N., M.S., Chm. 


Programs 
35 students E?* 


Clinical Facilities 


Ponce District Hospitalak+ 
412 beds 36 bass. B 
Hato Be Psychiatric Hoegiee! Psych. 
ico 


Basic degree 


Puerto Institute of PsychiatryA Psych. 
Bayamon 
Ponce Health Unit Pub. H. 
Non-Collegiate 
PONCE 
Ponce Co. Ponce 
Damas (1701c) 
Calle Marina 
Est. 71 students E'? 


Sor Aida Maria Declet, D.C., R.N., M.S., Dir. 


Clinical Facilities 


Home Hospital Ax+ 153 beds 20 bass. B 
Public Health Agency Pub. H. 








=— see 

















SECTION I B. NURSE EDUCATION PROGRAMS IN CANADA 


Non-Collegiate Schools and Colleges Offering Diploma and Basic Degree Programs 








ALBERTA St. Paul’s (C1303a) 
1056 Comox St. (5) 
Est. 1907 360 students E!:* 
Edmonton a; Paul Denis, f.c.s.p., R.N., B.S., Act’g Dir. 
Non-Collegiate Schools 5 ” ” — —,. ial 
ome Hospita s ass, 
Student Census 543 Provincial | ate Hospitala Psych. 
Cc ARY Vegerenee Gale, Division of 
ALG . Contro 
Victorian Order of Nurses ub. H. 
Calgary East Co. Cal. Metropolitan Health Unit . E Pub. H. 
rovincia ubDlic eait lepts. ub. 
a (C707c) Univ. of British Columbia S. of N.  Affil. 
P 7 1907 Leck RN. 206 Sontons & 
r. Cecile Leclerc, s.g.m., ig! ie 
Clinical Facilities — od Vic 
Home Hospitalax 328 beds 60 bass. B ans ; , 
St. Joseph’s (C101a) 


EDMONTON 
Edmonton East Co. Edm. 
Edmonton General (C707c) 


111-112 Se. & Jasper Ave. 

.* 1908 We students E? 
Sr. A. Ste. Croix, s.g.m., R.N., ee Dir. 
Clinical eg 
Home Hospitala*xO 383 beds 69 bass. B 


Misericordia (C1107) 
111th Se. & 98th Ave. 

Est. 1906 : 62 students 
Sr. St. Delphina, s.m., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitala*xO 352 beds 60 bass. B 
Provincial Mental Hospitala Psych. 
Aberhart Memorial Sanatorium Tb. 
Charles Conall Hospitala Tb. 
Provincial Clinic V.D. 
Victorian Order of Nurses Pub. H. 

LETHBRIDGE 
Lethbridge Co. Cal. 
St. Michael’s (C1101) 


1412 9th Ave., S. 
Se ki 1953 68 students 
. Beatrice, C.S.M., R.N., B.A., Dir. 
Clinical Facilities 
Home Hospitala+ 181 beds 18 ao 


Alberta Children’s Hospital rtho. 
Calgary 

Provincial Mental Hospital Psych. 
Ponoka 

Baker Memorial Sanatorium Tb. 
Calgary 

Victorian Order of Nurses Pub. H. 

VEGREVILLE 
Edmonton East Co. Edm. 

St. gt General (C1203a) 
Est 40 heen: EF} 

Sr. Madeleine Beaulieu, R.N., B.S Dir. 


Clinical Facilities 


Home Hospitala 5 beds 15 bass. B 
Charles Camsell HospitalaA Tb. 
dmonton 


Edmonton General Hospital (C707c) Ax 
By ak ? Surg.; Ped. 
Provincial Mental Institutea “Psych. 
‘dmonton 
Health Unit Pub. H. 








BRITISH COLUMBIA 





Victoria 
Non-Collegiate Schools 2 
Student Census 518 
VANCOUVER 

Vancouver Centre Co. Van. 


OUniversity of Alberta School of Medicine, 
Edmonton, Alberta. 


192 





841 Collinson St. 
Est. 1900 158 students 
Sr. Mary Ronalda, S.S.A., R.N., B.S., Dir. 


Clinical Facilities 

Home Hospitala*®x 448 beds 48 bass. B 

Crease Clinica Psych. 
Essondale 


Affiliation Pub. H. 








MANITOBA 
Winnipeg 


Non-Collegiate Schools 2 


Student Census 499 





ST. BONIFACE 
St. Boniface Co. St. B 


(C707d) 


~. students E!.2 
Dir. 


St. Boniface General 
Tache Ave. 
Est. 1897 
Sr. L. Mongrain, s.g.m., R.N., 
Clinical asi 


Home Hospital A*xO 640 beds 60 bass. B 
Comm. Dis.; O.P.D.; Psych. 


WINNIPEG 
Winnipeg South Co. Wpg. 
Misericordia (C1107) 
99 Cornish Ave. (1) 
Est. 1916 202 students E!.3 
Sr. St. Odilon, s.m., R.N., M.S., Dir. 
Clinical Facilities 


474 beds 64 bass. 


Home HospitalaxO 
Psych.; B 
Pub. H. 


Affiliation 








NEW BRUNSWICK 





Fredericton 
Non-Coilegiate Schools 7 
Student Census 313 
BATHURST 

Gloucester Co. B. 


Hétel-Dieu de St. Joseph (C1021b) 
Murray St. 
1943 33, i/o 
Sr. pA Thériaule, r.h.s.j., R.N., B.S., Dir. 
Academic Relationships 


Sacred Heart University 


University of Mentebs Faculty of Medicine, 
Winnipeg, Manito! 





Clinical Facilities 
Home HospitalA 124 beds 16 bass. B 





CAMPBELLTON 
Restigouche Co. B, 
St. Joseph’s (C1021b) 
5 Arran Street 
Est. 1916 25 students E! 


Sr. Georgina Mallet, r.h.s.j., R.N., B.S., Dir. 
Clinical Facilities 


Hotel DievA 201 beds 35 bass. B 


CHATHAM 
Northumberland Co. B. 
Hotel Dieu (C1021b) 


i oe 
191 34 students 
, = Skidd, r.h.s.j., R.N., B.S., Dir. 
Academic Relationships 
St. Thomas University 
Clinical Facilities 
Home HospitalaA 120 beds 24 bass. B 


Course 


EDMUNDSTON 
Madawaska Co. Ed. 


Hotel Dieu de St-Joseph (C1021b) 
54-21st Avenue 

ay 1946 “e ae FE! 

. Léona Hébert, r.h,s.j., R.N., Dir. 


Academic Relationships 
Université Saint-Louis 


Clinical Facilities 
Home Hospitala 206 beds 21 bass, B 


Course 


MONCTON 
Westmorland Co. Mon. 


Hotel Dieu de L’Assomption (C1303b) 
Providence St. 
Est. 1928 69 students FE! 
Mrs. Dolora Bourgeois, R.N., ir. 


Clinical Facilities 


Home Hospital 188 beds 33 bass. B 


ST. JOHN 
St. John Co. Se. J. 
St. Joseph’s (C901) 
— a 
Est 73 students FE 
Sr. Helen Tesate, S.C.1.C., R.N., B.S., Dir. 
Clinical Facilities 


Home Hospitala 205 beds 49 bass. B 


TRACADIE 
Gloucester Co. B. 
H6tel Dieu de St. Joseph (C1021b) 


Est. 1947 26 orgdonts Eis 
Sr. Huberte Richard, r.h.s.j., R.N., B.S., Dit. 


Clinical Facilities 
Home Hospitala 101 beds 26 bass. B 








NEWFOUNDLAND 
St. John’s 


Non-Collegiate Schools 1 
Student Census 120 









HOSPITAL PROGRESS, 1961 














DIREC 








120 








Newfoundland 
ST. JOHN’S 

St. John’s West Co. St. J. 
St. Clare’s Mercy (N100) 


Le Marchant Rd. 


Est. 1939 
Sr. M. Calasanctius, R.N., B.S., 


Clinical Facilities 
Home HospitalaA 132 beds 48 bass. B 


120 students E' 
Dir. 








NOVA SCOTIA 
Halifax 


Non-Collegiate Schools 5 
Student Census 409 





ANTIGONISH 
Antigonish Co. An. 


St. Martha’s (C1101) 


Bay Street 
Est. 1911 85 — E!.2 
Dir. 


Sr, Clare Marie, C.S.M., R.N., 
Academic Relationships 
St. Francis Xavier University 


Clinical Facilities 
Home Hospitala 180 beds 25 bass. B 


Course 


GLACE BAY 
Cape Breton South Co. An. 
St. Joseph’s (C1101) 
190 Main Street 
Est. 1902 64 students E* 
Sr. Hugh Teresina, C.S.M., R.N., Dir. 
Clinical Facilities 


Home HospitalA 119 beds 26 bass. O.P.D.; B 
Point Edward HospitalA Tb. 


Sydney 
HALIFAX 
Halifax Co. Hal. 
Halifax Inflemacy (C1501) 
95 Queen St. 
Est. 1908 123 \ FE! 


Sr. Margaret Edward, S.C., R.N., B.S., Dir. 
Academic Relationships 


Mt. St. Vincent College Course 
Clinical Pacilities 

Home Hoople talA*xO 228 beds 60 bass. B 
Children’s Hospitala Ped. 

Nova Scotia HospitalA Psych. 
Dartmouth 

Nova Scotia Sanatorium Tb. 
Kentsville 

Dalhousie Public Health Clinic Pub. H. 

Victorian Order of Nurses Pub. H. 

Department of Health Pub. H. 


NORTH SYDNEY 
Cape Breton Co. An. 


Saint Elizabeth (C1501) 
Page _— 

Est. 77 students 
Sr. Rag Estelle, S.C., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitala 188 beds 35 bass. B 
—, Edward HospitalA Tb. 
Hallfex Yofirmary (C1501) Ack Ob. 

SYDNEY 
Cape Breton Co. An. 
St. Rita (C1101) 


409 per s Road 
Est. 1955 60 students E1,2.3 
Sr, Marie Barbara, C.S.M., R.N., B.S., _ Dir. 
ee Facilities 
152 beds 36 bass. B 
Tb. 


Home Hospi 
Point Poine Edward. Troepitata 


ODatho i 
_ specie Medical School, 


Halifax, Nova 


DIRECTORY NUMBER 








Schools of Nursing—Canada 


ONTARIO 
Toronto 


Collegiate Schools 2 
Student Census 157 


Non-Collegiate 19 
Student Census 





Collegiate 
OTTAWA 
Carleton Co. Ott. 


University of Ottawa 
School of Nursin; 


30 Stewart St. (2 

(C2015 Est. 1933 
Sr. Madeleine of Jesus, s.g.c., R. -,. M:S., Dir. 
Sr. Elizabeth Marie, s.g.c., R. N., 


_ ven Dir. 
Programs 
Basic certificate 144 students E!.? 
Clinical Facilities 
Ottawa General Hospital Psych.; B 
(C701) Axo? 622 beds 70 bass 
Se. pare af >a Hospital (C711b) A Psych. 
as ue. 
Ontario Hospitala Psych. 
Brockville 
Royal Ottawa SanatoriumA Tb. 
WINDSOR 
Essex Co. Lon. 


Assumption University of Windsor 
Department of Nursing 
400 Huron Line 
(C M FY) Est. 1957 
Florence M. Roach, R.N., B.S., Dean 


Programs 


Basic degree! 13 students E? 


Non-Collegiate 


CHATHAM 
Kent Co. Lon. 
St. Joseph’s (C1031) 
519 King St., W. 
Fy ae 4 


Est. 1901 
Sr. Mary Georgina, C.S.J., R.N., 


Clinical Facilities 
Home HospitalA 190 beds 30 bass. B 


Affiliations Psych. 
CORNWALL 
Stormont Co. A. 
St. Joseph’s (C1021c) 
14 York St. 

Est. 1929 58 students 
Sr. Audrey Mantle, r.h.s.j., R.N., B.S., Dir. 
Clinical Facilities 
Hétel Dieva 250 beds 50 bass. B 

GUELPH 
Wellington Co. Ham. 
St. Joseph’s (C1032) 
estmount Road 
Est. 1899 87 students 
Sr. M. Celestine, C.S.J., R.N., i 
Clinical Facilities 
Home HospitalaA 216 beds 32 bass. B 
HAMILTON 
Hamilton West Co. Ham. 
St. Joseph’s (C1032) 
St. rn 's Drive 
Est. 243 students E.? 
Sr. M. \Vinginia, C.S.J., R.N., Dir. 
Clinical Facilities 


457 beds 102 bass. B 
Psych.; Tb., Pub. H. 


DO Universi of Ottawa Faculty of Medicine, 
ttawa, Ontario. 

"Students ee i first and — year at | 
university and three years in a ao 
school of nursing approved by the dean; 
or for provincial registration at the 

of the four years. 


Home Hospitalax 
Affiliation 


For Key to Symbols and Abbreviations See Page 164 


KINGSTON 
Frontenac Co. K. 
St. Joseph’s (C1021c) 
‘declan & Brock Sts. 

Est. 1913 137 students E* 
Sr. Margaret Mooney, r.h.s.j., R.N., B.S., Dir. 
Academic Relationships 
Queen’s University Course 
Clinical Facilities 
Hotel Dieva*O 289 beds 31 bass. B 
Ontario HospitalA Psych. 

KITCHENER 
Waterloo Co. Ham. 
St. Mary’s (C1032) 
Queensmount Cresent 
Est. 1924 97 students 
Sr. M. Rose, C.S.J., R.N., Dir. 
Clinical Facilities 
Home Hospitala, 152 beds 28 bass. B 
Cope 5 HospitalA Psych. 
Homewood Sanitarium Psych. 
Guelpb 
LONDON 
London Co. Lon, 
St. Joseph’s (C1031) 
Grosvenor St. 
Est. 1901 


205 students E* 
Sr. M. Ruth, C.S.J., R.N., B.S., Dir. 
Academic Relationships 
University of Western Ontario 
Clinical Facilities 
Home Hospitala*®x 502 beds 70 bass. B 


NORTH BAY 
Nipissing Co. St. M. 
St. Joseph’s (C1033) 
72 cLaren St. 

Est. 1930 82 students E* 
Sr. M. Sheila, S.S.J., R.N., Dir. 
Academic Relationships 
Scollard Hall Course 
Clinical Facilities 
Home HospitalA 250 beds 50 bass. Ped.; B 
Ontario HospitalA Psych. 
Weston SanatoriumA Tb. 

Weston 
OTTAWA 

Carleton Co. Ott. 
St. Louis-Marie de Montfort (C1601a) 


ona Road (2) 
53 students 4 
Sr. oe de l’Assomption, f.d.1.s., Dir 
Clinical Facilities 
Home Hospitala*® 227 beds 67 bass. B 


PEMBROKE 
Renfrew Co. Pem. 
Lorrain School of Nursing (C703) 
194 Bell Street, East 
Est. 1916 7 students Et 
Sr. St. Cuthbert, G.S.1.C., R.N., Bs Dir. 
Clinical Facilities 
Pembroke General Hospital 372 05). B 
5 bass. 
PETERBOROUGH 
Peterborough Co. Pet. 
St. Joseph’s (C1030) 
435 poy Se. 
Est. 83 students E* 
Sr. M. i C.S.J., R.N., Dir. 


Clinical Facilities 


Home Hospitala 167 beds 35 bass. B 
Affiliation Tb.; Psych.; Ped. 


DUniversi of Ottawa Faculty of Medicine, 
tario. 



















Ontario 


PORT ARTHUR 


Algoma Co. St. M. 

St. Joseph’s (C1033) 
Algoma St. 

Pi 1904 78 students 

. M. St. Michael, S.S.J., R.N., Dir. 


Clinical Facilities 
Home Hospitala*x 210 beds 41 bass. B 


i i Psych. 
— ub. H. 
SAULT STE. MARIE 

a West Co. St. M. 
St. Mary (C703) 

941 thal Se., B. 

Est. 48 students 


1908 
Sr. St. Leonard, G.S.1.C., R.N., M.S., 
Clinical Facilities 


General Hospitala 167 beds 33 bass. B 
Weston SanatoriumA Tb. 


Ontario Hospitala Psych. 
New Toronto 
Ontario HospitalA Psych. 
North Bay 
SUDBURY 
St. M. 


Nipissing Co. 
Marymount School of Nursing (C1033) 


Paris Street 
Fst. 1951 115 students 
Sr. St. Louis, S.S.J., R.N., B.S., Dir. 
Clinical Facilities 


Sudb General Hospitala*® 
ici 327 beds 66 bass. Psych.; B 


St. Elizabeth’s (C701) 
Me. St. Joseph 
Est. 1911 92 students E! 


Sr. Francoise de Chantal, s.g.c., R.N., M.S., - 
ir. 


Clinical Facilities 
St. Joseph’s Hospitala 191 beds 32 bass. B 


Affiliation Psych. 
TIMMINS 
Cochrane District Tim. 
St. Mary’s (C1303d) 
oo — Ay Pine St. 
33 students 


Sr. "tole ” Jesus, f.c.s.p., R.N., B.S., Dir. 
aed Facilities 


Home Hospita 144 beds 27 hans, Sy 
Hos cowed for iA. Childrenax& 
Ontario "Hospital Psych. 
Brockville 
TORONTO 
York Co. To. 
St. Joseph’s (C1028) 


1830 = St., West (3) 
Est. 1921 
Sr. Ray C.S.J., R.N., B.S., 
Clinical Facilities 
H Hospitalak+ 
iss wennlays 7 feds 78 fon, OF-D.: BP 
Affiliation Psych.; Pub. H. 


237 students Et 
Dir. 


St. Michael’s (C1028) 


35 Shuter St. (2) 


Est. 1892 293 students Et 
Sr. M. de Sales, C.S.J., R.N., B.S., Dir. 
Academic Relationships 
University of Toronto Course 
Clinical Facilities 

Home Hosp.aA*x+0 
830 beds 120 bass. Psych.; O.P.D.; B 
Affiliation Ped.; Pub. H. 
ba ag 
Lon. 
ona “vad of St. Joseph (C1021a) 
1086 Ouellette Ave. 
> 1907 167 students E* 
Sr. C. Maitre, r.h.s.j., R.N., B.S., Dir. 





OUniversity of Toronto Faculty of Medicine, 
Toronto, Ontario. 


194 


Schools of Nursing—Canada 


Clinical Facilities 
Home Hospitala*®x 400 beds 60 bass. B 
Ontario Hospitala Psych. 
St. Thomas 
Homewood Sanitarium Psych. 
ue 
Lady Beck Sanatorium Tb. 
London 








PRINCE EDWARD ISLAND 





Charlottetown 
Non-Collegiate Schools 1 
Student Census 78 
CHARLOTTETOWN 

Queens Co. Char. 
Charlottetown (C1103) 

17 Haviland St. 

Est. 78 students 
Sr. tw Irene, C.S.M., R.N., MLS., Dir. 


Clinical Facilities 
Home Hospitala 200 beds 30 bass. B 
Psych. 











Affiliation 
, 
QUEBEC 
, 
Quebec 
Fcoles des Infirmiéres 7 
Etudiantes 4691 
ALMA 
co. Lac Saint-Jean Chic. 
Hotel Dieu du Christ Roi (C1109) 


rue Champlain 
61 étudiantes E}.2 


Sr. Marie de la Croix, 0.8.a., ILL., C.Se., Dir. 
Relations Academiques 


Université Laval Affiliée 
Ressources Cliniques 
Ressources cance: * 
0 lits 40 berc. B 


HOpital St-Michel Archange entibya Psych, 
Mastai 


Hétel-Dieu St. Vallier (C1109) Ak + D.K. 
Chicoutimi 
Unité Sanitaire d’Alma Pub. H. 
ARTHABASKA 
co. Arthabaska Nic. 
Ecole Jeanne Mance (C1021a) 
Ave. Erables, 44 
F. 1915 | étudiantes E},2.3 
Sr. Saint-Paul, r.h.s.j., LL., Dir. 
Relations Fr tht 


Université Laval Affiliée 
Ressources Cy es 

Hétel-Dieu de St-Josepha lits 30 berc. B 

— rene polly (C711b) A Psych. 


Hpi ‘Civique (C711b) Cont. 
Unité Sanitaire Pub. H. 
Victoriaville 
CHICOUTIMI 
co. Chicoutimi Chic. 
Notre Dame du Sourire (C1109) 
St-Vallier 
F. 1939 216 deptigates Et 
Sr. St-Thérése d’Alencon, o.s.a., I.L., B.Sc., Dir. 


Relations Academiques 
Université Laval Affiliée 
Ressources Cl 
Hétel-Dieu St-VallierA%x+_ 840 lits 60 berc. B 


O.P.D.; Psych.; Cont. 





Unité Sanitaire . H. 
DRUMMONDVILLE 
co. Drummond Nic. 
HO6pital Sainte-Croix (C707b) 
ot rue Hériot 
1948 85 étudiantes Et 
Sr. Fodane Labonté, s.g.m., LL. B.Sc. Dir. 
lations Academiques 
Université de Si ‘ Affiliée 


[Aucune réponse d’ une école. 












Québec 


Ressources Cliniques 
Ressources InstitutionnellesA B 
180 lits 45 oa 


HOpital i patead (C707£) A nt, 


Montr 
Hopital , le de-Dieu (C1303d) A Psych, 
Gamelin 
Pub. H. 


Unité Sanitaire 


GASPE 

co de Gaspé-sud G. 
L’Hétel-Dieu-de-Gaspé (C1111) 

Havre de Gaspé 

F. 1949 58 étudiantes E42 
Sr. Ste-Marguerite-Marie Alacoque, 

0.s.a., I.L., B.Sc.H., Dir, 


Relations Academiques 

Université Laval 
Ressources Cliniques 
Ressources Institutionnelles 170 lits 18 berc. B 
Hétel Dieu de Québec (C1115) aw ite 
HO6pital St-Michel Archange (C711b)A Psych, 
Mastai 

Sanatorium Ross de GaspéA 
Unité Sanitaire de Gaspé 


Affiliée 


Tb, 
Pub. H. 


HULL 
co. Wright Ont. 


Sacré-Coeur (C1303d) 
230 blvd Gamelin 
F, 1915 71 étudiantes FE 
Sr. Colette-Francoise, f.c.s.p., I.L., Dir. 
Relations Aontemiques 
Université de Montréal 
Ressources Cliniques 
Ressources InstitutionnellesA 330 lits 55 berc. B 


Affiliée 


H6pital | aati (C1303d) A Psych, 
eli 
Hopital Pasteur (C707f)A Cont. 
Montreal 
JOLIETTE 
co. Joliette Jol, 
Pavillon Notre-Dame-de-Bonsecours 
(C1303b) 
585 Manseau Blvd. 
étudiantes 


F. 1921 
Sr. Isabelle de la Providence, : 
f.ca.p., I.k., Bises, Dir. 
Relations Academiques 


Université de Montréal Affiliée 
Ressources Cliniques 
HOpital Saint-Eusébe (C1505) 
lits 30 berc. B 
H6; eal feteede Dieu (C13034) a Psych, 
H6 ital. Pasteur (C707f) A Cont. 
ontreal 
LEVIS 
co. Lévis Q 
Hétel-Dieu de Lévis (C1113) 


bg rue Wolfe 
1926 58 étudiantes Fi! 
Sr. ys o.s.a., ILL, B.Sc., Dit. 
Relations Academiques 
Université Laval Affiliée 
Ressources Cliniques 
Ressources InstitutionnellesA a Pub. H.;B 


205 lits 25 bere 

MASTAI (Québec) 
co. Québec Q 
St-Michel-Archange™ (C711b) 


La Canardiére (5) 
F. 1914 78 dgudienses Eas 
Sr. M.-de-l’Incarnation, s.c.q., I.L., B.Sc.H., i 


Relations Academiques 
Université Laval 
Ressources Cliniques 
Ressources Institutionnellesa 5200 lits. Porch 
Hé6pital * l’Enfant-Jesus (C401) Ak+ 


uébe 

Hépital du St-Sacrement (C711b) & B 
ueoec 

HOépitai St-Francois-d’Assise (C601la) A 


Affiliée 


uébec Ortho. 
H pet Pivlgee (C711b) Cont. 
as: 
Clinic Roy Rousseau Neuro. 


Difcole de formation générale avec_ spécialitt 
ur l’enseignement en psychiatrie, ett? 
le offre en plus un cours de pe fection 

ment en psychiatrie—30 Jeodionene, 


HOSPITAL PROGRESS, 196! 








Qua = aw 


I 


S 

















C1111) 


intes Et? 
Dir, 
Affiliée 


berc. B 
Affiliée 
h Psych, 


Tb. 
Pub. H. 


Ort. 
1303d) 


iantes E! 
Dir. 


Affiliée 


berc. B 
Psych, 


Cont. 


Jol, 
urs 


'1303b) 
tudiantes 
Dit. 
Afffiliée 


) berc, B 
Psych, 


Cont. 


Q 
C1113) 


es Et 
ates Fe 
Affiliée 


ub. H.;B 
25 bere 








Québec 
MONTREAL 
co. Ste-Ann M. 
Mance (C1021a) 
Jean rue St. Urbain 
F. 1901 306 étudiantes E* 
Sr. Bachand, r.h.s.j., I.L., B.Sc., Dir. 


Relations Academiques 
Université de Montréal Ecole Intégrante 


Ressources Cliniques 


Hotel Dieu de MontrealAx+0 750 lits B 
H6pital Ste-, moe (C160la) A Ped. 
Hétel-Dieu de St. Jerome (C1021)A Ob. 


St. Jerome 
Hopital Ste. Jeanne-d’Arc (C60la) A Ob. 
Hépital Pasteur (C707f)A Cont. 


Hopital Maisonneuve (C707f£) 
i. Boulevard de |’Assomption (36) 
1954 257 étudiantes E* 
Sr. “aie Gagnon, s.g.m., I.L., B.Sc., Dir. 
Relations Academiques 
Université de Montréal Affiliée 
Ressources Cliniques 


Ressources InstitutionnellesAx® B 
529 lits 63 berc. 
Ho6pital Pasteur (C707f)A Cont. 


Hopital Général de la Miséricorde 
(C1107) 


81 étudiantes E1.2 
Sr. me a s.m., I.L., B.Sc., Ed. Inf., Dir. 


Relations Academiques 
Université de Montréal Ecole Intégrante 


R ces Cliniq 
Ressources Suaclencionnaliona® B 
3 lits 90 berc. 
Hétel-Dieu-de-Montréal (C1 oat ‘ Bes D.K.; 


i. hg St-Hubert (24) 





Med.; Sure. 
HO6pital SeJeen- de-Dieu (C1303d) A Psych. 
ramelin 
Hépital Pasteur (C707f)A Cont. 
Ho6pital General du Christ-Roi 
Verdun (C1303c) 
ig 4 — Lasalle (Verdun) (19) 
F, 137 étudiantes E' 
Sr. Ric 4 Ovide, f.c.s.p., I.L., M.A., Dir. 


Relations Academiques 
Université de Montréal Ecole Intégrante 


Ressources Cliniques 


Ressources Inctieationnellosh tr | B 
0 lits 60 berc. 


Hé aod fe-Jenn- de-Dieu (C13034) A Psych. 
Hopital Ticiene (C707f) A Cont. 
Service de Sante Pub. H. 
Notre Dame (C707f) 


yee rue Maisonneuve (24) 


898 330 étudiantes E! 
Sr. "cle Jeannotte, s.g.m., I.L., B.Sc.H., Dir. 


Ressources Cliniques 
Ressources Institutionnelles Ax 


Oo B 
800 lits 50 berc. 
Hépital Pasteur (C707f) A . Cone. 
Société des Infirmiéres Visiteuses Pub. H. 


Notre Dame de I’Espérence 


(C801a) 
bag Céte Versu 


(St. Laurent) 
948 64 étudiantes E! 
Sr. gl du Sacré Coeur, s.e., I.L., B.Sc., 
Dir. 
Ressources Cliniques 
Ressources Institutionnelles& 150 lits O.P.D.; B 


H6 all Ste-Justine (C1601a)A Ob.; Ped. 
H6 ical Se St. Jean-de-Dieu (C1303d)A = Psych. 
Hépital Pasteur (C707£) & Cont. 
OUniversité de Montréal Faculté de Méde- 


cine, Montréal, Québe 


DIRECTORY NUMBER 


Schools of Nursing—Canada 


acré-Coeur (C1303c) 
5400, blvd. Gouin, ouest (9) (Cartierville) 
F. 1926 184 ri Et 


Sr. Bernadette Madeleine, f.c.s.p., I.L., B.Sc. 
ir, 


Relations Academiques 
Université de Montréal 


Ressources Cliniques 


Ressources InstitutionnellesA Orbe: 3. Tb; B 
ileaie is mi... lits 66 berc. 


(C1601a) a Ped. 

Hopital son seciae DS (C1303d) & Neuro.; 
Gamelin Psych. 
HO6pital Pasteur (C707f)A Coat. 


Affiliée 





St-Jean-de-Dieu 
_ de Poste Gamelin 


Z (C1303d) 


1912 18 étudiantes E* 
Sr. _ f.c.s.p., I.L., B.Sc.H., 


ir. 
Relations Academiques 
Université de Montréal Affiliée 
Ressources Cliniques 
Ressources InstitutionnellesA 0 
654 lits Porch. 
Hé6pital General de vostee (Ci303e) ax 
H6pital Pasteur (C707f)A nt. 
Sainte-Jeanne-d’Arc (C601a) 


¢ ae St-Urbain (18) 
82 étudiantes 
Sr. a s.f.a., ILL. B.Sc. Dir. 


Relations Academiques 
Université de Montréal 


Ressources Cliniques 
Ressources Institutionnelles AO 


B 
330 lits 45 berc. 
Hépital Pasteur (C707f)A Cont. 


Affiliée 


St-Joseph Z(C1303c) 
650-16 éme Ave. (32) (Lachine) 
F. 1914 5 étudiantes 
Sr. Napoléon-Joseph, f.c.s.p., I.L., amen 
fr. 
Relations Academiques 
Université de Montréal Affiliée 
Ressources Cliniques 


Ressources InstitutionnellesA 
7 lits 30 berc. O.P.D.; B 
Hegel St-Jean-de-Dieu (C1303d) A Psych. 


ame 
HOépital Pasteur (C707f)A Cont. 


Ste-Justine™ (C1601a) 
; 80, Ave. Ellendale (26) 
206 étudiantes 


1908 
se. Laurette-de-la Ste-Face, f.d.ls., LL., B. See 
ir. 
Relations Academiques 


Université de Montréal Affiliée 
Ressources Cliniques 

Ressources InstitutionnellesaAO B 
860 i je pere. 

H6pital Notre Dame (C801a) A 4 

HO6pital St.-Jean-de-Dieu (ersosd) ae 1 

amelin 
Saint-Luc™ (CV 1) 


1058, rue St-Denis 


F. 1928 
Alice Girard, I.L., M.A., 


Relations Academiques 
Université de Montréal 


179 étudiantes 
Dir. 


Affiliée 


Ressources Cliniques 
Ressources InstitutionnellesA x B 
414 lits 39 here. 


HO6pital Ste-Justine fleets A 

H6pital Pasteur 

HO6pital St-Jean-de-Dieu 1 303d) A 
Gamelin 


Cont. 
Psych, 





OUniversité de Montréal Faculté de Médecine, 
Montréal, Québec. 

CPropriété’ laique; administration religieuse. 

(21Proprieté d’une commission d’administration 
ldique et géré sous auspices Catholiques. 


For Key to Symbols and Abbreviations See Page 164 


Québec 


St. Mary’s (C1305) 
oe — Ave. (26) 
925 232 students Et? 
Sr. AL Felicitas, S.P., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitalax 
303 | pede 47 bene, OED B 
Affiliation ; Psych.; Tb 
Dis. Pub. H H. 
NORANDA 
co. Rouyn-Noranda Tim. 
Immaculée Conception (C701) 


= 


53 étudiantes E'? 
Sr. ee Sauveur, s.g.c., I.L., B.Sc.H., Dir. 


Relations Academiques 


Université Laval Affiliée 
Ressources — 
HO6pital D’Youvillea 227 lits 29 berc. B 


— St-Michel Archange (C711b)A Psych. 


ai 
a ok Pasteur (C707f) A Cont. 
éal 
Uabe Sanitaire Pub. H. 
V.O.N. Pub. H. 
QUEBEC 
co. Québec Q. 
Pavillon Notre-Dame (C401) 


1401, 18e rue 
F. 1923 272 étudiantes E* 
Sr. Marie Majella, O.P., I.L., B.Sc.,H., Dir. 
Relations Academiques 

Université Laval 


Ressources Cliniques 


HOpital de 1!’Enfant Jesus (C401) aka B 
500 lits 60 berc. 
Hopieal 9 St-Michel Archange (C711b)A Psych, 


ay oe ‘Civique (C711b) Cont. 


Affiliée 


Saint-Francois-d’ Assise (C601a) 
Avenue Leclerc 
F. 1915 165 étudiantes E.* 
Sr. Marie de Fatima, s.f.a., I.L., B.Sc.H., Dir. 
Relations Academiques 


Université Laval 


Ressources sara ag 


Ressources lastiqnsionnetinns wos B 
ts 65 berc. Psych.; OR” 
ay oe Civique atts) 


ithe ‘ Michel-Archange (C711b)A Psych. 
t 


asta 
HO6pital Laval (C711d)A Tb. 
te-Foy 


Affiliée 


(C711d) 


1927 233 Sadeam Et 
Sr. gee de-Rome, s.c.q., LL., B.Sc., ir. 


Relations SS 
Université Laval Ecole Intégrante 
Ressources Cliniques 
Ressources InstitutionnellesA%O1 B 
300 lits 35 berc. 
H6 vag Be Laval (C711d)A Tb. 
— Tistens (C711b) Cont. 


Hé6pital St-Michel Archange (C711b)A_ Psych. 
astai 


Hépital du Saint-Sacrement 
a Chemin Ste-Foy (6) 


Hotel Dieu de Québec (C1115) 
bi poy du Palais (4) 
82 étudiantes E* 
Sr. {= an d’Aquin, 0.8.a., sim MSc., Dir. 
Relations Academiques 
Université Laval Ecole Intégrante 


OUniversité Laval, Faculté de Médecine, Qué- 
bec, Québec. 















Québec 


Ressources Cliniques 
Ressources Institutionnelles Ax&O*  O.P.D.; B 


585 lits 42 berc. 
l’Assistance Maternelle de Gutec a 
Hétel Dieu Notre Dame de uce (C111. A 


St. George ' 
a Civique (C711b) Cont. 
astai 
H pent fodtichel Archange (C711b)A Psych. 
ast. 


RIMOUSKI 


co. Rimouski Rim. 


(C711e) 


124 étudiantes - 2 
Sr. Mock Thértse-- du-Sauveur, s.c.q., I.L., Dir. 
Relations Academiques 
Université Laval 
Ressources Cliniques 


Ressources Inecleutionaetion 4 B 
270 lits 50 berc. O.P.D.; Cont. 
Btgkal | St-Michel Archange (C711b) A Psych, 


Pub. H. 


H6 ital Saint-Joseph 


a — arie 


Affiliée 


Unité ectietie 


RIVIERE DU LOUP 
co. Riviére-du-Loup Q. 


Saint-Joseph-du-Précieux-Sang (C1303c) 
28, rue “ed 
F. 1921 44 étudiantes 
Sr. Marie Albini, f.c.s.p., I.L., B.Sc.H., Dir. 
Relations Academiques 
Université Laval 
Ressources Cliniques 


Ressources Institutionnelles 104 lits 13 berc. B 
HO6pital St-Michel Archange (C711b) A Psych. 


Affiliée 


astai 
Unité Sanitaire Pub. H. 
ST-GEORGES 
co. Beauce Q. 
(C1115) 


Notre Dame de la Visitation 
St. Georges ouest C.P. 370 
F, 1954 43 étudiantes “4 
Sr. St-Augustin, 0.s.a., LL., B.Sc.H., Dir 
Relations Academiques 
Université Laval 
Ressources Cliniques 


Hétel Dieu Notre Dome Ka Beauce 

lits 36 a. O.P.D.; 
Hétel Dieu de Quebec | lees Ak ved 
Hopital _caegne (C711 Cont. 


Hépical *St-Michel Archange (C711b) A Psych. 
astai 


Affiliée 


Unité Sanitaire Pub. H. 
ST. HYACINTHE 

co. St-Hyacinthe St. Hy. 
Ste. Jeanne d’Arc (C705) 


2750 rue Laframboise 

F. 1925 87 étudiantes E? 
Sr. Thérése-de-Lisieux, s.g.s.h., I.L., a 
r. 


Ressources Cliniques 
Hépital St. Charles AO =1176 lits 36 berc. B 


ST-JEAN 
co. Saint-Jean Jean 
St. Jean (C707£) 
240 Jacques-Cartier 
1922 65 étudiantes 
Sr. Laurette Morin, s.g.m., I.L., B.Sc., ir. 





OUniversité de Montréal Faculté de Médecine, 
Montréal, Québec. 
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Relations Academiques 
Université de Montréal 
Ressources Cliniques 
Ressources InstitutionnellesA 220 lits 40 berc. 


Affiliée 


Hitpical te St-Jean-de-Dieu (C1303d) A Psych. 
H6 _ I Pasteur (C707£) A Cont. 
ST-JEROME 

co. Terrebonne St-Jer. 
Ecole Jeanne Mance (C1021a) 


my! rue Montigny 
F. 1958 84 étudiantes E? 
Sr. These de Jésus, r.h.s.j., I.L., B.Sc., Dir. 
Relations Academiques 
Université de Montréal 
Ressources Cliniques 


Hétel Dieu de St-Jerome gy 
255 lits 45 berc. B 


Affiliée 


Affiliée Psych.; Cont. 
SHAWINIGAN 
co. St-Maurice T. R. 
Ste-Thérése de l’Enfant-Jésus (C701) 
rue — 

F. Le foto, Et 
Sr. Marie’ Léonille, s.g.c., I.L., B.S Dir. 
Relations pact 
Université Laval Affiliée 


R ces Cliniq 


Ressources InstitutionnellesA 170 lits 30 berc. B 
Hopital de l’Enfant Jésus (C401) A%xk+ Ped. 


uébec 
Ho ital St-Michel Archange (C711b)A_ Psych. 





Hopital” Pasteur (C707f) A Cont. 
ontréal 
Unité Sanitaire Pub. H. 
SHERBROOKE 

co. Sherbrooke Sher. 
Hétel Dieu (C1401a) 


580 Bowen Sud. (8) 
F, 1920 180 étudiantes E'.? 
Sr. Irene du Divin Coeur, f.c.s.c., I.L., 
B.Sc., Dir. 
Ressources Cliniques 


Ressources InstitutionnellesA* 
340 lits 71 berc. B 


Hégial F Pasteur (C707f) A Cont. 

HOpital St -Jean-de-Dieu (C1303d)A Psych. 
amelin 

St-Vincent-de-Paul (C705) 


300, rue King Est 
F. 1913 132 étudiantes E* 
Sr. Normandin, s.g.s.h., I.L., B.Sc., Dir. 


Relations Academiques 


Université de Montréal Affiliée 
Ressources Cliniques 

Ressources InstitutionnellesA*® Psych.; B 
300 lits 42 berc. 

TROIS RIVIERES 
co. Trois Riviéres if: 
St-Joseph’s (C1303b) 

31 rue Ste-Julie 

F. 1907 160 étudiantes E12 
Sr. Laurent, f.c.s.p., I.L., B.Sc., Dir. 


Relations Academiques 
Université Laval 
Ressources Cliniques 


Ressources InstitutionnellesAx® B 
239 lits 26 berc. 


Affiliée 








Saskatchewan 





SASKATCHEWAN 
Regina 

Non-Collegiate Schools 5 
Student Census 663 
HUMBOLDT 

Humboldt Co. A. N, 
St. Elizabeth’s (C501) 

Oth Street 

i 1923 46 students F1.2 

. M. Rufina, O.S.E., R.N., Dir, 
Clinical Facilities 


Home HospitalA 75 beds 18 bass. B 


MOOSE JAW 
Saskatchewan Co. R. 
Providence (C1305) 
Lilloet St., E. 

Est. 1917 69 students 
Sr. Mary Veronica, S.P., R.N., Dir, 
Clinical Facilities 
Home Hospitala 162 beds 12 bass. B 
Union Hospitala sych, 
Fort Qu’Appelle SanatoriumA Tb. 

Fort San 
PRINCE ALBERT 
Prince Albert Co. P. A. 
Holy Family (C901) 
1525-6th Ave., W 
seh 1913 82 students 
M. Jane Frances, S.C.1.C., R.N., Dir. 
Clinical Facilities 


Home Hospitala 130 beds 15 bass. B 


REGINA 
Regina Co. R. 


Regina Grey Nuns’ (C707d) 


Dewdney Avenue 


Est. 1907 262 students E! 
Sr. Alice Brodeur, s.g.m., R.N., , 
Academic Relationships 
University of Saskatchewan Course 

Saskatoon 
Clinical Facilities 
Home Hospitalax O.P.D.; B 
470 beds 60 bass. 
Regina General Hospitalax Psych. 
egina 
Fort Qu’Appelle SanatoriumA Tb. 
Fort San 
N. Pub. H. 
SASKATOON 
Saskatoon Co. S. 
St. Paul’s (C707c) 
20th St. & Ave. R 
Est. 1909 Cy students Et 
tr. J. Quintal, s.g.m., R.N., B.S., Dir. 
Academic Relationships 
University of Saskatchewan Course 


Clinical Facilities 


Home Hospitalax 279 beds 30 or. ¥ 
Regina General Hospitalax 


eg: 
Saskatoon SanatoriumA 
St. Margaret’s Hospital 
Biggar 


Tb. 
Rural 
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SECTION II. 





PRACTICAL NURSE EDUCATION 








A. United States 











Number of 

States shools Enrollment 
Alabama 1 39 
California ! 16 
Colorado 2 26 
District of Columbia 1 27 
Idaho 5 74 
Illinois 2 66 
lowa 2 49 
Kentucky 1 57 
Massachusetts 1 55 
Michigan 3 166 
Minnesota 3 142 
Missouri 4 106 
Montana 1 11 
New Jersey 1 27 
New Mexico 3 62 
New York 3 136 
North Dakota 2 43 
Ohio 5 206 
Oklahoma | 27 
Pennsylvania 4 139 
Rhode Island | 67 
South Dakota y. 58 
Texas 9 175 
Vermont 1 22 
Washington 1 20 
Wisconsin 1 31 
TOTAL 6l 1,847 

Territories 
Puerto Rico | 39 
TOTAL 62 1,886 
| 
B. Canada 
Number of 

Provinces Schools Enrollment 
New Brunswick 3 115 
Nova Scotia 1 16 

Ontario 6 119(2) 

Quebec 15 4¢7(1) 

TOTAL 25 717(8) 








(1) No enrollment figure for one school, 
(?) No enrollment figure for two schools. 
(8) No enrollment figure for three schools, 


SECTION II A. UNITED STATES 
AND PUERTO RICO 





Alabama 
SELMA 
Dallas Co. Mob. 
Good Samaritan” 
School of Practical Nursing - 
1107 Voeglin St. 


Est. 1950 39 students 
Sr. Louis Bertrand, S.S.J., R.N., B.S Dir. 
Clinical Facilities 


Home Hospital 111 beds 6 bass. Geri.; B 


California 


SAN FRANCISCO 
San Francisco Co. S.Fr. 


St. Mary’s” 
School of Vocational Nursing X (1157) 
Sag are Street (17) 
16 students E? 


Sr, a Anita, S.M., R.N., B.S., Dir. 


Clinical Facilities 
Home Hospitalak+ 371 beds 40 bass. B 


Colorado 


COLORADO SPRINGS 
El Paso Co. Den. 


DIRECTORY NUMBER 


Penrose” 
School of Practical Nursing (1707) 
2200 N. Tejon St. © 
Est. 1947 .. Students{) 
Esther Frey, R.N., B.A., Dir. 


Clinical Facilities 
Home Hospitalak+ 312 beds 40 bass. B 


DENVER 
Denver Co. Den. 


St. Anthony’s” 
School of Practical Nursing 
4001 W. 16th Ave. & Perry St. (4) 
Est. 1949 26 students E* 
Mrs. Margaret Le Baron, R.N., Dir. 
Clinical Facilities 
Home Hospitalak+ 235 beds 40 bass. B 
Ave Maria Clinic O.P.D. 


(517b) 
© 


District of Columbia 
WASHINGTON 
Georgetown University Hospital” 


School of Practical Nursing (1201) 
3800 Reservoir Road, N.W. (7) 


Wash. 


Est. 1957 27 students E'.2.4 
Pauline E. ieee R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitalak+ 365 beds 60 bass. B. 


Idaho!?! 


IDAHO FALLS 
Bonneville Co. B. 


Sacred Heart” 


Program in Practical Nursing 
2525 South Boulevard Avenue 


Est. 1950 22 students Et 
Sr. M. Alverna, F.S.P.A., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitala 100 beds 32 bass. B 


(565) 
© 


JEROME 
Jerome Co. B. 
St. Benedict’s” 
School of Practical Nursing X (201) 
North Lincoln Street © 
Est. 1952 8 students 
Sr. Mary Agnes, O.S.B., R.N., Dir. 


Clinical Facilities 
Home HospitalaA 40 beds 12 bass. B 


LEWISTON 
Nez Perce Co. B. 
St. Joseph's” 
School of Resonant Nursing ae | 
415 Sixth St. 
Est. 1950 15 students E* 


Sr. Helen Frances, C.S.J., R.N., M.Ed., Dir. 


Clinical Facilities 
Home Hospitala 97 beds 15 bass. B 


NAMPA 
Canyon Co. B. 


Mercy” 
School of Practical Nursing 
1615—8th St., S 
Est. 1955 15 students 
Sr. Mary Kevin, R.S.M., R.N., Dir. 


(Admission date, February 1961. 

©21The practical nurse programs listed for the 
State of Idaho are operated by Catholic 
hospitals under the direct supervision and 
administration of a local board of education 
assisted by the Idaho State Board for Vo- 
cational Education. 


(116le) 








For Key to Symbols and Abbreviations See Page 164 


Clinical Facilities 


Home HospitalaA 92 beds 22 bass. B 


POCATELLO 
Bannock Co, B. 


St. Anthony Mercy* 
School of Practical Nursing 
65 North 7th St. 


Est. 1958 14 students 
Sr. M. Consolata, R.S.M., R.N., B.S., Dir, 


Clinical Facilities 
Home Hospitala 112 beds 20 bass. B 


(1161e) 
© 


CHICAGO 
Cook Co. Chic. 


Mother Cabrini Memorial” 
School of Practical Nursing 
1200 West Cabrini St. (7) 
Est. 1958 40 ig E!.2 

Mother Giacomina, M.S.C., R.N., Dir. 

Clinical Facilities 

Home Hos ical 150 beds 30 bass. B 

Columbus moe (1501la) Ak+ Ped. 

Little Sisters of the Poor Geri.; Rehab. 


(1501a) 
© 


LaSALLE 
LaSalle oa Peo. 
St. Mary 


School, a Practical Nursing 
1015 O'Connor St 


Est. 1953 26 students E' 
Sr. M. Dorothy, O.S.F., R.N., B.S., ir. 
Clinical Facilities 


Home Hospitala 125 beds 24 bass. B 
Hygienic Teetieate Pub. H. 


(559) 
© 


lowa 


CARROLL 
Carroll Co. S.C. 
St. Anthony” 
Antonian School of Practical 
Nursing ( 7 
South Clark St. 

Est. 30 students EF! 
Sr. Tastonien, F.S.P.A., R.N., B.S., Dir. 
Clinical Facilities 
Home Hospitala 105 beds 20 bass. B 


MARSHALLTOWN 
Marshall Co. Dub. 


Mercedian School for 
Practical Nurses” (11638) 
1209 W. State St. 

Est. 1948 19 students Be 8 

Sr. Mary Irene, R.S.M., R.N., B.S., 

Clinical Facilities 
Mercy Hospital (11GIb) A 83 hot 36 pore. 


syC 
Community Nursing Service Pub. H 
Kentucky 
LOUISVILLE 
Jefferson Co. L. 


St. Joseph Infirmary © 

therine Spalding School of 
Practical Nursing 

735 Eastern Parkway 


Est. 1959 57 students E? 
Sr. Marita Ann, S.C.N., R.N., B.S., Dir. 
Clinical Facilities 
Home Hospitalakx+ 471 beds 50 bane. 4 


Mary Anita Nursery Schoo ‘ed. 
Our Lady of Peace 3 Hospital (1201) A Psych. 


(1201) 
oO 


















Massachusetts 
Massachusetts 
CAMBRIDGE 
Middlesex Co. Bo. 
Holy Ghost” 
Training School for Practical Nurses 7 
1575 Cambridge St. (38) 

Est. 1945 55 students E?.5 
Sr. Therese Capistran, s.g.m., R.N., B.S., ir. 
Clinical Facilities 
Holy Ghost Hospital beds B 
St. Margaret’s Hospital (17018) ae Ob. 

Dorchester 
Jos. Kennedy Memorial HospitalA Ped. 
Brighton 
Michigan 
CADILLAC 
Wexford Co. G. R. 
Mercy” 


ont AP School of ace Nursing — 
Oak and Hobart S 
Est. 1952 37 students E 
Sr. Mary Pierre, R.S.M., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitala 12 
Mercy — (1161f)A 
Grayl 
Mercy "Hospital (1161f) A 
Manistee 


5 beds 25 bass. B 
50 beds 8 bass. B 


92 beds 12 bass. B 


MOUNT CLEMENS 


Macomb Co. Det. 
St. Jose eph” 

School of Practical Nursing (1707) 

20 Parkview Ave. © 


Est. 1949 
Sr. Florence Maria, S.C., R.N., 


Clinical Facilities 
Home Hospitala 200 beds 43 bass. B. 


4 pom s. 2 
Dir. 


PONTIAC 

Oakland Co. Det. 
McAuley” 

School ‘e Practical Nursing ss” 

126 Fulton St. (19) 

Est. 1953 79 students E? 
Mrs. Esther R. Sherrod, R.N., A.B., B.S., Dir. 


Clinical Facilities 
St. Joseph MercyaAk+ 323 beds 55 bass. B 


Minnesota 


CROOKSTON 
Polk Co. Cr. 


St. Francis” 
School of Practical Nursing 
Walsh Street 
Est. 1957 
Sr. Mary David, O.S.B., 
Clinical Facilities 
Home Hospitala 132 bode, 25 bass. 


ae | 


20 students E! 
Dir. 


sych.; 
MANKATO 
Blue Earth Co. Win. 
St. Joseph” 
School er Practical Nursing (5299) 
325 Garden Blvd. (2) © 


Est. 1947 29 students 


Sr. Mary Dorothy, S.S.M., R.N., B.S., Dir. 


Clinical Facilities 
185 beds 33 bass. B 


Home Hospitala 








Practical Nurse Education 


ROCHESTER 

Olmsted Co. Win. 
St. Marys© 

Fc School of Practical Nursing (523 

2nd Street, S.W. 

a." 47 93 students 

. M. Prisca, O.S.F., R.N., B.S., Dir. 
Clinical Facilities 


Home HospitalaA 900 beds 50 bass. B 


Missouri 


KANSAS CITY 
Jackson Co. | OE, om 


Queen of the World” 
School of Practica! Nursing 


—_ 
3210 E. 23rd Se. (27) 


Est. 1956 29 students E'.? 
Sr. John Christine, O.P., R.N., Dir. 
Clinical Facilities 
Home HospitalA 100 beds 20 bass. B 


St. Mary’s 
School of Practical Nursing 
101 Memorial Drive (8) 
Est. 1959 29 students E* 
Sr. Mary Theon, S.S.M., R.N., M.S., Dir. 
Clinical Facilities 
Home Hospitalax+ 350 beds 75 bass. B 


(531) 
© 


ST. LOUIS 
Se.L. 

St. Mary's’ 
School of Practical Nursing (531) 
6420 — Road (17) © 


28 students E!.2 
Dir. 


Se 19 
ey Jerome, S.S.M., R.N., B.S., 


Clinical Facilities 


Home Hospitalak+ 500 beds 100 bass. B 
Glennon Memorial Hospital (531) A Ped. 
SPRINGFIELD 

Greene Co. S.C. GB 
Mercy” 

School of Practical Nursing (1161g) 


1015 N. Main Se. 


eo 1956 20 students 
. Jeremy, R.S.M., R.N., B.S., Dir. 
Clinical Facilities 
Home Hospit: 


taf 150 beds Geri.; Med. 
St. John’s Hospital (116lg) A B 





Montana 
LEWISTOWN 
Fergus Co. G. F. 
St. Joseph’s” 
School of Practical Nursing teas 
211 South High St. (5) 


Est. 1958 11 students E* 
Sr. Marie Michel, F.J., R.N., M.S Dir. 
Clinical Facilities 
Home HospitalA 75 beds 12 bass. B 


New Jersey 


MONTCLAIR 
Essex Co, 
St. Vincent’s” 


School of Practical Nursing 
45 Elm St. 


Est. 1953 
Sr. Beata Maria, S.C., R.N., B.S., 
Clinical — 


Home Hospitala 1 beds 33 bass. B 
Overbrook Mental panitinliee Psyc! 
St. Anne’s Villa Home = 


New. 
(1703) 
© 


27 students E!.* 
ir. 


For Key to Symbols and Abbreviations See Page 164 


North Dakota 


New Mexico 


CARLSBAD 

Eddy Co. El. P, 
St. Francis Xavier” 

School of Practical Nursing™1 (1305b 

109 o _ Box 949 

ie 15 students 
Sr. & So Ad.Pp.S., R.N., Dir, 


Clinical Facilities 
Home HospitalaA 107 beds 24 bass. B 


ROSWELL 
Chaves Co. S. Fe 
St. Mary’s” 


School of Practical Nursing!) 
S. Main & Chisum Sts, 


Est. 1958 17 students E2.3 
Sr. Mary Blaise, $.S.M., R.N., B.Ed., Dir. 


Clinical Facilities 
Home Hospitala 110 beds 30 bass. B 


(529a) 
(0) 


SANTA FE 
Santa Fe Co. S. Fe 
St. Vincent} 


School of Practical Nursing!) 
210 E. Palace Ave. 


Est. 1949 30 students E? 
Mrs. Nelda Hogan, R.N., Dir. 
Clinical Facilities 
Home Hospitala 200 beds 62 bass. B 


(1707) 
© 


New York 


BATAVIA 
Genesee Co. Buf. 
St. Jerome’s” (1127) 


Catherine McAuley School of Practical Nursing 
16 Bank Street © 
Est. 1957 32 students EF? 

Sr. M. Daniel, R.S.M., R.N., B.S., Dir. 

Clinical Facilities 
Home Hospiesla 135 beds 18 hogs. B 


St. Luke’s Manor (1127) 3eri. 
OLEAN 
Cattaraugus Co. Buf. 
Saint Francis” 
School of Practical Nursing (503) 
W. State Street O 
7 1958 v4 E! 
Sr. M. Redempta, O.S.F., R.N., Dir. 


Clinical Facilities 
‘Home Hospitala 110 beds 24 bass. B 


YONKERS 
Westchester Co. N. Y. 
St. Joseph’s” (1709) 


School of Practical pins 
127 So. “arn (2) © 


Est. +4 ; ee A 3 
Sr. Rs , —— S.C., R.N., Dir. 


Clinical a 
Home Hospitala*x 180 beds 20 bass. B 


North Dakota 
DEVILS LAKE 


Ramsey Co. Far. 
Mercy” 
Lake Region Practical Nurse Program 
X(116le) 
East Seventh Street O 


Est. 1960 13 students 
Sr. M. Rosita, R.S.M., R.N., B.S., Dir. 


(Program conducted in cooperation with the 
City Public School System. 

"Conducted in cooperation with the State De- 
partment of Vocational Education. 
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North Dakota 


Clinical Facilities 
Home HospitalA 120 beds 20 bass. B 


DICKINSON 
Stark Co. Bis. 
it. JO! 
Se, Josephs of —_— Nursing oo 
Seventh St., . 
30 students 


Est. 1952 
‘Sr. Hecsatet, S.C.S.C., R.N., 
Clinical Facilities 
Home Hospitala 115 beds 30 bass. B 


Ohio 


CANTON 
Stark Co. ¥ 


Timken Mercy > 
School of Practical Nursing 
12th St. & Harrison Ave., N.W. (8) 
Est. 1957 + a E? 
Sr. Margaret Mary, C.S.A., R.N., Dir 
Clinical Facilities 
Home Hospitalak+ 205 beds 44 bass. B 


(105) 
(0) 


CINCINNATI 
Hamilton Co. Cin. 
St. Francis Central” 


School of Practical Nursing 
1860 Queen City Avenue (14) 


Est. 1955 va students E!.2 
Mrs. Marjo Buescher, R.N., B.S Dir. 


Clinical Facilities 


(527a) 
© 


Home HospitalaA 280 beds B 
St. Mary’s Hospital (527a) Ak+* Ob.; Ped. 
GARFIELD HEIGHTS 
Cuyahoga Co. Clev. 
Marymount” 
School of Practical Nursing (569c) 
12300 McCracken Road (25) © 
Est. 1952 2 t eee E12 
Sr. Mary Michael, S.S.J., R.N., Dir. 


Clinical Facilities 
Home Hospitala*k+ 230 beds 39 bass. B 


Affiliation Psych. 
LORAIN 

Lorain Co. Cleve. 
St. Joseph” 


School of Practical Nursing 
20th & Broadway St. 


Est. 1953 44 students a 2 
Sr. Mary David, H.H.M., R.N., B.S., 


Clinical Facilities 
Home Hospitalak+ 220 beds 36 bass. B 


(1109) 
© 


SPRINGFIELD 
Clark Co. Cin, 
Mercy Central” 


ive! of Practical Nursing 
1343 N. Fountain Ave. 


Est. 1950 44 students E? 
t. M. Camille, R.S.M., R.N., M.S., Dir. 
Clinical Facilities 


Home Hospitalax 345 beds 45 bass. 
Psych.; Well Child; B 


(1161c) 
© 


Oklahoma 


BLACKWELL 
Kay Co. Okla. 
Blackwell General” 
School of Practical Nursing (501a) 
13th & W. Ferguson © 
Est, 27 students E!,2 
Sr. M. A C.S.S.F., R.N., B.S., Dir. 


Clinical Facilities 
Home Hospitala 64 beds 12 bass. B 


DIRECTORY NUMBER 


Practical Nurse Education 


Pennsylvania 
DARBY 
Delaware Co. Ph. 
Camillus Catholic” 
School of Practical Nursing (223a) 
14th St. & Lansdowne Ave. © 
Est. 47 wor E128 
Sr. Mary. Cecilia, C.B.S., R.N., Dir. 
— — 
St. Francis Country 229 beds 


St. Jose ages we (01a) ak 


Philadelphia 0 beds 15 bass. B 
NORRISTOWN 
Montgomery Co. Ph. 


Sacred Heart” 
School of Practical Nursing 
1400 DeKalb St. 
Re 1957 
. M. Lucidia, M.S.C., R.N., 
Clinical Prroaslvg 
Home Hospitalax+ 211 beds 29 bass. B 


PHILADELPHIA 
Philadelphia Co. Ph. 


St. Mary’s Franciscan” 
School of Practical Nursing 
1755 Frankford Ave. (25) 
Est. 1960 16 ‘ee 

Sr. M. Michael St.Joseph, O.S.F., R.N. m. 

air. 


(1503a) 
oO 


* ' ee E1,2,3 
Dir. 


X(505a) 
O 


Clinical Facilities 
Home Hospitala*® + 250 beds 50 bass. B 


SCRANTON 
Lackawanna Co. Scr. 


St. Mary Hospital” 
Merce ion Tee of Practical 


Nurs: (1161h) 
= Statord Ave. (5) 
38 students 
Sr. 7 Natalie, R.S.M., R.N., B.S., Dir. 
Clinical Facilities 
Home HospitalA 80 beds 16 bass. B 
St. Joseph Hospital A Ped. 
Rhode Island 
PROVIDENCE 
Providence Co. Pro. 


Our Lady of Fatima” 
School of Practical Nursing 
200 High Service Ave. (4) 
Est. 1954 
A. Rose Fratantuono, R.N., B.S., 
Clinical Facilities 


Home Hospital 
St. Joseph’s Hospital 
503) Ak 


(503) 

© 

67 students E! 
Dir. 


275 poms 
310 beds 60 bass. 


South Dakota 


MITCHELL 

Davison Co. S. Falls 
St. Joseph” 

School of Practical Nursing™! (1309) 


1100 East Fifth Ave 


Est. 1957 28 students E* 
Helen R. Boyd, R.N., M.Ed., Dir. 


Clinical Facilities 
Home Hospitala 150 beds 15 bass. B 





PIERRE 
Hughes Co. S. F. 
St. Mary’s” 
Pietre School of Practical Nursing’! (215) 
815 E. Dakota Avenue © 


Est. 1949 30 students E' 
Sr. M. Rosalie, O.S.B., R.N., M.S., Dir. 


O3Program conducted in cooperation with the 
Mitchell Independent School District. 

{IConducted in cooperation with the Pierre 
High School. Six months post-graduate 
course offered with four students currently 
enrolled. 


Texas 


Clinical Facilities 
Hoase enovaht 115 beds 20 bass. B 





house 2?) Geri. 
ennan fas tal (1309) Ax Urol. 
“a Falls 
Texas 
BROWNSVILLE 
Cameron Co. ac 
Mercy Hospital” 
Canales School of Vocational Nonieg,, 
1040 Jefferson St. ( “— 
Est. 1955 14 3 
Sr. M. Daniel, R.S.M., R.N., B.S., —7? 


Clinical Facilities 
Home Hospitala 100 beds 11 bass. B 


CUERO 
De Witt Co. S. A. 
Pho l of P: 
chool of Practical N 
Tah Gua as 
Ri 1956 9 students 
M. Barbara, I.W.B.S., R.N., Dir. 


Clinical Facilities 
Home Hospital 35 beds 6 bass. B 


FORT WORTH 


Tarrant Co. Dal. 


St. Jose eph s© 
School of Vocational Nursing 
1401 S. Main (4) 


Est. 1956 
Nell Mills Perhacs, R.N., 
Clinical Facilities 
Home Hospitalax+ 365 beds 50 bass. B 


(803b) 
oO 


38 students E? 
Dir. 


LAREDO 


Webb Co. CC. 
Mercy Hospital” 
School — ocational Nursing 
1515 Logan 


Est. 1952 15 students 
Sr. M. Geraldine, R.S.M., R.N., B.S., Dir. 


Clinical Facilities 
Home HospitalA 154 beds 30 bass. B 


(1161g 


PARIS 

Lamar Co. Dal. 
St. Jose seph's 

School of Siiidal Nursing (803c 

820 Clarksville St. 

Est. 10 students 
Sr. M. Loyola, C.C.V.L, R.N., B.S., Dir. 


Clinical Facilities 
Home Hospitala 80 beds 11 bass. B 


SAN ANTONIO 
Bexar Co. S.A. 


Santa Rosa” 
School of Vocational Nursing 
745 West Houston 
Est. 1959 35 students Pa 
Mrs. Nadine Murphy, R.N., B.S., Dir. 


Clinical Facilities 


Home Hospiala y+ 522 beds 55 beans. B 
Children’s Memorial Hospital Ped. 


X (803b) 
© 





199 





Texas 


TYLER 
Smith Co. 

Mother Frances” 
School of Vocational Nursing 
825 E. — St. 

Est. 195 19 students E* 
Sr. M. aie: C.S.F.N., R.N., B.S., Dir. 
Clinical Facilities 
Home Hospitala 100 beds 15 bass. B 


Dal. 


(713a) 
© 


WICHITA FALLS 


Wichita Co. Dal. 
Bethania” 

School of Vocational Nursing X(713a) 

1600 11th Street 

Est. 1959 25 students E* 
Mrs. Frances N. Health, R.N., ir. 


Clinical Facilities 
Home HospitalA 173 beds 28 bass. B 





YOAKUM 
Lavaca Co. 
Huth Memorial” 


Schoo! of Practical Nursing 
303 Hubbard St. 
Est. 1953 
Sr. M. Annette, I.W.B.S., R.N., 
Clinical Facilities 
50 beds 10 bass. B 


S. A. 


( = 


10 students 


Home Hospital 


SECTION Il 


Practical Nurse Education 


Vermont 
WINOOSKI 
Chittenden Co. Bur. 
Fanny Allen Memorial” 
School for Practical Nursingi (907a) 
101 College Parkway O 


1957 22 students E* 
Sr. y Bl R.H.S.J., R.N., B.S., Dir. 
Clinical Facilities 


Home Hospital 
DeGoesbriand Memorial Hospital (9078) ase 


Burlington 
Kerbs Memorial Hospitala Se. 
St. Albans 
Brightlook Hospital Ob. 
Washington 
OLYMPIA 
Thurston Co. Sea. 


St. Peter Hospital” 
Course in Practical Nursing 
320 Sherman St. 


Est. Zs students 
Sr. Mes Cabrini, F.C.S.P., R.N., B.S., Dir. 


Clinical Facilities 
Home Hospitala 138 beds 25 bass. B 


'IConducted in cooperation with the State De- 
partment of Vocational Education. 


(1317a) 
© 








Wisconsin 


MILWAUKEE 
Milwaukee Co. 


Sacred Heart” 


School of Practical Nursin (521 
1545 S. Layton Blvd. (18) 3 


Est. 1955 31 students E! 
Sr. M. Jordan, O.S.F., R.N., B.S., Dir, 


Mil, 


Clinical Facilities 
Home HospitalA 225 beds Med.; Geri. 


St. Joseph Hospital(521)A Surg.; Ob. 
Beaver Dam 
Children’s Hospitalaxk+ Ped, 
St. Mary’s Hill Hospital (521) a Psych, 
Puerto Rico 
SAN GERMAN 
Ponce 
Hospital de la Concepcion” 
Practical Nurses’ School (V.4) 
ge 7, Box 13 © 


Est. 19 
Sr. Wiens , D.C., 


Clinical Facilities 
64 beds 10 bass. B 


39 students E* 


Home Hospital 








New Brunswick 


BATHURST 
Gloucester Co. B. 


Hotel Dieu of St. Joseph} 
School for Nursing Assistants 
Murray Street 

St. (18 mos.) 21 1 E13 

Sr. Jeannette Theriault, r.h.s.j., R.N., by SEER, 

Clinical Facilities 
Home HospitalA 119 beds 16 bass. B 


(C1021b) 


CAMPBELLTON 
Restigouche Co. B. 

Hétel Dieu of St. Joseph 
School for Nursing ym atl 
5 Arran St. 


Est (18 mos.) 77 students E!.2.3 
Sr. Celine Doucet, r.h.s.j., R.N., Dir. 


Clinical Facilities 
Home Hospitala 201 beds 32 bass. B 


(C1021b) 
fe) 


TRACADIE 
Gloucester Co. B. 
Hotel Dieu de St. Joseph© (C1021b) 
School for Nursing Assistants 
Est. 1952 mos. ) 17 students ES 


Sr. Huberte Richard, r.h.s.j., R.N., B.S., Dir. 


Clinical Facilities 
Home Hospitala 101 beds 26 bass. B 


Nova Scotia 


ANTIGONISH 
Antigonish Co. An. 


St. Martha’s© 
School for Nursing Assistants 
Bay Street 
Est. 1957 (10 mos.) 16 students E* 
Sr. Clare Marie, C.S.M., R.N., M.S., Dir. 


Clinical Facilities 
Home Hospitala 190 beds 25 bass. B 


(C1101) 


Clinical Facilities 
Home Hospital ds B 
Ottawa General Hospital (C701 vad 7Peds Ob. 


STURGEON FALLS 


B. PRACTICAL NURSE PROGRAMS—CANADA 
Ontario 
BRANTFORD 
Brant Co. Ham. 
St. Joseph’s” 
School yo Nursing Assistants (C1032 
Park Roa 
Est. 1957 (10 mos.) . trainees E! 
Sr. M. Bonaventure, C.S.J., R.N., Dir. 


Clinical Facilities 
Home HospitalaA 157 beds 46 bass. B 


BROCKVILLE 
Leeds Co. K. 


St. Vincent de Paul” 
School for Nursing Assistants 
Pine and Garden Sts. 


(C1305) 


Est. 1950 (10 mos.) 23 trainees E* 
Sr. M. Flaviap, S.P., R.N., Dir. 
Clinical Facilities 


Home HospitalaA 112 beds 20 bass. B 


FORT FRANCES 


Rainey River Co. F, W. 
La Verendrye” 

School for Nursing Assistants Z ——, 

110 Victoria Ave. 

Est (10 mos.) .. trainees E? 
Sr. Lucille Gosselin, s.g.m., Di 

Clinical Facilities 

Home Hospital 102 beds 24 bass. B 
HAILEYBURY 

Temiskaming Co. Tim. 
Misericordia Hos ge 

Sch _ ag Nurs —_ (C1107 

rgina Ave : 

Est. 944 “(10 mos.) 24 trainees E® 

Sr. Saint Florence, s.m., R.N., ir. 
Clinical Facilities 

Home Hospital 205 beds B 
OTTAWA 

Ottawa Co. Ore. 
St. Vincent” 

School for Nursing Assistants (C701) 

60 Gate St. 

Est. 1932 (10 mos.) 41 trainees E'.2 
Sr. Se. Ruth, s.g.c., R.N., B.S., Dir. 


Nipissing Co. St. M. 
HOpital St-Jean-de-Brebeuf” 
School for Nursing Assistants (C1601a) 
og St. 
(10 mos.) x, trainees E! 
Sr. — de la ie. s.m., R. ir. 


Clinical Facilities 


Home Hospital 95 beds 20 bass. B 


Quebec 
AMOS 
co. Abitibi Amos 
H6tel-Dieu D’Amos” 
Ste-Marguerite Ecole d’Auxiliaires en 
Nursin (C707b) 


rue Youville 
(18 mois) 


F. 1 42 étudiantes 
Sr. Alice Dionne, s.g.m., I.L., Dir. 


Ressources Cliniques 
Ressources Institutionnelles B 
225 lits 33 berc. 


BUCKINGHAM 
Co. Papineau Ore. 
H6pital St-Michel Ecole 
es Gardes-Malades Auxiliaires” 
(C701) 


Thay étudiantes EF! 
Dir. 


"4 Rue Denis 
F. 1953 (18 mois) 
Sr. St.-Daniel, s.g.c., I.L., 
Ressources slit 
Ressources Institutionnelles 
122 lits 20 berc. 


For Key to Symbols and Abbreviations See Page 164 
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Canada 


COATICOOK 
Co. Stanstead Sher. 


Hopital Ste-Catherine Labouré” 
feole d’Auxiliaires en Nursing 


X (C1505) 

160 rue Jeanne Mance 
(18 mais) 6 étudiantes E' 
Sr. Louise, D.C., R.N Dir. 


Beconece Cliniques 
Ressources Institutionnelles 94 lits 15 berc. B 


DOLBEAU 


co. Roberval Chic. 


Hotel Dieu du Sacré-Coeur® (C1109) 
ee des Auxiliaires en Nursing 
(18 mois) 50 étudiantes E* 
Sr. "ties Julienne, o.s.a., I.L., 


Ressources Cliniques 


Ressources Institutionnelles 100 lits B 
GRANBY 
Co. Shefford St. Hy. 


Hopital St-Joseph Ecole 
es Gardes-Malades Auxiliaires” 
C705) 


27 étudiantes E! 


205 Boulevard Leclerc 


F. 1953 (18 mois) 
Sr. Picard, s.g.s.h., I.L., 


Ressources Cliniques 
Ressources Institutionnelles& 150 lits 25 berc. B 


LA TUQUE 
co. Laviolette T.-R. 


H6pital St-Joseph” Ecole 


es Auxiliaires en Nursing (C707b) 
885 Blvd. Ducharme 

F. 1949 (18 mois) 33 étudiantes E? 

Sr. Rita Leclerc, s.g.m., I.L., Dir. 


Ressources Cliniques 


Ressources Institutionnelles B 
125 lits 15 berc. 


MONTMAGNY Q. 


Hétel Dieu St. Augustin Ecole 
des Gardes-Malades Auxiliaires” 
R.R.1 (C1113) 


F. 1951 (18 mois) 19 étudiantes 


Sr. du Bon-Pasteur, 0.s.a., I.L., 


DIRECTORY NUMBER 


Practical Nurse Education 


Ressources Cliniques 


Ressources InstitutionnellesA 150 lits B 
MONTREAL 
Co. Jacques Cartier M. 


Ho6pital Notre-Dame 
cole d’Auxiliaires en Nursing 


X(C707f) 
ie est rue Sherbrooke 
“—" 1959 (12 mois) 44 hemes Et 
. M. Décary, s.g.m., I.L., B.Sc. Dir. 
Ressources Cliniques 


Ressources Institutionnellesa*® 
1031 lits 75 berc. B 


Ste-Genevieve Ecole 
des Gardes-Malades Auxiliaires” 


605) 
11,844 Bois-de-Boulogne (12) 
(Bordeaux) 





F. 1950 (18 mois) 22 étudiantes E!:? 
Sr. Marie-Benoite, o.f.s.j., I.L., Dir. 
R ces Clinigq 
HO6pital St-Joseph des ConvalescentesA 
250 lits B 
St. Joseph’s 
Ecole des Gardes Malades 
Auxiliaires X(C1303c) 
as 16 eme Ave. (32) (Lachine) 
( mois) étudiantes 


ir. 


Ressources Cliniques 


Ressources InstitutionnellesA 
167 lits 30 berc. O.P.D., B 


ROBERVAL 
Co. Roberval Chic. 
Hotel-Dieu St-Michel” Ecole 
des Gardes-Malades Auxiliaires 
(C1117) 


F. 1951 (18 mois) 36 étudiantes 
Sr. St. Jean-Baptiste. o.s.a., I.L., Dir. 





Canada 


Ressources Cliniques 
Ressources InstitutionnellesA 500 lits B 
SOREL 
Co. Richelieu St-Hy. 
Hotel Dieu de Sorel” Ecole 
des Auxiliaires en Nursing (1021b) 


400 Ave. Hétel Dieu 
F. 1954 (18 mois) 33 étudiantes E'.? 
Sr. Gratia Demers, r.h.s.j., I.L., Dir. 


Ressources Cliniques 


Ressources InstitutionnellesA B 
162 lits 20 berc. 


THETFORD-MINES 
Co. Megantic Q. 
Hopital St-Joseph” Ecole 
des Gardes-Malades Auxiliaires 
(C711c) 


F. 1951 (18 mois) 36 étudiantes E! 
Sr. Ste.-Floriana, s.c.q., I.L., B.Sc.H., Dir. 


Ressources Cliniques 
Ressources Institutionnelles 135 lits 18 berc. B 


TROIS-RIVIERES 
co. Trois-Riviéres T.-R. 


HOpital Ste-Marie” Ecole 


es Auxiliaires en Nursing (C1107) 
1991, Boul, du bp 

F, (18 mois) 65 étudiantes 

Sr. Ste-Clothilde, s.m., I.L., Dir. 


Ressources Cliniques 
Ressources Institutionnelles 225 lits 171 berc. B 


H6pital-Sanatorium Cooke” Ecole 
es Gardes-Malades Auxiliaires 
(C1001b) 
Chemin Ste-Marguérite 
F. (18 mois) 35 étudiantes E* 
Sr. Marguerite Bourgeoys, f.j., I.L., Dir 


Ressources Cliniques 


Ressources InstitutionnellesA — 300 lits Tb.; B 
Hopital Lafléche (1001la)A Ob.; Surg.; Ped. 
rand’Mére 


SECTION III. 


A. United States 





GRADUATE NURSE EDUCATION 
































B. Canada 
A. United States Programs E13 Programs 
~ er — : acs Bachelor’s degree for R.N.’s@?-4- 7 students Bachelor’s degree for R.N.’s 21 students Et 
Number Enrollment Master's degree 219 students (N.Ed.) 
. of College/] —_—_—— 
rs sana Bachelor's} Master's Kentucky 
Programs | Degree | Degree Illinois 
ee = cette GO LOUISVILLE 
California 1 50 sn Jefferson Co. L 
al 0 1 
Colorado l 17 Cook Co. Cale, Nazareth College S 
eslabia 31 | 219 De Paul University c Brermserne 
sllinole 3 403 33 Department of Nursin; ng (1201) Est. 1941 
a : = 3 “ — Bivd. (4) Est. 1948 St Agnes Miriam, S.C.N., R.N., M.S., Dir. 
we 4 is 
Scmeesttey 1 75 nents i R.N., M.S., Chm. Programs 
ate : sb 1 Programs E18 _—_ Bachelor’s degree for R.N.’s 75 students E13 
Missouri 7 149 27 Bachelor’s degree for R.N.’s 148 students 
Montana 2 41 Master's degree 33 students 
Nebrask 1 23 
New Hampshire : as Maryland 
ew Jersey 
Ne k 2 312 73 Loyola pert wf C BALTIMORE 
Ohio 4 108 sy of Narsiog, a1) Baltimore Co. Bal, 
Pennsyl i 4 389 A chigan Ave. 
— 2 141 3a) Est. 1935 Mount St. A Agnes College M 
Washington 1 27 Gladys Kiniery, R.N., M.S., Dean Division ot ursin, 
Wisconsin A PP... Programs Et ae mee Ye) Est. 1946 
TOTAL 35 3,277 440 Bachelor’s degree for R.N.’s@?-#- 245 students Sr. M. Rosaire, R.S.M., R.N., M.S., Chm. 
p bag ga ; as SSeS } Programs ” 
uerto Rico 2 F Saint Xavier College Cc Bachelor’s degree for R.N.’s 3 students") Et 
TOTAL 36 3,301 440 School of Nursing 
ated eg & Coneral Park Ave. (55) 
cece pa erinpeincee ames (1161b) Est. 1934 Massachusetts 
B. Canada Sr. May Annette, R.S.M., R.N., M.S., ‘Dir. 
bats = ee Pro CHESTNUT HILL 
: ig Suffolk Co Bo. 
of College Enrollment Bachelor’s degree for R.N.’s 10 students E!:2 i P 
Provinces Uni- oe Al ee eta Boston College N 
Ps eto Paes Ti teccianillh Ave. 167) 
> Certificate] Degree 
SPEER Reicsncaed cine ss: Broun lowa wile Denner er. were, Hees 
ta P. Kelleher, R.N. .Ed., Dean 
Nova Scotia 2 37 DAVENPORT “ Eu 
Ontario ra 75 53 Scott Co. Dav Programs 
Quebec 1 197 54 f ° Bachelor's degree for R.N.’s@”-#- $30 seudenes 
ae = -—|-——— Saint Ambrose College S anes ee a 
TOTAL 5 272 144 Division of Nursing ° 
= ee a 518 W. Locust St. 
(D 28) Est. 1951 
Calif ' Sr. Mary Eleanora, R.S.M., R.N., M.S., Chm. Missouri 
alirornia Programs 
Bachelor’s degree for R.N.’s 25 students Et NORMANDY 
SAN FRANCISCO St. Louis Co. St. L. 
San Francisco Co. S.Fr. t ities Marillac College C 
University of San Francisco P Department of Nurs 
Scheal of ‘Nursing DODGE CITY 7800 Natural Bridge Road (21) a 
— Bet, 1948 . Ford Co. D.C. &r. Mary Helen, D.C. R.N., M.A, | Chm. 
Sr. Mary Beata, S.M., R.N., M.S., Dean St. Mary of the Plains College Programs 


Programs 


Bachelor’s degree for R.N.’s@P.H. 
50 students E! 


Colorado 
LORETTO 
Denver Co. Den. 
Loretto Heights College C 
Division of Nursing 
2041) Est. 1956 
Margaret E. Metzger, R.N., M.S., Dir. 


Programs 


Bachelor’s degree for R.N.’s 17 students E13 


District of Columbia 
WASHINGTON Wash. 


Catholic grace of America M 
School of Nurs: 
70 Brookland les, N.E. (17) 
Est. 1932 
Dean 


(D 21) 
Sr. Charles Marie, C.C.V.I., R.N., M.S., 


240 San Jos of Nursing 
a: Jose Drive 


Est. 
sr M. : em C.S.J., R.N., B.S., 
Dept. Head 
Programs 


Bachelor’s degree for R.N.’s 11 students E* 


SALINA 
Saline Co. Sal. 
Marymount College Cc 


Division of Nursing 

East Iron Avenue 

1) Est. 1947 
Sr. M. Theophane, C.S.J., R.N., M.S., Dir. 


Programs 


Bachelor’s degree for R.N.’s 14 students E! 


XAVIER 

Leavenworth Co, K. C. K. 
Saint Mary College Cc 

Dept. of Nursing Totes 

qa Est. 1932 
Sr. Rose Paul, S.C.L., R.N., M.S., Dept. Head 


For Key to Symbols and Abbreviations See Page 164 


Bachelor’s degree for R.N.’s 27 students Et 


ST. LOUIS St. L. 


St. Louis University C 
School of Nursing & Health Services 
1402 S. Grand Blvd. (4) 


sr. M 3b) Est. 1928 
. M. Agnita Claire, S.S.M., R.N., M.S., 
Dean 
Programs Eu 
Bachelor’s degree for R.N.’s@ 122 students 
Master’s degree 27 students 
Montana 
GREAT FALLS 
Cascade Co. G.F. 
College of Great Falls Ww 
Division of Nursing 
1301 Twentieth Street South 
(1317b) Est. Die 


(1Program to be Sescetinee’ with graduation 
of enrolled students in 19 
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Montana 


Programs 


Bachelor’s degree for R.N.’s 17 students Et 


HELENA 
Lewis & Clark Co. Hel. 
Carroll College ; W 
s: 
oD oO ursing Bet. 1946 
Sr. Mary Jerome, S.C.L., R.N., M.S., Dir. 


Programs 


Bachelor's degree for R.N.’s 24 students E* 


Nebraska 
OMAHA 
Douglas Co. Om. 
Creighton University Cc 


Department of Nursing 
2500 California St. (31) 
(M 3h) Est. 1928 
Dorothy E. Vossen, R.N., M.A., Dir. 
Programs 


Bachelor’s degree for R.N.’s 23 students 


New Hampshire 


MANCHESTER 

Hillsboro Co. Man. 
St. Anselm’s College N 

De rtment of Nursing Education 

College Road 

(2020) Est. 1952 

Ruth Bagley, R.N., M.Ed., Dir. 
Programs 


Bachelor's degree for R.N.’s 84 students E'.* 


New Jersey 


NEWARK 
Essex Co. New. 
Seton Hall University M 


School of Nursing 
ee St. (2) 


Est. 1940 
Margaret C. Haley, R.N., M.A., Dean 
Programs E13 


Bachelor’s degree for R.N.’s@?-1- 413 students 


New York 
BROOKLYN 
Kings Co. Br. 
St. John’s University M 


School of Education 
Department of moans Education 
96 Schermerhorn St. 


(2017a) Est. 1937 
Mrs, Mary E. Reap, R.N., M.A., Adm. Chm. 
Programs E1.2,3 


Bachelor's degree for R.N.’s@?:#- 302 students 
Master’s degree 73 students 


BUFFALO 

Erie Co. Buf. 
D’Youville College M 

School of Nursin; 

320 Porter Ave. f1) 

(609 Est. 1956 
Sr. Francis Xavier, G.N.S.H., R.N., M.S., Dean 


Programs 


Bachelor’s degree for R.N.’s 10 students E+ 


Ohio 
CINCINNATI 
Hamilton Co. Cin. 
Our Lady of Cincinnati College Cc 


Department of Nursi 
Bageclife (6) ‘ates 
Est. 1935 


) 
Sr. Mary, Regina, R.S.M., R.N., M.Ed., Dir. 


DIRECTORY NUMBER 


Graduate Nurse Education 


Programs 

Bachelor’s degree for R.N.’s . . Students 
DAYTON 
Montgomery Co. Cin. 
University of Dayton C 
300 College of Nursing 

Ls ad Park Ave. (9) 
Est. 1938 
pu. st R.N., M.S., Chm, 


Programs 


Bachelor’s degree for R.N.’s 78 students E':3 


MT. ST. JOSEPH 
Hamilton Co. Cin. 


College of Mt. St. Joseph on-the-Ohio C 


Department of Nursing 
(1707) Est. 1926 
Sr. De Chantal, S.C., R.N., M.S., Dir. 


Programs 


Bachelor’s degree for R.N.’s 10 students E 


TOLEDO 
Lucas Co. Tol. 
Mary Manse College Cc 


Department of Nursing Education 
2436 Parkwood Ave. (10 
(2050) 


Mo. Ursula Marie, O.S.U., M.S., 


Programs 
Bachelor’s degree for R.N.’s 


Est. 1922 
Coordinator 


20 students 


Pennsylvania 

DALLAS 

Luzerne Co. Dal. 
College Misericordia M 

Department of Nursing Education 

(1161h) Est. 1944 
Sr. Mary Kateri, R.S.M., R.N., MLS., Dir. 

Programs 


Bachelor’s degree for R.N.’s 121 students E* 
(N.Ed.) 


ERIE 
Erie Co. E. 

Villa Maria College M 
Division of Nursing 
829 West 8th St. 
(925) Est. 

Mrs. Dorothy J. Dobrushin, R.N., M.S., Chm. 

Programs 


Bachelor’s degree for R.N.’s 47 students E! 


PITTSBURGH 
Allegheny Co. Piet. 
Phoot a University M 
Sc met of Nursing 
re 2011a Est. 1935 
Ruth dD. ohnson, R.N., Ph.B., M.A., Dean 
Programs 


Bachelor’s degree for R.N.’s$”-4- 
145 students E* 


VILLANOVA 

Delaware Co. Ph. 
Villanova University M 

Division of Nursing 

(2028a) Est. 1951 
Marion M. Schrum, R.N., Ed.D., Dean 


Programs 
Bachelor’s degree for R.N.’s 


76 students E* 


Canada 


Texas 
HOUSTON 
Harris Co. Gal. 
Sacred Heart Dominican College S 
St. Joseph’s Dept. of Nursing 
24 i 3. Hisheonbe Blvd. Qt) 
(2026) Est. 1946 
Jennie H. Perry, R.N., M.S., Dir. 
Programs 


Bachelor’s degree for R.N.’s 77 students 


SAN ANTONIO 
Bexar Co. S.A. 
Incarnate Word College S 


Division of Nursing 
430 tainted (9) 


(803 . 
Sr. M. Lucilla, C.C.V.I., R.N., M.S., Dir. 


Programs 


Bachelor’s degree for R.N.’s@”-4- 
64 students E'3 


Washington 
SEATTLE 
King Co. Sea. 
Seattle University WwW 


School of Nursin 
900 Broadway (32) 
Est. 1933 


( 
Sr. Mary Ruth, O.P., R.N., M.Ed., Act’g Dean 


Programs 


Bachelor's degree for R.N.’s@?-#- 
27 students E* 


Wisconsin 
FOND DU LAC 
Fond du Lac Co. Mil. 
Marian College Cc 


Divison of Nursing 
E. Division St. 
{10 1) Est. 1946 
Sr. Mary Agreda, C.S.A., R.N., M.S., Chm, 


Programs 


Bachelor’s degree for R.N.’s 27 students E* 


MILWAUKEE 
Milwaukee Co. Mil. 
Marquette University Cc 
College of Nursin 


3058 N. 51st St. (10) 
(M 3 Est. 1936 
Sr. M. Thomas, O.S.F., R.N., M.S., Dean 


Programs E18 


Bachelor’s degree for R.N.’s@ 188 students 
B.S.P.H.N.@ 115 students 
Master’s degree 37 students 


PUERTO RICO 
PONCE 


Ponce Co. Ponce 


Catholic University of Puerto Rico M 


Depestuent of Nursing 
(M 9a) Est. 1956 
Sr. M. Clementine, C.D.P., R.N., M.S., Chm. 


Programs 


Bachelor’s degree for R.N.’s 24 students E*.* 


CANADA 


Nova Scotia 


ANTIGONISH 
Antigonish Co. Aa. 








Canada 


St. Francis Xavier University 

Department of Education 

St. Ninian Street 

(CD 31) Est. 1926 
Sr. Clare Marie, C.S.M., R.N., M.S., Dir. N.Ed. 


Programs 


Bachelor's degree for R.N.’s 13 students E' 


ROCKINGHAM 
Halifax Co. Hal. 
Mount St. Vincent College 
(C1501) Est. 1949 
Sr. Margaret Edward, S.C., R.N., B.S., Dir. 
Programs 


Bachelor's degree for R.N.’s 24 students 
Ontario 


OTTAWA 
Carleton Co. Ort. 
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Graduate Nurse Education 


University of Ottawa 
School of Nursing 
30 Stewart St. (2) 


(C2015) Est. 1943 

Sr. Madeleine of Jesus, s.g.c., R.N., M.S., Dir. 

Programs E13 

Bachelor’s degree for R.N.’s 28 students 

N.Ed. & P.H.N. certificate 75 students 
WINDSOR 

Essex Co. Lon. 


Assumption University of Windsor 
Department of Nursing 
400 Huron Line 


(C M 4) 
Florence M. Roach, R.N., B.S., 


Programmes 
Bachelor’s degree for R.N.’s 


Est. 1956 
Dean 


25 students 


Canada 


Québec 
MONTREAL : 
Ile de Montreal M. 
Université de Montreal (CD 25) 
Institut Marguerite d’Youville (C707) 
1185 rue S. Matthieu (25) F, 1934 
Sr. Denise Lefebvre, s.g.m., I.L., D.Ed., Dir. 
Programmes E! 
B. Sc. Ed. Inf. 54 étudiantes 
Certificats 145 étudiantes 
Ecole d’Hygiéne 
Infirmiéres Hygienistes 
2900, blvd. Mont-Royal C.P. 6128 
Mile Gabrielle Charbonneau, M.Sc., Dir. 


Programmes 


Diploma in P.H.N. 52 étudiantes 
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HILLYARD HOSPITAL PRODUCTS 
b SAFEGUARD against disease producing bacteria) PROTECT 


hospital floors and surfaces against unnecessary damage and de- 
terioration 4 KEEP your floors attractive, safe under foot and 
hospital clean. 


arr Saas 


One CLEANERS 
Conductive Floor Cleaner (U/L) classified as to hazardous 
locations. 

Common 


Clean-O- Lite —-synthetic detergent. Sanitizer-Disinfectant for 
floors, walls, furniture, woodwork and all hospital surfaces. 
Germicidal when used after cleaning against wide range of organ- 
isms. Deodorizes- Kills source of odors. 


Objective 





Super Shine-All-General purpose all surface cleaner. 
(U/L) classified as to slip-resistance. 


ABSOLUTE DISINFECTANTS-GERMICIDES - DUST CONTROL 


CLE ANLINESS FLOOR DRESSINGS - FLOOR SEALS & FINISHES 


HOUSEKEEPING SUPPLIES - PAINT and VARNISH 


REMOVERS - SCRUBBING & POLISHING MACHINES 
SURGICAL SOAPS (hexachlorophene) +» VACUUM 
CLEANERS - WAXES (U/L) classified as to slip-resistance. 





Whether CLEANING * SANITIZING + DISINFECTING + FINISHING * WAXING or SWEEPING 
You’re Money Ahead with 


in nceeaiiemeaae 
ie a ‘ 
For an expert's advice on me i 
safe and economical Hos- 
pital Floor care, call on 
the Hillyard Hospital Floor 
Care Consultant in your Ao0iy 
area. He’s lL ie 


“On You Stay, Not Your Fey” sie 





Hillyard, 216 Robidoux, St. Joseph, Mo. 


Please send me Free book of facts Please have the Hillyard Hospital 
on actual cases of floor care sav- Floor Care Consultant get in touch 
with me. No obligation! 


ings. 


| 

(i o 
ym teeYVvyaA RR -O 4 

a oF 


Passaic, W.J. ST. JOSEPH, MO. San Jess, Calif. 





NAME HOSPITAL 








Branches and Warehouse Stocks in Principal Cities TITLE CITY STATE 








DIRECTORY NUMBER 














WE HELP RAISE FUNDS FOR YOU! 


AMERICAN CITY BUREAU has proved it BY DIRECTING these 
Catholic Hospital Campaigns! 


Alexian Brothers Hospital 
Chicago, II. 
Alexian Brothers Hospital 
St. Louis, Mo. 
Antelope County Hospital 
Neligh, Nebr. 
Bishop DeGoesbriand Hospital 
Burlington, Vt. 
Calvary Convalescent Home 
& Hospital 
San Pierre, Ind. 
DePaul Hospital 
Cheyenne, Wyo. 
Good Samaritan Hospital 
Cincinnati, Ohio 
Halstead Hospital 
Halstead, Kans. 
Hibbing General Hospital 
Hibbing, Minn. 
Holy Cross Hospital 
Chicago, Ill. (2) 
Holy Cross Hospital 
Salt Lake City, Utah 
Hotel Dieu Hospital 
El Paso, ‘Tex. 
Mercy Hospital 
Sacramento, Calif. 
Mercy Hospital 
Nampa, Idaho 
Mercy Hospital 
Urbana, Ill. 

Mercy Hospital* 
Burlington, Ia. 
Mercy Hospital 
Cedar Rapids, Ia. 
Mercy Hospital 
Davenport, Ia. 
Mercy Hospital 
Des Moines, Ia. 
Mercy Hospital 
Oelwein, Ia. 

Mercy Hospital 
Independence, Kans. 
Mercy Hospital 
New Orleans, La. 
Mercy Hospital 
Baltimore, Md. 
Mercy Hospital 
Charlotte, N.C. 
Mercy Hospital 
Canton, Ohio 
Mercy Hospital 
Hamilton, Ohio (3) 





Mercy Hospital 
Portsmouth, Ohio 
Mercy Hospital 
Tiffin, Ohio 
Mercy Hospital 
Oklahoma City, Okla. 
Mercy Hospital 
Johnstown, Pa. (2) 
Mercy Hospital 
Brownsville, ‘Tex. 
Mercy Hospital 
Laredo, Tex. 
Mercy Hospital 
Janesville, Wisc. 
Mt. Carmel Hospital* 
Columbus, Ohio 


Our Lady of Bellefonte Hospital 
Ashland, Ky. 

Our Lady of Mercy Hospital* 
Cincinnati, Ohio 
Providence Hospital* 
Kansas City, Kans. 
Resurrection Hospital 
Chicago, Il. 

Sacred Heart Hospital 
Pensacola, Fla. 

Sacred Heart Hospital 
Idaho Falls, Idaho 


Sacred Heart Hospital 
Fort Madison, Ia. 


Sacred Heart Hospital 
Eugene, Ore. 
St. Agnes Hospital 
Fond du Lac, Wisc. 
St. Alexis Hospital 
Cleveland, Ohio 


St. Alphonsus Hospital 
Boise, Idaho 


St. Ann’s Hospital* 
Columbus, Ohio 


t. Anthony Hospitgl 
Rockford, Il. 


St. Anthony’s Hospital 
Rock Island, II. 


St. Anthony Hospital* 
Columbus, Ohio 


St. Bernard’s Hospital 
Chicago, Ill. 

St. Dominic Hospital 
Jackson, Miss. 

St. Elizabeth Hospital* 
Danville, Il. 





St. Elizabeth Hospital 
Lafayette, Ind. 

St. Elizabeth’s Hospital* 
Hutchinson, Kans. 
St. Elizabeth’s Hospital 
Wabasha, Minn. 

St. Elizabeth Hospital* 
Utica, N.Y. 

St. Elizabeth Hospital 
Dayton, Ohio 


St. Elizabeth’s Hospital 
Youngstown, Ohio 


St. Francis Hospital 
Blue Island, Il. 
St. Francis Hospital 
Evanston, Ill. 

St. Francis Hospital 
Peoria, Ill. 

St. Francis Hospital* 
Indianapolis, Ind. 
St. Francis Hospital* 
Burlington, Ia. 
St. Francis Hospital 
‘Topeka, Kans. 

St. Francis Hospital* 
Cincinnati, Ohio 
St. Francis Hospital 
& Rehab. Center 
Pittsburgh, Pa. 
St. Francis Hospital® 
LaCrosse, Wisc. 
St. James Hospital 
Chicago Heights, Il. 
St. John’s Hospital* 
Anderson, Ind. 


St. John’s Hospital 
Joplin, Mo. 


St. John’s Hospital 
St. Louis, Mo. 


St. John’s Hospital 
Springfield, Mo. 


St. John’s Hospital 
San Angelo, Tex. 
St. Joseph’s Hospital 

Stockton, Calif. « 
St. Joseph’s Hospital 
Lewiston, Idaho 
St. Joseph Hospital 
Chicago, Il. 

St. Joseph’s Hospital* 
South Bend, Ind. 


St. Joseph’s Hospital 
Concordia, Kans. 





St. Joseph’s Hospital 
Deadwood, S.D. 
St. Margaret Hospital 
Hammond, Ind. 
St. Margaret’s Hospital* 
Kansas City, Kans, 
St. Mary’s Hospital* 
Long Beach, Calif. 
St. Mary’s Hospital 
San Francisco, Calif. 
St. Mary’s Hospital * 
Waterbury, Conn. 
St. Mary’s Hospital* 
Galesburg, Ill. 

St. Mary’s General Hospital 
Lewiston, Me. 

St. Mary’s Hospital* 
Grand Rapids, Mich. (2) 
St. Mary’s Hospital 
Marquette, Mich, 
St. Mary’s Hospital 
Duluth, Minn. 

St. Mary’s Hospital* 
Minneapolis, Minn, 
St. Mary’s Hospital 
Scottsbluff, Nebr. 
St. Mary’s Hospital 
Passaic, N.J. 

St. Mary’s Hospital* 
Cincinnati, Ohio 
St. Mary’s Hospital* 
Green Bay, Wisc. 
St. Mary’s Hospital 
Wausau, Wisc. 

St. Paul Hospital 
Dallas, Tex. 

St. Rita’s Hospital 
Lima, Ohio 


St. Thomas Hospital 
Akron, Ohio 


St. Vincent Hospital 
Taylorville, Ill. 


St. Vincent’s Hospital 
Billings, Mont. 


St. Vincent’s Hospital 
Toledo, Ohio 


St. Vincent Hospital 
Portland, Ore. 


St. Vincent Hospital* 
Green Bay, Wisc. 
Santa Rosa Children’s Hospital 
San Antonio, Tex. 


Schumpert Sanitarium 
Shreveport, La. 


*Participated in local United Hospital Building Fund Campaign. 


For FREE CONSULTATION and study of your special needs, write today! 


American City 


Serving Catholic Institutions, large and small, Coast to Coast. 
Exhibitor at Catholic Hospital Association Convention. 


FOUNDING MEMBER AMERICAN ASSOCIATION OF FUND RAISING COUNSEL 


Bureau 


3520 Prudential Plaza 
Chicago 1, Illinois. 


Also New York, Sacramento, 
Atlanta, Houston 
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EDUCATION 
FOR 
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DUCATION FOR CAREERS in the hospital and health 

fields is provided by Catholic hospitals and institutions 

of higher education in 11 professional and technical areas. 

A list of Catholic institutions offering such educational pro- 

gtams begins on the following page. This section has been 

enlarged over previous years in order to provide the full 
address of each school or hospital. 

Only those programs which have some type of recog- 
nized approval system are reported, and only approved 
programs in Catholic schools or hospitals are listed. The 
following sources were used to identify approved programs 
in the United States: 

Anesthesia (for Nurses) —1960 approved list of The 

American Association of Nurse Anesthetists 

Medical Record Library Science | 1960 Approved list 

Medical Record Technicians of the Council on 

Medical Technology Medical Education 

X-Ray Technology and Hospitals, Amer- 

Occupational Therapy Technology | ican Medical Associ- 

Physical Therapy Technology ation. 

Hospital Administration—member of the Association of 

University Programs in Hospital Administration 

Programs listed for Pharmacy, Dietetics, Medical Social 
Service and degree programs in Medical Technology are 
limited to those offered by Catholic institutions of higher 
education, approved by a regional accrediting association, 
and also meeting the standards of the following respective 
approval programs: 

Pharmacy—1960 approved list of the American Council 

on Pharmaceutical Education 

Medical Social Service—1960 approved list of the Coun- 

cil on Social Work Education 

Dietetics—1960 approved list of the American Dietetic 

Association. 
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EDUCATIONAL PROGRAMS AVAILABLE 
IN CATHOLIC INSTITUTIONS 

WHICH PREPARE PERSONNEL 

FOR THE PARAMEDICAL FIELDS. 


Information about educational programs available in 
Canada was taken from the 1960 Canadian Hospital Di- 
rectory. All Catholic agencies listed for paramedical pro- 
grams by the Canadian publication are included in Table 1 
which follows, without reference to approved status. 

Table 1 shows the total number of approved programs 
in Catholic institutions as compared with over-all figures 
for the United States, For some fields this latter figure was 
not available and therefore no figures are shown in the 
Table. The proportion of Catholic schools in the various 
categories remained fairly constant. Catholic institutions 
account for approximately one-third of the approved schools 
of Medical Technology, X-Ray Technology and Anesthesia. 
For Medical Record Library Science and Medical Record 
Technicians the proportion increases to nearly one-half. It 
is also interesting to note that in those categories which 
showed an increase in the total approved schools in the 
last year, the number of Catholic schools has shown a cor- 
responding increase, Few Catholic schools offer courses in 
the fields of Occupational Therapy and Physical Therapy, 
and only one Catholic university offers an approved course 
in Hospital Administration. 

Table 2 is a summary, by State and Province, of the vari- 
ous programs offered. 408 Catholic institutions in the 
United States offer courses in the 11 fields of service. 
(Nursing and practical nursing are shown elsewhere in the 
Directory.) 298 are hospitals and 110 are colleges or uni- 
versities. This represents an over-all increase of 15 over 
1959 figures. Some institutions offer as many as five dif- 
ferent approved programs, but one educational program per 
institution is the most common. In all except one category 
the number of programs offered either remained constant 
or increased. Increases occurred in Medical Technology, 
Medical Social Service and X-Ray Technology. The larg- 





est increase was the number of schools of X-Ray Tech- 
nology. It should be noted that over the past three years 
the number of approved schools of X-Ray Technology has 
increased at a rate which brings the total increasingly 
closer to the number of schools of Medical Technology. 

In Canada, 45 institutions offer one or more of these 
programs; 37 hospitals and eight colleges and universities. 
Medical Technology is the course most commonly offered. 


Table 1. Comparison of Total Approved Programs 
with Total Approved Programs in 
Catholic Institutions 

Total Total Approved 


Approved Programs in Cath- 
Programs olic Institutions 


Anesthesia for Nurses 41 

Hospital Administration... . 1 

Medical Record Technicians 12 6 

Medical Record Library 
Science 29 (12 Degree) 12 (8 Degree) 

Medical 1 Technology (AMA 
approved) 

Medical peoacen A 
oe programs 

Occupational 
Physical Therapy 


ono 3 PRESENTS enrollment data on approved pro- 
grams. A similar analysis was shown two years ago in 
the 1959 Directory. By comparison, more schools reported 
these figures in 1960 than in 1958 and as a result the total 
current enrollment was higher in each case, except for 
medical record librarians, These schools showed a de- 
crease of 13 in current enrollment, although capacity 
showed an increase of 13. This represents a present po- 
tential for enrollment of an additional 75 students; or stated 
differently, these schools could enroll 108 per cent more 
students than at present. Schools for nurse anesthetists 
could enroll an additional 25 per cent; medical record tech- 
nicians 22 per cent; medical technology 57 per cent; x-ray 
technology 12 per cent. These figures suggest that perhaps 
greater efforts should be made to utilize the capacity of 
existing schools and that enrollment efforts should be — 
to this end. 

One other situation deserves comment, although it is not 
shown on the tables on these pages. In the fields of medical 
technology and x-ray technology there is a considerable 
number of schools which are not approved by the recog- 
nized approval organization (A.M.A.). These schools 
should be encouraged to make every effort to secure ap- 
proval and proper recognition. 


Table 3. 
Enrollment Data on Approved Educational 
Programs in Catholic Hospitals in U.S. 


Total 
Enroll- Total Number 
Current of Grad- 
Enroll- uates in 
ment =1960* 
Anesthesia 284 202 
Medical Record Li- 
brary Sc 
Medical Record 


only) 2 
X-Ray Technology.. 214 
*As of Sept. 1, 1960. 
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Table 2. Summary and Index 








No. of Institutions 


Anesthesia for Nurses 


Medical Record Library Science 
Medical Record Technicians 
Occupational Therapy Technolog 
Physical Therapy Technology 


Hospital Administration 
Medical Social Service 


Pharmacy 





Kentucky... 
Louisiana 


Maryland 
Massachusetts. . 


North Carolina. 


mm: oO 


North Dakota. . 
28 


P iin” 
Pennsylvania. 
South Carolina. 
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*Courses in physical and occupational therapy are come 


bined in Canada. 


**No infi 


‘ormation. 
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CATHOLIC UNIVERSITIES, COLLEGES AND HOSPITALS OFFERING 
COURSES IN CERTAIN HOSPITAL SPECIALTIES 








ANESTHESIA (FOR NURSES) 


ARKANSAS 
St. Vincent Infirmary, Little Rock 
Markham & University Ave. 
CONNECTICUT 
St. Francis Hospital, Hartford 
114 Woodland St. (5) 
Hospital of St. Raphael, New Haven 
1450 Chapel St. (11) 
St. Mary’s Hospital, Waterbury 
56 Franklin St. (15) 


IDAHO 
St. Alphonsus Hospital, Boise 
506 Fifth St. 


ILLINOIS 
St. Mary of Nazareth Hospital, Chicago 
1120 North Leavitt St. (22) 
St. Francis Hosnital, Peoria 
530 N. E. Glen Oak Ave. 
St. John’s Hospital, Springfield 
701 East Mason St. 
KANSAS 
Wichita-St. Joseph Hospital, Wichita 
3400 Grand Ave. (18) 
LOUISIANA 
Charity Hospital, New Orleans 
1532 Tulane Ave. (12) 
MASSACHUSETTS 
Carnev Hospital, Dorchester 
2100 Dorchester Ave. (24) 
St. Anne’s Hospital, Fall River 
795 Middle St. 
St. Luke’s Hospital, Pittsfield 
379 East St. 
Mercy Hospital, Springfield 
233 Carew St. (4) 
St. Vincent’s Hospital, Worcester 
25 Winthrop St. (10) 
MICHIGAN 
Mt. Carmel Mercy Hospital, Detroit 
6071 W. Outer Dr. (35) 
MINNESOTA 
St. Mary’s Hospital, Duluth 
407 E. 3rd St. (11) 
St. Mary’s Hospital, Minneapolis 
2414 South Seventh St. (6) 
St. Cloud Hospital, St. Cloud 
1406—Gth Ave. N. 
MISSOURI 
St. John’s Hospital, Springfield 
1235 E. Cherokee 
NEBRASKA 
Creighton Memorial-St. Joseph Hospital, 
Omaha 
2305 So. 10th St. (8) 
NEW YORK 
St. Mary’s Hospital, Rochester 
89 Genesee St. (11) 
NORTH DAKOTA 
St. Michael’s Hospital, Grand Forks 
501 Columbia Rd. 
PENNSYLVANIA 
Sacred Heart Hospital, Allentown 
4th & Chew Sts. 
St. Joseph’s Hospital, Lancaster 
250 College Ave. 
Holy Redeemer Hospital, Inc., Meadow- 
brook 
1648 Huntingdon Pike 
Misericordia Hospital, Philadelphia 
54th & Cedar (43) 
Nazareth Hospital, Philadelphia 
8050 Holme Ave. (15) 
St. Agnes Hospital, Philadelphia 
1900 So. Broad St. (45) 
Mercy Hospital, Pittsburgh 
1400 Locust St. (19) 
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St. Francis Hospital, Pittsburgh 
45th St. (1) 

St. Joseph’s Hospital, Reading 
215 No. 12th St. 

SOUTH DAKOTA 

St. Luke’s Hospital, Aberdeen 
305 South State St. 

Sacred Heart Hospital, Yankton 
West Fourth St. 


TEXAS 
St. Joseph’s Hospital, Fort Worth 
1401 South Main St. (4) 


VIRGINIA 
DePaul Hospital, Norfolk 
Kingsley Lane & Granby St. (5) 


WASHINGTON 
Sacred Heart Hospital, Spokane 
101 Eighth Ave. (4) 


WEST VIRGINIA 
St. Mary’s Hospital, Clarksburg 
464 Washington Ave. 


WISCONSIN 
St. Francis Hospital, LaCrosse 
1020 Market St. 
Mercy Hospital, Oshkosh 
631 Hazel St. 
St. Mary’s Hospital, Wausau 
Forest Hills 


DIETETICS 


CALIFORNIA 
Immaculate Heart College, Los Angeles 
2021 N. Western Ave. (27) 
Mount St. Mary’s College, Los Angeles 
12001 Chalon Rd. (49) 


COLORADO 
Loretto Heights College, Loretto 


CONNECTICUT 
St. Joseph College, West Hartford 
1678 Asylum Ave. 


ILLINIOS 
Mundelein College, Chicago 
6363 Sheridan Rd. (40) 
College of St. Francis, Joliet 
Wilcox & Taylor Sts. 
Rosary College, River Forest 
7900 W. Division St. 


INDIANA 
St. Mary’s College, Notre Dame 
St. Mary-of-the- Woods College 
St. Mary-of-the- Woods 
Marian College, Indianapolis 
3200 Cold Springs Rd. (22) 


IOWA 
Marycrest College, Davenport 
1607 West 12th St. 
Clarke College, Dubuque 
1550 Clarke Dr. 
Briar Cliff College, Sioux City 
3303 Rebecca St. (3) 
KANSAS 
Mt. St. Scholastica College, Atchison 
Marymount College, Salina 
East Iron Ave. & Marymount Rd. 
St. Mary College, Xavier 
KENTUCKY 
Nazareth College, Louisville 
LOUISIANA 
St. Mary’s Dominican College, New 
Orleans 
7214 St. Charles Ave. (18) 
Xavier College, New Orleans 
Palmetto & Pine Sts. (25) 
MARYLAND 
St. Joseph College, Emmitsburg 
MASSACHUSETTS 
Regis College, Weston 
235 Wellesley St. (93) 


MICHIGAN 
Sienna Heights College, Adrian 
Dominican Station 
Marygrove College Detroit 
8425 West McNichols (21) 
Mercy College, Detroit 
8200 W. Outer Dr. (19) 
Nazareth College, Nazareth 
MINNESOTA 
College of St. Scholastica, Duluth 
Kenwood Ave. (11) 
College of St. Benedict, St. Joseph 
College of St. Catherine, St. Paul 
2004 Randolph St. (5) 
College of St. Teresa, Winona 


MISSOURI 
Fontbonne College, St. Louis 
Wydown & Big Bend Blvd. (5) 
St. Louis University, St. Louis 
221 No. Grand Blvd. (3) 
Webster College, Webster Groves 
470 E. Lockwood Blvd. (19) 
NEBRASKA 
Creighton University, Omaha 
2410 California St. (31) 
Duchesne College of the Sacred Heart, 
Omaha 
3601 Burt St. 
NEW HAMPSHIRE 
Mt. St. Mary College, Hooksett 
Rivier College, Nashua 
429 Main St. 
NEW JERSEY 
College of St. Elizabeth, Convent Station 
Georgian Court College, Lakewood 
OHIO 
Our Lady of Cincinnati College, Cincin- 
nati 
Edgecliff, Walnut Hills (6) 
Notre Dame College, Cleveland 
4545 College Rd. (21) 
Ursuline College, Cleveland 
Overlook & Cedar Rds. (6) 
College of St. Mary of the Springs, Co- 
lumbus 
Johnstown & Nelson Rds. (19) 
University of Dayton, Dayton 
300 College Park Ave. (9) 
College of Mt. St. Joseph 
Mt. St. Joseph 
PENNSYLVANIA 
College Misericordia, Dallas 
Mercyhurst College, Erie 
501 E. 38th St. Blvd. 
Villa Maria College, Erie 
829 West 8th St. 
Seton Hill College, Greensburg 
Immaculata College, Immaculata 
Mount Mercy College, Pittsburgh 
3333 Fifth Ave. (13) 
Marywood College, Scranton 
2300 Adams Ave. (9) 
RHODE ISLAND 
Salve Regina College, Newport 
Ochre Pt. Ave. 
SOUTH DAKOTA 
Mount Marty College, Yankton 
5th & Pleasant 
TEXAS 
Incarnate Word College, San Antonio 


4301 Broadway (9) 
Our Lady of the Lake College, San An- 


tonio 
411 S. W. 24th St. (7) 


WISCONSIN 
Cardinal Stritch College, Milwaukee 
3195 So. Superior St. (7) 
Mount Mary College, Milwaukee 
2900 Menomonee River Pkwy. (10) 
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HOSPITAL ADMINISTRATION 


MISSOURI 
St. Louis University, St. Louis 
221 No. Grand Blvd. 


MEDICAL RECORD 
LIBRARY SCIENCE 


ILLINOIS 
St. Elizabeth’s Hospital, Danville 
602 Green St. 
MICHIGAN 
Mercy College, Detroit 
8200 West Outer Dr. (19) 
MINNESOTA 
College of St. Scholastica, Duluth 
Kenwood Ave. (11) 
MISSOURI 
St. Joseph Hospital, Kansas City 
Linwood Blvd. & Prospect Ave. (28) 
St. Louis University, St. Louis 
221 No. Grand Blvd. (3) 
NEBRASKA 
St. Catherine’s Hospital, Omaha 
Forest Ave. & 9th St. (8) 
NEW YORK 
St. Mary’s Hospital, Brooklyn 
1298 St. Marks St. (13) 
PENNSYLVANIA 
Mercy Hospital, Pittsburgh 
1400 Locust St. (19) 
TEXAS 
St. Joseph’s Hospital, Houston 
1910 Crawford St. (2) 
Santa Rosa Hospital, San Antonio 
745 W. Houston St. (7) 
WASHINGTON 
Providence Hospital, Seattle 
17th & East Jefferson 
WISCONSIN 
St. Francis Hospital, LaCrosse 
1020 Market St. 


MEDICAL RECORD 
TECHNICIANS 


MASSACHUSETTS 
St. Joseph’s Hospital, Lowell 
830 Merrimack St. 
MICHIGAN 
Mercy Hospital, Port Huron 
2601 Electric Ave. 
MINNESOTA 
St. Francis Hospital, Breckenridge 
415 Oak St, N. 
OHIO 
Marymount Hospital, Garfield Heights 
12300 McCracken Rd. (25) 
UTAH 
St. Benedict's Hospital, Ogden 
3000 Polk Ave. 
WASHINGTON 
St. Joseph’s Hospital, Tacoma 
1812 So. Eye St. 


MEDICAL SOCIAL SERVICE 


DISTRICT OF COLUMBIA 
National Catholic School of Social Serv- 
ice 
Catholic University of America 
Washington 17, D.C. 
ILLINOIS 
Loyola University School of Social Work, 
Chicago 
820 No. Michigan Ave. (11) 
MASSACHUSETTS 
Boston College School of Social Service, 
Boston 
Chestnut Hill (67) 
MISSOURI 
St. Louis University School of Social 
Service, St. Louis 
221 No. Grand Blvd. (3) 
NEW YORK 
Fordham University School of Social 
Service, New York 
Fordham Rd, Bronx (58) 
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TEXAS 
Worden School of Social Service, Our 
Lady of the Lake College, San Antonio 
411 S. W. 24th St. (7) 


MEDICAL TECHNOLOGY 
(Schools approved by A.M.A.) 


ALABAMA 
*St. Vincent Hospital, Birmingham 
2701 Ninth Court So. 
*Holy Name of Jesus Hospital, Gadsden 
Moragne Park 
*Providence Hospital, Mobile 
1504 Springhill Ave. (17) 
*St. Margaret’s Hospital, Montgomery 
834 Adams Ave. (4) 
ARIZONA 
*St. Joseph’s Hospital, Phoenix 
350 West Thomas Rd. 
*St. Mary’s Hospital, Tucson 
St. Mary’s Rd. 
ARKANSAS 
*St. Edward’s Mercy Hospital, Fort Smith 
1411 Rogers Ave. 
*St. Vincent Infirmary, Little Rock 
Markham & University Ave. 
St. Michael’s Hospital, Texarkana 
315 East Fifth St. 
CALIFORNIA 
St. Joseph Hospital, Burbank 
501 S. Buena Vista St. 
*St. Vincent's Hospital, Los Angeles 
2131 West Third St. (57) 
St. Joseph Hospital, Orange 
Stewart Dr. 
St. Luke Hospital, Pasadena 
2632 E. Washington St. (8) 
Mercy Hospital, Redding 
Clairmont Heights 
Mercy Hospital, San Diego 
Hillcrest Dr. (3) 
*O’Connor Hospital, San Jose 
Forrest & DiSalvo St. (28) 
St. John’s Hospital, Santa Monica 
1328—22nd St. 
Santa Rosa Memorial Hospital, Santa 
Rosa 
1165 Montgomery Dr. 
COLORADO 
*Penrose Hospital, Colorado Springs 
2215 N. Cascade Ave. 
*St. Francis Hospital, Colorado Springs 
825 E. Pikes Peak Ave. 
*Mercy Hospital, Denver 
1619 Milwaukee St. (6) 
*St. Anthony Hospital, Denver 
West 16th Ave. & Quitman St. (4) 
St. Joseph’s Hospital, Denver 
1818 Humboldt St. (18) 
St. Mary-Corwin Hospital, Pueblo 
1008 Minnequa 
CONNECTICUT 
*St. Francis Hospital, Hartford 
114 Woodland St. (5) 
*Hospital of St. Raphael, New Haven 
1450 Chapel St. (11) 
*St. Joseph’s Hospital, Stamford 
128 Strawberry Hill Ave. 
*St. Mary’s Hospital, Waterbury 
56 Franklin St. (15) 
DISTRICT OF COLUMBIA 
Providence Hospital, Washnigton, D.C. 
1150 Varnum St. N.E. 
FLORIDA 
St. Vincent’s Hospital, Jacksonville 
Barrs & St. Johns Ave. 
Mercy Hospital, Miami 
3663 So Miami Ave. (45) 
St. Francis Hospital, Miami Beach 
Allison Island (41) 
*Sacred Heart Hospital, Pensacola 
1010 No. 12th Ave. (6) 
St. Anthony’s Hospital, St. Petersburg 
600—11th Ave. N. (6) 


*College affiliation 








GEORGIA 
St. Mary’s Hospital, Athens 
360 N. Milledge Ave. 
*St. Joseph’s Infirmary, Atlanta 
265 Ivy St. N.E. (3) 
St. Francis Hospital, Columbus 
Woodruff Rd. & Expressway 
HAWAII 
*St. Francis Hospital, Honolulu 
2260 Liliha St. (17) 
IDAHO 
*St. Alphonsus Hospital, Boise 
506 Fifth St. 
*Sacred Heart Hospital, Idaho Falls 
Boulevard Ave. 
*St. Joseph’s Hospital, Lewiston 
415 Sixth St. 


ILLINOIS 
*St. Joseph’s Hospital, Bloomington 
824 West Jackson St. 
* Alexian Brothers Hospital, Chicago 
1200 West Belden Ave. (14) 
Hospital of St. Anthony dePadua, Chi- 


cago 
2875 West 19th St. (23) 
St. Anne’s Hospital, Chicago 
4950 Thomas St. (51) 
*St. Bernard’s Hospital, Chicago 
6337 So. Harvard Ave. (21) 
*St. Joseph Hospital, Chicago 
2100 N. Burling St. (14) 
*St. Mary of Nazareth Hospital, Chicago 
1120 No. Leavitt St. (22) 
*St. James Hospital, Chicago Heights 
1423 Chicago Rd. 
*St. Francis Hosptial, Evanston 
355 Ridge Ave. 
*Little Company of Mary Hospital, Ever- 
green Park 
2800 West 95th St. (42) 
*St. Francis Hospital, Peoria 
530 N.E. Glen Oak Ave. 
*St. Mary’s Hospital, Quincy 
1400 Broadway 
*St. Anthony’s Hospital, Rockford 
1401 E. State St. 
*St. Anthony’s Hospital, Rock Island 
767-30th St. 
*St. John’s Hospital, Springfield 
701 E. Mason St. 
*St. Therese Hospital, Waukegan 
West Washington St. 
INDIANA 
*St. John’s Hickey Memorial Hospital, 
Anderson 
127 West 19th St. 
*St. Mary’s Hospital, Evansville 
3700 Washington Ave. (15) 
*St. Joseph’s Hospital, Fort Wayne 
Broadway & West Berry 
St. Mary’s Mercy Hospital, Gary 
540 Tyler St. 
*St. Margaret Hospital, Hammond 
25 Douglas St. 
*St. Vincent's Hospital, Indianapolis 
120 West Fall Creek Blvd. (7) 
*St. Elizabeth Hospital, Lafayette 
1021 No. 14th St. 
*St. Anthony Hospital, Terre Haute 
1021 So. 6th St. 


IOWA 

*Mercy Hospital, Cedar Rapids 
835 Sixth Ave. S.E. 

*Mercy Hospital, Council Bluffs 
420 E. Washington Ave. 

*Mercy Hospital, Davenport 
1326 West Lombard St. 

*Mercy Hospital, Des Moines 
5th & Ascension St. 

St. Joseph Mercy Hospital, Dubuque 
James & Peabody Sts. 

*Xavier Hospital, Dubuque 
Davis Ave. 

*St. Joseph Mercy Hospital, Fort Dodge 
720 So. 17th St. 


La 


*College affiliation. 
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*St. Joseph Mercy Hospital, Sioux City 
2101 Court St. (19) 

*St. Vincent’s Hospital, Sioux City 

624 Jones St. (4) 


KANSAS 

St. Elizabeth’s Hospital, Hutchison 
500 West 20th St. 

*Providence Hospital, Kansas City 
1818 Tauromee Ave. (2) 

*St. Margaret Hospital, Kansas City 
8th & Vermont Sts. (8) 

*St. Francis Hospital, Wichita 
928 No. Emporia Ave. (14) 

*Wichita-St. Joseph Hospital, Wichita 
3400 Grand Ave. (18) 


KENTUCKY 

*St. Elizabeth Hospital, Covington 
21st St. & Eastern Ave. 

*St. Joseph Hospital, Lexington 
1400 Harrodsburg Rd. 

*St. Anthony Hospital. Louisville 
1313 St. Anthony Pl. (4) 

*St. Joseph Infirmary, Louisville 
735 Eastern Pkwy. (17) 

“6 See & Elizabeth Hospital, Louis- 
ville 
4400 Churchman Ave. (15) 


; LOUISIANA 
7 Frances Cabrini Hospital, Alexan- 
ria 
3330 Masonic Ave. 
*Our Lady of the Lake Hospital, Baton 
Rouge 
*St. Patrick’s Hospital, Lake Charles 
524 South Ryan St. 
*St. Francis Hospital, Monroe 
P.O. Box 1901 
Charity Hospital, New Orleans 
1532 Tulane Ave. (12) 
*Hotel Dieu Sisters’ Hospital, New Or- 
leans 
2004 Tulane Ave. (16) 
*Mercy Hospital, New Orleans 
301 No. Jefferson Davis Pkwy. 
*T. E. Schumpert Memorial Sanitarium, 
Shreveport 
915 Margaret PI. (15) 


MAINE 
*Mercy Hospital, Portland 
j 144 State St. (3) 
MARYLAND 
*Mercy Hospital, Baltimore 
North Calvert St. (2) 
St. Joseph’s Hospital, Baltimore 
1400 N. Carolina St. (13) 
MASSACHUSETTS 
St. Elizabeth’s Hospital, Brighton 
736 Cambridge St. (35) 
*Bon Secours Hospital, Methuen 
Mt. St. Joseph 
*St. Luke’s Hospital, Pittsfield 
379 East St. 
*Mercy Hospital, Springfield 
233 Carew St. (4) 
St. Vincent Hospital, Worcester 
25 Winthrop St. (10) 


MICHIGAN 

*St. Joseph’s Mercy Hospital, Ann Arbor 
326 N. Ingalls St. 

Leila Y. Post Montgomery Hospital, Bat- 
tle Creek 
Emmet at North Ave. 

*Mercy Hospital, Bay City 
100—15th St. 

*Mount Carmel Mercy Hospital, Detroit 
6071 West Outer Dr. (35) 

*Providence Hospital, Detroit 
2500 West Grand Blvd. (8) 

*St. John Hospital, Detroit 
22101 Morass Rd. (36) 

*St. Joseph Hospital, Flint 
302 Kensington Ave. (2) 

*St. Mary’s Hospital, Grand Rapids 
201 Lafayette Ave. S.E. (3) 





*College affiliation. 





DIRECTORY NUMBER 


*Borgess Hospital, Kalamazoo 
1521 Gull Rd. (62) 
*St. Lawrence Hospital, Lansing 
1210 West Saginaw St. (15) 
MINNESOTA 
*St. Mary’s Hospital, Duluth 
407 E. 3rd St. (11) 
*St. Joseph’s Hospital, Mankato 
325 Garden Blvd. 
St. Mary’s Hospital, Minneapolis 
2414 South Seventh St. (6) 
St. Cloud Hospital, St. Cloud 
1406-6th Ave. N. 
*St. Joseph’s Hospital, St. Paul 
69 West Exchange St. (2) 


MISSISSIPPI 
*Mercy Hospital-Street Memorial, Vicks- 


urg 
100 McAuley Dr. 
MISSOURI 
St. John’s Hospital, Joplin 
2226 Jackson St. 
*St. Joseph Hospital, Kansas City 
Linwood Blvd. & Prospect Ave. (28) 
*St. Mary’s Hospital, Kansas City 
101 Memorial Dr. 
*De Paul Hospital, St. Louis 
2415 No. Kingshighway Blvd. (13) 
*St. John’s Hospital, St. Louis 
307 So. Euclid Ave. (10) 
**St. Louis University, St. Louis 
221 N. Grand Blvd. (3) 
*St. John’s Hospital, Springfield 
1235 E. Cherokee 
MONTANA 
*St. Vincent’s Hospital, Billings 
2915-12th Ave. N. 
St. James Hospital, Butte 
Silver & Idaho Sts. 
*Columbus Hospital, Great Falls 
1601 Second Ave. N. 
NEBRASKA 
*Creighton Memorial St. Joseph Hospi- 
tal, Omaha 
2305 So. 10th St. (8) 
NEVADA 
*St. Mary’s Hospital, Reno 
235 West 6th St. 
NEW HAMPSHIRE 
*Notre Dame deLourdes Hospital, 
Manchester 
337 Notre Dame Ave. 
NEW JERSEY 
*St. Michael’s Hospital, Newark 
306 High St. (2) 
*St. Mary’s Hospital, Passaic 
211 Pennington Ave. 
St. Joseph’s Hospital, Paterson 
703 Main St. (3) 
*Holy Name Hospital, Teaneck 
718 Teaneck Rd. 
*St. Francis Hospital, Trenton 
601 Hamilton Ave. (9) 
NEW MEXICO 
St. Joseph Hospital, Albuquerque 
715 East Grand Ave. 
St. Vincent Hospital, Santa Fe 
210 East Palace Ave. 
NEW YORK 
Our Lady of Lourdes Hospital, Bingham- 
ton 
169 Riverside Dr. 
St. Mary’s Hospital, Brooklyn 
1298 St. Marks Ave. (13) 
*Mercy Hospital, Buffalo 
565 Abbott Rd. (20) 
*St. Joseph’s Hospital, Elmira 
555 East Market St. 
*Mary Immaculate Hospital, Jamaica 
152-11—89th Ave. (32) 
St. Clare’s Hospital, New York 
415 West S5l1st St. (19) 
St. Vincent’s Hospital, New York 
153 West 11st St. (11) 


*College affiliation. 


**Degree program 





urg 
214 King St. 
*St. Mary’s Hospital, Rochester 
89 Genesee St. (11) 
St. Joseph’s Hospital, Syracuse 
211-319 Prospect Ave. (3) 
St. Mary’s Hospital, Troy 
87 Oakwood Ave. 
NORTH CAROLINA 
*St. Joseph’s Hospital, Asheville 
428 Biltmore Ave. 
*Mercy Hospital, Charlotte 
2000 E. 5th St. (4) 
NORTH DAKOTA 
*St. Alexius Hospital, Bismarck 
311 Ninth St. 
*St. Michael's Hospital, Grand Forks 
501 Columbia Rd. 
*St. Joseph’s Hospital, Minot 
304-4th Ave. S.E. 
OHIO 
*St. Thomas Hospital, Akron 
444 No. Main St. (10) 
*Mercy Hospital, Canton 
Market Ave. & 8th St. N.W. (2) 
*Good Samaritan Hospital, Cincinnati 
Clifton & Dixmyth Ave. (20) 


*Our Lady of Mercy Hospital, Cincin- 


nati 


(Mariemount) Rowan Hills Dr. (27) 


St. Vincent Charity Hospital, Cleveland 
2222 Central Ave. (15) 
*Mount Carmel Hospital, Columbus 
793 West State St. (22) 
*Good Samaritan Hospital, Dayton 
1425 West Fairview Ave. (6) 
*St. Elizabeth’s Hospital, Dayton 
49 Hopeland St. (8) 
Mercy Hospital, Hamilton 
116 Dayton St. 
*St. Rita’s Hospital, Lima 
High Street at Baxter 
*St. Joseph Hospital, Lorain 
Broadway & 21st St. 
*Mercy Hospital, Portsmouth 
1248 Kinney’s Lane 
*Mercy Hospital, Springfield 
1343 No. Fountain Ave. 
*Mercy Hospital, Toledo 
2221 Madison Ave. (2) 
*St. Charles Hospital, Toledo 
Navarre Ave. & Wheeling St. 
*St. Vincent’s Hospital, Toledo 
2213 Cherry St. (8) 
*St. Elizabeth Hospital, Youngstown 
1044 Belmont Ave. (4) 
OKLAHOMA 
*St. Mary’s Hospital, Enid 
305 South Fifth St. 
*Mercy Hospital, Oklahoma City 
501 N. W. 12th St. (3) 
*St. Anthony Hospital, Oklahoma City 
601 N.W. 9th St. (3) 
*St. John’s Hospital, Tulsa 
1923 South Utica (4) 
OREGON 
“Sacred Heart General Hospital, Eugene 
751 East 12th Ave. 
*St. Vincent Hospital, Portland 
2447 N.W. Westover Rd. (10) 
PENNSYLVANIA 
*Sacred Heart Hospital, Allentown 
4th & Chew Sts. 


*Thomas M. Fitzgerald Mercy Hospital, 


Darby 
Lansdowne Ave. & Baily Rd. 
*St. Vincent Hospital, Erie 
232 West 25th St. 
St. Joseph Hospital, Hazelton 
687 No. Church St. (15) 
*Mercy Hospital, Johnstown 
1020 Franklin St. 
*St. Joseph’s Hospital, Lancaster 
250 College Ave. 
*Misericordia Hospital, Philadelphia 
54th & Cedar Ave. (43) 


*College affiliation. 
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*Nazareth Hospital, Philadelphia 
8050 Holme Ave. (15) 
St. Agnes Hospital, Philadelphia 
1900 So. Broad St. (45) 
*Mercy Hospital, Pittsburgh 
1400-1430 Locust St. (19) 
St. Francis Hospital, Pittsburgh 
Forty-Fifth St. (1) 
St. Joseph’s Hospital, Reading 
215 No. 12th St. 
*Divine Providence Hospital, Williams- 
port 
1100 Grampian Blvd. 
RHODE ISLAND 
*St. Joseph’s Hospital, Providence 
Broad, Peace & Plenty Sts. (7) 
SOUTH DAKOTA 
*St. Luke’s Hospital, Aberdeen 
305 South State St. 
*St. John’s Hospital, Huron 
4th & Iowa S.E. 
St. Joseph’s Hospital, Mitchell 
1200 East 5th Ave. 
St. John’s McNamara Hospital, Rapid 
City 
1018-11th St. 
*McKennan Hospital, Sioux Falls 
7th Ave. & 21st St. 
*Sacred Heart Hospital, Yankton 
West Fourth St. 
TENNESSEE 
*Memorial Hospital, Chattanooga 
2500 Citico Ave. 
*St. Mary’s Memorial Hospital, Knox- 
ville 
East Oakhill Ave. (17) 
*St. Joseph Hospital, Memphis 
264 Jackson Ave. (7) 
*St. Thomas Hospital, Nashville 
2000 Hayes St. (4) 
TEXAS 
*Hotel Dieu Hospital, Beaumont 
1425 Sabine Pass Ave. 
*Spohn Hospital, Corpus Christi 
1436—3rd St. 
*St. Paul’s Hospital, Dallas 
3121 Bryan St. (4) 
Hotel Dieu Hospital, El Paso 
1014 No. Stanton St. 
*St. Joseph Hospital, Fort Worth 
1401 So. Main St. (4) 
*St. Mary’s Infirmary, Galveston 
715 Market St. 
*St. Joseph’s Hospital, Houston 
1910 Crawford St. (2) 
*St. Mary’s Hospital, Port Arthur 
1931-9th Ave. 
*Santa Rosa Hospital, San Antonio 
745 West Houston St. (7) 
UTAH 
*St. Benedict’s Hospital, Ogden 
3000 Polk Ave. 
*Holy Cross Hospital, Salt Lake City 
1045 East First South St. (2) 
VERMONT 
*DeGoesbriand Memorial Hospital, Inc., 
Burlington 
Pearl & Prospect Sts. 
VIRGINIA 
*Mary Immaculate Hospital, Newport 
News 
Buxton & Blair Ave. 
*DePaul Hospital, Norfolk 
Kingsley Lane & Granby St. (5) 
WASHINGTON 
Providence Hospital, Seattle 
17th & E. Jefferson Sts. 
*Sacred Heart Hospital, Spokane 
101 Eighth Ave. (4) 
St. Joseph’s Hospital, Tacoma 
1812 So. Eye St. 
WEST VIRGINIA 
*St. Mary’s Hospital, Clarksburg 
464-468 Washington ‘Ave. 


*College affiliation. 
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WISCONSIN 

“Sacred Heart Hospital, Eau Claire 
550 No. Dewey St. 

*St. Agnes Hospital, Fond du Lac 
430 E. Division St. 

*St. Francis Hospital, LaCrosse 
1020 Market St. 

*St. Mary’s Hospital, Madison 
720 So. Brooks St. (5) 

*St. Joseph’s Hospital, Marshfield 
611 St. Joseph's St. 

Misericordia Hospital, Milwaukee 
1255 North 22nd St. (5) 

*St. Joseph’s Hospital, Milwaukee 
5000 West Chambers St. (10) 

*St. Mary’s Hospital, Milwaukee 
2320 North Lake Dr. 

*Mercy Hospital, Oshkosh 
631 Hazel St. 

*St. Mary's Hospital, Racine 
1526 Grand Ave. 

*St. Michael’s Hospital, Stevens Point 
313 No. Fremont St. 

*St. Mary’s Hospital, Wausau 
Forest Hills 

WYOMING 

*De Paul Hospital, Cheyenne 

2600 E. 18th St. 


MEDICAL TECHNOLOGY 


(Degree programs offered in codpera- 
tion with an approved hospital school ) 


ALABAMA 
St. Bernard College, Cullman 
Spring Hill College, Mobile 
3669 Old Shell Rd. 
CALIFORNIA 
Immaculate Heart College, Los Angeles 
2021 No. Western Ave. (27) 
Mount St. Mary’s College, Los Angeles 
12001 Chalon Rd. (49) 
COLORADO 
Loretto Heights College, Loretto 
FLORIDA 
Barry College, Miami 
11300 N. E. Second Ave. (38) 
ILLINOIS 
DePaul University, Chicago 
25 E. Jackson Blvd. (4) 
Mundelein College, Chicago 
6363 Sheridan Rd. (40) 
St. Xavier College, Chicago 
103rd St. at Central Park Ave. (43) 
College of St. Francis, Joliet 
Wilcox & Taylor Sts. 
Lewis Cotlege of Science & Technology, 
Lockport 
Quincy College, Quincy 
1831 College Ave. 
INDIANA 
St. Francis College, Fort Wayne 
2701 Spring St. (8) 
Marian College, Indianapolis 
3200 Cold Springs Rd. (22) 
Saint Mary’s College, Notre Dame 
IOWA 
Mount Mercy College, Cedar Rapids 
1330 Elmhurst Dr. N.E. 
Marycrest College, Davenport 
1607 W. 12th St. 
St. Ambrose College, Davenport 
Locust & Gaines Sts. 
Briar Cliff College, Sioux City 
3303 Rebecca St. (3) 
KANSAS 
Mount St. Scholastica College, Atchison 
St. Mary of the Plains, Dodge City 
Marymount College, Salina 
East Iron Ave. & Marymount Rd. 
Sacred Heart College, Wichita 
3100 McCormick Ave. (13) 
St. Mary College, Xavier 
KENTUCKY 
Villa Madonna College, Covington 
116 E. 12th St. 
Nazareth College, Louisville 
851 So. 4th St. (3) 


*College affiliation. 


Ursuline College, Louisville 
3105 Lexington Rd. (6) 
LOUISIANA 
Loyola University, New Orleans 
6363 St. Charles Ave. (18) 
St. Mary’s Dominican College, New Or- 
leans 
7214 St. Charles Ave. 
Xavier University, New Orleans 
Palmetto & Pine Sts. (25) 
MARYLAND 
Mount St. Agnes College, Baltimore 
Mt. Washington (9) 
MASSACHUSETTS 
College of Our Lady of the Elms, Chico- 


pee 
291 Springfield St. 
Merrimack College, North Andover 
Turnpike St. 
MICHIGAN 
Marygrove College, Detroit 
8425 West McNichols (21) 
Mercy College, Detroit 
8200 West Outer Dr. (18) 
University of Detroit, Detroit 
4001 W. McNichols Rd. (21) 
Aquinas College, Grand Rapids 
1607 Robinson (6) 
Nazareth College, Kalamazoo 
Madonna College, Livonia 
36800 Schoolcraft Rd. 
MINNESOTA 
College of St. Scholastica, Duluth 
Kenwood Ave. (11) 
College of St. Teresa, Winona 
MISSOURI 
College of St. Teresa, Kansas City 
5600 Main St. (13) 
Fontbonne College, St. Louis 
Wydown & Big Bend Blvd. (5) 
Maryville College, St. Louis 
2900 Meramec St. (18) 
Webster College, Webster Groves 
470 E. Lockwood Blvd. (19) 
MONTANA 
College of Great Falls, Great Falls 
1618 Third Ave. N. 
Carroll College, Helena 
NEBRASKA 
College of St. Mary, Omaha 
1801 So. 72nd St. (14) 
Creighton University, Omaha 
2410 California St. (31) 
NEW HAMPSHIRE 
Mount St. Mary College, Hooksett 
NEW YORK 
D’Youville College, Buffalo 
320 Porter Ave. (1) 
Rosary Hill College, Buffalo 
4380 Main St. (26) 
St. John’s University, Jamaica 
Grand Central & Utopia Pkwy. 
Nazareth College, Rochester 
4245 East Ave. (10) 
NORTH CAROLINA 
Belmont Abbey College, Belmont 
OHIO 
College of Mount St. Joseph, Cincinnati 
Mount St. Joseph 
Our Lady of Cincinnati College, Cincin- 
nati 
Edgecliff, Walnut Hills (6) 
Notre Dame College of Cleveland, Cleve- 


an 
4545 College Rd. (21) 
College of St. Mary of the Springs, Co- 
lumbus 
Johnstown & Nelson Rds. (19) 
University of Dayton, Dayton 
300 College Park Ave. (9) 
College of Steubenville, Steubenville 
420 Washington St. 
OREGON 
Marylhurst College, Marylhurst 
PENNSYLVANIA 
Mercyhurst College, Erie 
501 E. 38th St. Blvd. 
Villa Maria College, Erie 
829 West 8th St. 
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St. Francis College, Loretto 
Mount Mercy College, Pittsburgh 
3333 Fifth Ave. (13) 
Marywood College, Scranton 
2300 Adams Ave. (9) 
TENNESSEE 
Sienna College, Memphis 
4405 Poplar Ave. 
TEXAS 


Sacred Heart Dominican College, Hous- 


ton 
2401 E. Holcombe Blvd. (21) 
University of St. Thomas, Houston 
3812 Montrose St. (6) 
Incarnate Word College, San Antonio 
4301 Broadway (9) 


Our Lady of the Lake College, San An- 


tonio 
411 S.W. 24th St. (7) 
St. Mary’s University, San Antonio (1) 
UTAH 
College of St. Mary of the Wasatch, 
Salt Lake City 
VERMONT 
Trinity College, Burlington 
Colchester Ave. 
WASHINGTON 
Seattle University, Seattle 
Broadway & Madison (22) 
Gonzaga University, Spokane 
East 502 Boone Ave. (2) 
Holy Names College, Spokane 
N. 1114 Superior St. (2) 
WISCONSIN 
Viterbo College, LaCrosse 
815 So. Ninth St. 
Edgewood College, Madison 
855 Woodrow (5) 
Alverno College, Milwaukee 
3401 So. 39th St. (15) 
Marquette University, Milwaukee 
1131 W. Wisconsin Ave. (3) 
Mount Mary College, Milwaukee 
2900 Menomonee River Pkwy. 
St. Norbert College, West De Pere 


OCCUPATIONAL THERAPY 


MINNESOTA 
College of St. Catherine, St. Paul 
2004 Randolph St. (5) 
WISCONSIN 
Mount Mary College, Milwaukee 
2900 Menomonee River Pkwy. (10) 


PHARMACY 


LOUISIANA 
Loyola University, New Orleans 
6363 St. Charles Ave. (18) 
Xavier University, New Orleans 
Palmetto & Pine Sts. (25) 
NEBRASKA 
Creighton University, Omaha 
2410 California St. (31) 
NEW YORK 
St. John’s University, Brooklyn 
Grand Central & Utopia Pkwys. 
Jamaica 32 
Fordham University, New York 
Fordham Rd., Bronx (58) 
PENNSYLVANIA 
Duquesne University, Pittsburgh 
Pittsburgh (19) 


PHYSICAL THERAPY 


MISSOURI 
St. Louis University, St. Louis 
221 No. Grand Blvd. (3) 
WISCONSIN 
Marquette University, Milwaukee 
1131 W. Wisconsin Ave. (3) 


X-RAY TECHNOLOGY 


ALABAMA 
Holy Name of Jesus Hospital, Gadsden 
Moragne Park 


DIRECTORY NUMBER 


ARIZONA 
St. Joseph’s Hospital, Phoenix 
350 West Thomas Rd. 
St. Mary’s Hospital, Tucson 
St. Mary’s Rd. 
ARKANSAS 
St. Vincent Infirmary, Little Rock 
Markham & University Ave. 
CALIFORNIA 
Mercy Hospital, Bakersfield 
2215 Truxton Ave. 
St. Joseph Hospital, Burbank 
501 So. Buena Vista St. 
St. Joseph Hospital, Eureka 
2700 Dolbeer St. 
St. Jude Hospital, Fullerton 
101 E. Valencia Mesa Dr. 
St. Francis Hospital, Lynwood 
3630 Imperial Hwy. 
St. Joseph Hospital, Orange 
Stewart Dr. 
Mercy Hospital, Sacramento 
4001 Jay St. (19) 
St. Joseph Hospital, San Francisco 
300 Buena Vista Ave. (17) 
O’Connor Hospital, San Jose 
Forrest & DiSalvo St. (28) 
St. Francis Hospital, Santa Barbara 
601 E. Micheltorena St. 
St. John’s Hospital, Santa Monica 
1328—22nd St. 
COLORADO 
Penrose Hospital, Colorado Springs 
2215 No. Cascade Ave. 
St. Francis Hospital, Colorado Springs 
825 E. Pikes Peak Ave. 
Mercy Hospital, Denver 
1619 Milwaukee St. (6) 
St. Anthony Hospital, Denver 
West 16th Ave. & Quitman St. (4) 
St. Joseph’s Hospital, Denver 
1818 Humboldt St. (18) 
St. Mary’s Hospital, Grand Junction 
7th & Patterson Rd. 
St. Mary-Corwin Hospital, Pueblo 
1008 Minnequa 
CONNECTICUT 
St. Vincent’s Hospital, Bridgeport 
2820 Main St. (6) 
St. Francis Hospital, Hartford 
114 Woodland St. (5) 
Hospital of St. Raphael, New Haven 
1450 Chapel St. (11) 
St. Joseph’s Hospital, Stamford 
128 Strawberry Hill Ave. 
St. Mary’s Hospital, Waterbury 
56 Franklin St. (15) 
DISTRICT OF COLUMBIA 
Georgetown University Hospital, Wash- 
ington, D.C. 
3800 Reservoir Rd. N.W. (7) 
Providence Hospital, Washington, D.C. 
1150 Varnum St., N.E. 
FLORIDA 
St. Vincent’s Hospital, Jacksonville 
Barrs & St. John’s Ave. 
Mercy Hospital, Miami 
3663 So. Miami Ave. (45) 
Sacred Heart Hospital, Pensacola 
1010 No. 12th Ave. (6) 
GEORGIA 
St. Francis Hospital, Columbus 
Woodruff Rd. & Expressway 
HAWAII 
St. Francis Hospital, Honolulu 
2260 Liliha St. (17) 
IDAHO 
St. Alphonsus Hospital, Boise 
506 Fifth St. 
Sacred Heart Hospital, Idaho Falls 
Boulevard Ave. 
Mercy Hospital, Nampa 
1615—8th St. So. 
ILLINOIS 
St. Charles Hospital, Aurora 
400 New York St. 
St. Joseph Mercy Hospital, Aurora 
421 N. Lake St. 


St. Francis Hospital, Blue Island 
12948 Gregory St. 
Alexian Brothers Hospital, Chicago 
1200 West Belden Ave. (14) 
St. Anne’s Hospital, Chicago 
4950 Thomas St. (51) 
St. Bernard’s Hospital, Chicago 
6337 So. Harvard Ave. (21) 
St. Elizabeth’s Hospital, Chicago 
1431 No. Claremont Ave (22) 
St. George Hospital, Chicago 
449 Winneconna Pkwy. (20) 
St. Joseph Hospital, Chicago 
2100 No. Burling St. (14) 
St. Mary of Nazareth Hospital, Chicago 
1120 N. Leavitt St. (22) 
Little Company of Mary Hospital, Ever- 
green Park 
2800 West 95th St. (42) 
St. Mary’s Hospital, Kankakee 
150 South Fifth St. 
St. Francis Hospital, Peoria 
530 N. E. Glen Oak Ave. 
St. Anthony’s Hospital, Rockford 
1401 East State St. 
St. Anthony’s Hospital, Rock Island 
767—30th St. 
St. John’s Hospital, Springfield 
701 East Mason St. 
INDIANA 
St. Catherine Hospital, East Chicago 
4321 Fir St. 
St. Joseph Hospital, Fort Wayne 
Broadway & West Berry 
St. Margaret Hospital, Hammond 
25 Douglas St. 
St. Anthony Hospital, Terre Haute 
1021 So. 6th St. 
IOWA 
Mercy Hospital, Cedar Rapids 
835 Sixth Ave. S.E. 
Mercy Hospital, Council Bluffs 
420 E. Washington Ave. 
St. Joseph Mercy Hospital, Dubuque 
James & Peabody Sts. 
Xavier Hospital, Dubuque 
Davis Ave. 
Sacred Heart Hospital, Fort Madison 
2210 Avenue H 
Mercy Hospital, Iowa City 
214 No. Van Buren St. 
St. Joseph Mercy Hospital, Mason City 
84 Beaumont Dr. 
St. Joseph Hospital, Ottumwa 
1600 No. Ash St. 
St. Joseph’s Mercy Hospital, Sioux City 
2101 Court St. (19) 
St. Vincent’s Hospital, Sioux City 
624 Jones St. (4) 
KANSAS 
St. Elizabeth’s Mercy Hospital, Hutchison 
500 West 20th St. 
Providence Hospital, Kansas City 
1818 Tauromee Ave. (2) 
St. Margaret Hospital, Kansas City 
8th & Vermont Sts. (8) 
St. Francis Hospital, Wichita 
928 No. Emporia Ave. (14) 
Wichita-St. Joseph Hospital, Wichita 
3400 Grand Ave. (18) 
KENTUCKY 
St. Elizabeth Hospital, Covington 
21st St. & Eastern Ave. 
St. Joseph Hospital, Lexington 
1400 Harrodsburg Rd. 
St. Anthony Hospital, Louisville 
1313 St. Anthony Pl. (4) 
St. Joseph Infirmary, Louisville 
735 Eastern Pkwy. (17) 
LOUISIANA 
St. Frances Cabrini Hospital, Alexandria 
3330 Masonic Ave. 
Charity Hospital, New Orleans 
1532 Tulane Ave. (12) 
Hotel Dieu Sisters’ Hospital, New Or- 
leans 
2004 Tulane Ave. (16) 
Mercy Hospital, New Orleans 
301 N. Jefferson Davis Pkwy (19) 
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MAINE 


St. Mary’s General Hospital, Lewiston 
318 Sabattus St. 

Mercy Hospital, Portland 
144 State St. (3) 

Sisters’ Hospital, Waterville 
Highwood St. 


MARYLAND 


St. Agnes Hospital, Baltimore 
Wilkins & Caton Ave. (29) 


MASSACHUSETTS 


St. Elizabeth’s Hospital, Brighton 
736 Cambridge St. (35) 

Providence Hospital, Holyoke 
Main St. 

St. John’s Hospital, Lowell 
14 Bartlett St. 

Bon Secours Hospital, Methuen 
Mt. St. Joseph 

St. Luke’s Hospital, Pittsfield 
379 East St. 

Mercy Hospital, Springfield 
233 Carew St. (4) 

St. Vincent Hospital, Worcester 
25 Winthrop St. (10) 


MICHIGAN 


St. Joseph Hospital, Ann Arbor 
326 No. Ingalls St. 

Leila Y. Post Montgomery Hospital, Bat- 
tle Creek 
Emmet at North Ave. 

Mount Carmel Mercy Hospital, Detroit 
6071 West Outer Dr. (35) 

St. John Hospital, Detroit 
22101 Moross Rd. (36) 

St. Joseph Mercy Hospital, Detroit 
2200 East Grand Blvd. (11) 

St. Joseph Hospital, Flint 
302 Kensington Ave. (2) 

St. Mary’s Hospital, Grand Rapids 
201 Lafayette Ave. S.E. (3) 

St. Joseph’s Hospital, Hancock 
200-210 Michigan Ave. 

St. Joseph Hospital, Mt. Clemens 
20 Parkview Ave. 

St. Joseph Mercy Hospital, Pontiac 
900 Woodward Ave. (19) 


MINNESOTA 


St. Joseph’s Hospital, Brainerd 
523 No. Third St. 

St. Francis Hospital, Breckenridge 
415 Oak St., No. 

St. Mary’s Hospital, Detroit Lakes 
1014 Lincoln Ave. 

St. Mary’s Hospital, Duluth 
407 E. 3rd St. (11) 

Hibbing General Hospital, Hibbing 
2015-4th Ave. E. 

St. Mary’s Hospital, Minneapolis 
2414 So. 7th St. (6) 

St. Cloud Hospital, St. Cloud 
1406-6th Ave. N. 

St. Joseph’s Hospital, St. Paul 
69 West Exchange St. (2) 


MISSISSIPPI 


St. Dominic-Jackson Memorial Hospital, 
Jackson 
969 Lakeland Dr. (6) 

Mercy Hospital Street Memorial, Vicks- 


urg 
100 McAuley Dr. 


MISSOURI 


St. Elizabeth Hospital, Hannibal 
109 Virginia Ave. 
St. Joseph Hospital, Kansas City 
Linwood Blvd. & Prospect Ave. (28) 
St. Mary’s Hospital, Kansas City 
101 Memorial Dr. 
Alexian Brothers Hospital, St. Louis 
3933 So. Broadway (18) 
De Paul Hospital, St. Louis 
2415 No. Kingshighway Blvd. (13) 
St. John’s Hospital, St. Louis 
307 So. Euclid Ave. (10) 
**St. Louis University, St. Louis 
221 No. Grand Blvd. (3) 


**Degree program 
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St. Mary’s Infirmary, St. Louis 
1536 Papin St. (3) 
St. John’s Hospital, Springfield 
1235 E. Cherokee 
MONTANA 
St. Vincent’s Hospital, Billings 
2915-12th Ave. N. 
Columbus Hospital, Great Falls 
1601 Second Ave. N. 
St. Patrick Hospital, Missoula 
500 West Broadway 
NEBRASKA 
St. Francis Hospital, Grand Island 
1310 W. Charles St. 
St. Elizabeth Hospital, Lincoln 
1145 South St. (2) 


Creighton Memorial St. Joseph Hospital, 


Omaha 
2305 So. 10th St. (8) 
St. Catherine’s Hospital, Omaha 
Forest Ave. & 9th St. (8) 
NEW HAMPSHIRE 
Sacred Heart Hospital, Manchester 
200 Hanover St. 
NEW JERSEY 
St. Joseph Hospital, Paterson 
703 Main St. (3) 
Holy Name Hospital, Teaneck 
718 Teaneck Rd. 
St. Francis Hospital, Trenton 
601 Hamilton Ave. (9) 
NEW MEXICO 
St. Joseph Hospital, Albuquerque 
715 East Grand Ave. 
St. Vincent Hospital, Santa Fe 
210 East Palace Ave. 
NEW YORK 
Mercy Hospital, Buffalo 
565 Abbott Rd. (20) 
St. Joseph’s 1 Se Elmira 
555 East Market St. 
St. James Mercy Hospital, Hornell 
411 Canisteo St. 
St. Clare’s Hospital, New York 
415 W. 51st St. (19) 
St. Francis Hospital, New York 
525 E. 142nd St. (54) 
St. Vincent's Hospital, New York 
153 West 11st St. (11) 
St. Mary’s Hospital, Rochester 
89 Genesee St. (11) 
St. Clare’s Hospital, Schenectady 
600 McClellan St. 
NORTH CAROLINA 
Mercy Hospital, Charlotte 
2000 E. 5th St. (4) 
NORTH DAKOTA 
St. Alexius Hospital, Bismarck 
311 Ninth St. 
St. John’s Hospital, Fargo 
365 Sixth Ave. So. 
St. Joseph’s Hospital, Minot 
304-4th Ave., S.E. 


OHIO 


St. Thomas Hospital, Akron 
444 No. Main St. (10) 
Mercy Hospital, Canton 
Market Ave. & 8th St. N.W. (2) 
Good Samaritan Hospital, Cincinnati 
Clifton & Dixmyth Aves. (20) 
Our Lady of Mercy Hospital, Cincinnati 
(Mariemount) Rowan Hills Dr. (27) 
St. Vincent Charity Hospital, Cleveland 
2222 Central Ave. (15) 
Good Samaritan Hospital, Dayton 
1425 W. Fairview Ave. (6) 
St. Elizabeth’s Hospital, Dayton 
49 Hopeland St. (8) 
Marymount Hospital, Garfield Heights 
12300 McCracken Rd. (25) 
Mercy Hospital, Hamilton 
116 Dayton St. 
St. Rita’s Hospital, Lima 
High Street at Baxter 
St. Joseph’s Hospital, Lorain 
Broadway & 21st St. 
Providence Hospital, Sandusky 
1912 S. Hayes Ave. 








Mercy Hospital, Toledo 
2221 Madison Ave. (2) 

St. Elizabeth Hospital, Youngstown 
1044 Belmont Ave. (4) 

Good Samaritan Hospital, Zanesville 
1247 Ashland Ave. 


OKLAHOMA 


St. Mary’s Hospital, Enid 
305 So. 5th St. 
Mercy Hospital, Oklahoma City 
501 N. W. 12th St. (3) 
St. Anthony Hospital, Oklahoma City 
601 N. W. 9th St. (3) 
St. John’s Hospital, Tulsa 
1923 So. Utica (4) 


OREGON 


Providence Hospital, Portland 
700 N. E. 47th Ave. (13) 

St. Vincent Hospital, Portland 
2447 N. W. Westover Rd. (10) 


PENNSYLVANIA 


Fitzgerald-Mercy Hospital, Darby 
Lansdowne Ave. & Baily Rd. 

St. Vincent Hospital, Erie 
232 West 25th St. 

St. Joseph Hospital, Hazelton 
687 No. Church St. (15) 

St. Joseph’s Hospital, Lancaster 
250 College Ave. 

Sacred Heart Hospital, Norristown 
1430 DeKalb St. 

Misericordia Hospital, Philadelphia 
54th & Cedar Ave. (43) 

Nazareth Hospital, Philadelphia 
8050 Holme Ave. (15) 

Mercy Hospital, Pittsburgh 
1400-1430 Locust St. (19) 

St. Francis Hospital, Pittsburgh 
Forty-Fifth St. (1) 

Mercy Hospital, Wilkes-Barre 
196 Hanover St. 

Divine Providence Hospital, Williams- 
port 
1100 Grampian Blvd. 


RHODE ISLAND 


St. Joseph’s Hospital, Providence 
Broad, Peace and Plenty Sts. (7) 


SOUTH DAKOTA 


St. Luke’s Hospital, Aberdeen 
305 So. State St. 

McKennan Hospital, Sioux Falls 
7th Ave. & 21st St. 

Sacred Heart Hospital, Yankton 
West 4th St. 


TEXAS 


Seton Hospital, Austin 
600 W. 26th St. (5) 

Hotel Dieu Hospital, Beaumont 
1425 Sabine Pass Ave. 

Mercy Hospital, Brownsville 
Jefferson & State Hwy. 

Spohn Hospital, Corpus Christi 
1436-3rd St. 

St. Paul’s Hospital, Dallas 
3121 Bryan St. (4) 

St. Joseph Hospital, Fort Worth 
1401 So. Main St. (4) 

St. Mary’s Hospital, Galveston 
715 Market St. 

St. Joseph’s Hospital, Houston 
1910 Crawford St. (2) 

St. Mary’s Hospital, Port Arthur 
1931 Ninth Ave. 

Santa Rosa Hospital, San Antonio 
745 W. Houston St. (7) 

Mother Frances Hospital, Tyler 
825 E. Houston St. 

Providence Hospital, Waco 
1725 Colcord Ave. 

Bethania Hospital, Wichita Falls 
1600 Eleventh St. 


UTAH 


St. Benedict’s Hospital, Ogden 
3000 Polk Ave. 


VERMONT 


DeGoesbriand Memorial Hospital, Inc., 
Burlington 
Pearl & Prospect Sts. 
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VIRGINIA 


Mary Immaculate Hospital, Newport 


News 
Buxton & Blair Ave. 
De Paul Hospital, Norfolk 
Kingsley Lane & Granby St. 
WASHINGTON 
Providence Hospital, Seattle 
17th & E. Jefferson Sts. 
St. Joseph’s Hospital, Tacoma 
1812 S. Eye St. 
St. Elizabeth’s Hospital, Yakima 
110 So. Ninth Ave. 
WEST VIRGINIA 
St. Francis Hospital, Charleston 
333 Laidley St. (1) 
WISCONSIN 
St. Joseph’s Hospital, Ashland 
300 E. Front St. 
Sacred Heart Hospital, Eau Claire 
550 No. Dewey St. 
St. Agnes Hospital, Fond du Lac 
430 E. Division St. 
Mercy Hospital, Janesville 
566 N. Washington St. 
St. Francis Hospital, LaCrosse 
1020 Market St. 
St. Mary’s Hospital, Madison 
720 So. Brooks St. (5) 
St. Joseph’s Hospital, Marshfield 
611 St. Joseph's St. 
Misericordia Hospital, Milwaukee 
1255 No. 22nd St. (5) 
St. Joseph’s Hospital, Milwaukee 
5000 W. Chambers St. (10) 
St. Mary’s Hospital, Milwaukee 
2320 No. Lake Dr. 
Mercy Hospital, Oshkosh 
631 Hazel St. 
St. Mary’s Hospital, Wausau 
Forest Hills 





CANADA 











DIETETICS 


NOVA SCOTIA 


St. Francis Xavier University, Antigonish 


Halifax Infirmary, Halifax 
Queen St. 
Mount St. Vincent College, Halifax 
ONTARIO 
University of Western Ontario, London 
University of Ottawa, Ottawa 
St. Michael’s Hospital, Toronto 
30 Bond St. 
QUEBEC 
University of Montreal, Montreal 
Laval University, Quebec 
University of Sherbrooke, Sherbrooke 


DIRECTORY NUMBER 


HOSPITAL ADMINISTRATION 
QUEBEC 


Comité des Hopitaux du Quebec, Mon- 


treal 
University of Montreal, Montreal 


MEDICAL RECORD LIBRARY 
SCIENCE 


ALBERTA 
Edmonton General Hospital, Edmonton 
111th St. & Jasper Ave. 
NOVA SCOTIA 
Halifax Infirmary, Halifax 
Queen St. 
ONTARIO 
Hotel Dieu, Kingston 
Sydneham & Brock Sts. 
Ottawa General Hospital, Ottawa 
43 Bruyere St. 
St. Michael’s Hospital, Toronto 
30 Bond St. 
QUEBEC 
Hotel Dieu de Montreal, Montreal 
3840 St. Urbain (18) 
Hopital St. Vincent dePaul, Sherbrooke 
300, Est Rue King 


MEDICAL SOCIAL SERVICE 


ONTARIO 
University of Ottawa, Ottawa 
QUEBEC 
University of Montreal, Montreal 
Laval University, Quebec 


MEDICAL TECHNOLOGY 


ALBERTA 
Holy Cross Hospital, Calgary 
22nd Ave. & 2nd St. West 
Edmonton General Hospital, Edmonton 
111th St. & Jasper Ave. 
Misericordia Hospital, Edmonton 
9830—111th St. 
St. Michael’s Hospital, Lethbridge 
13th St. & 9th Ave. West 
BRITISH COLUMBIA 
St. Paul’s Hospital, Vancouver 
1081 Burrard St. 
St. Joseph’s Hospital, Victoria 
841 Collinson St. 
MANITOBA 
Misericordia Hospital, Winnipeg 
99 Cornish Ave. (1) 
St. Boniface Hospital, Winnipeg 
Tache Ave. 
NOVA SCOTIA 
St. Martha’s Hospital, Antigonish 
Bay St. 
Halifax Infirmary, Halifax 
Queen St. 
ONTARIO 
St. Joseph’s Hospital, Hamilton 
300 John St. South 


Hotel Dieu, Kingston 
Sydneham & Brock Sts. 
St. Mary’s Hospital, Kitchener 
1000 Queen’s Blvd. 
St. Joseph’s Hospital, London 
Richmond & Grosvenor Sts. 
Ottawa General Hospital, Ottawa 
43 Bruyere St. 
St. Joseph’s Hospital, Peterborough 
384 Rogers St. 
St. Joseph’s Hospital, Toronto 
1830 Queen St. W. (3) 
St. Michael’s Hospital, Toronto 
30 Bond St. 
Hotel Dieu of St. Joseph, Windsor 
1030 Ouellette Ave. 
QUEBEC 
H6tel Dieu St. Vallier, Chicoutimi 
Hétel Dieu de Montreal, Montreal 
3840 St. Urbain (18) 
Notre Dame Hospital, Montreal 
1560 Est Rue Sherbrooke 
Ho6pital Maisonneuve, Montreal 
7a} Boul. de l’Assomption Rosemont 
36) 
H6pital Ste. Jeanne D’Arc, Montreal 
Quest, Rue Prince-Arthur (18) 
H6pital Sainte Justine, Montreal 
3175, chemin de la Cote Sainte Cath- 
erine 
HO6pital Saint-Luc, Montreal 
1058 Rue St.-Denis 
St. Mary’s Hospital, Montreal 
3830 Lacombe Ave. (26) 
HO6pital Sacre Coeur, Montreal 
5400 Ouest Blvd. Gouin (9) 
HO6pital General de Verdun (Verdun) 
Montreal 
HOpital de I'Infant Jésus, Quebec 
1401—18 eme Rue (3) 
Hopital Dieu de Quebec, Quebec 
11, Cote du Palais (4) 
HO6pital St. Francois d’Assise, Quebec 
1695 Ave. lere (3) 
Hopital du Sainte-Sacrament, Quebec 
1050 Chemin Ste-Foy (6) 
Hétel Dieu de Sherbrooke, Sherbrooke 
580 Sud. Rue Bowen 
H6pital St. Vincent de Paul, Sherbrooke 
300 Est Rue King 
SASKATCHEWAN 
Regina Grey Nuns’ Hospital, Regina 
Dewdney Ave. and Pasqua St. 
St. Paul’s Hospital, Saskatoon 
Ave. P. & 20th St. 


PHARMACY 


QUEBEC 
University of Montreal, Montreal 
Laval University, Quebec 


PHYSICAL/OCCUPATIONAL 
THERAPY 


QUEBEC 
University of Montreal, Montreal 
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CAMBRIDGE 


CARDIAC DIAGNOSTIC INSTRUMENTS 


“| 








“Versa-Scribe” 
The Versatile 
Electrocardiograph 


The completely new Seale 
instrument providing greatly im- 
proved performance and versa- 
tility not found in any other 
direct writing electrocardiograph. 
Small size (6144” x 1014” x 17’) 
and low weight—20 pounds. 


Multi-Channel 
Recorders 


For physiological 

research, cardiac 
catheterization and 

routine electrocardiography. Ver- 
satile and comprehensive, this 
series of new multi-channel re- 
corders, when used with pertinent 
transducers, provides simulta- 
neous indication and recording of 
EKGs, EEGs, stethograms and 
many other physiological phe- 
nomena. Various combinations of 
these functions can be traced si- 
multaneously on a single record. 
Available in Photographic Re- 
cording and Direct Writing 
models. 


ASSURE THE DOCTOR OF 
Universally Accepted Records 
Fundamental Accuracy 
Lifetime Dependability 
Minimum Maintenance Expense 





Dye-Dilution 
Curve Recorder 


Records changes of concentration 
of a dye injected at selected sites 
in the venous circulation. Deter- 
mines cardiac output; detects and 
locates cardiac shunts. 


Operating Room 
Cardioscope 


Provides con- 

tinuous obser- 

vation of the 
Electrocardio- 

gram and heart-rate during sur- 
gery. Warns of approaching car- 
diac stand-still. Explosion-proof. 
This cardioscope is a “‘must”’ for 
the modern Operating Room. 








CAMBRIDGE ALSO MAKES 


EDUCATIONAL CARDIOSCOPE — For teaching electrocardiog- 
raphy and auscultation by audio-visual demonstration. The 
EKG, heart sounds and other physiological phenomena may be 
shown continuously on the 17-inch oscillograph screen. A tape 
recorder provides a permanent record of heart sounds which may 
be played back at any time for visual and audio demonstration 
in lieu of patients. 

PLETHYSMOGRAPH— Records variations in volume of extremi- 
ties as determined by the state of fullness of the blood vessels. 
ELECTROKYMOGRAPH— Produces a continuous record of heart 
border motion at chosen points along the cardiac silhouette. 
RESEARCH pH METER—For biological and research work. Sensi- 
tive to .005 pH, readings reproducible to .01 pH. 

HUXLEY ULTRA MICROTOME— For cutting sections with exce p- 
tional uniformity between thicknesses of 100°A and 1500°A, in, 
50°A steps, for use with the electron microscope. 

POCKET DOSIMETERS AND LINDEMANN-RYERSON ELECTROM- 
ETERS—F or measurement of radioactive emission. 





“Simpli-Scribe” 
Direct Writer 
Electrocardiograph 


Provides the Cardiologist, Clinic 
or Hospital with a portable direct 
writing Electrocardiograph of ut- 
most usefulness and accuracy. 
Size 1034" x 1034” x 11”; weight 
28 pounds, complete with all ac- 
cessories. 


Audio-Visual 
Heart Sound 
Recorder 


Enables the Doctor to simulta- 
neously HEAR, SEE and perma- 
nently RECORD heart sounds. 
Any portion of the heart sounds 
may be permanently recorded 
upon magnetic discs, which may 
then be played back and viewed 
at any time. When used in com- 
bination with the ‘“‘Versa-Scribe” 
or “Simpli-Scribe”’ Electrocar- 
diograph, the electrocardiogram 
may be viewed upon the cathode- 
ray screen of the Recorder while 
listening to the heart sounds. 


Pulmonary 
Function 
Tester 


A completely 
integrated, 
easy-to-use in- 
strument for the 
determination 
of such functions as Functional 
Residual Capacity, Tidal Vol- 
ume, Vital Capacity, Total Lung 
Capacity, Total Breathing Ca- 
pacity, Basal Metabolic Rate, 


etc. 
Send for 
Descriptive Literature 





CAMBRIDGE INSTRUMENT CO., INC. 
Graybar Building, 420 Lexington Ave., N. Y. 17, N. Y. 


Jenkintown, Pa. 


Silver Spring, Md. 


Oak Park, Ill. 
6605 West North Avenue 


Cleveland 2, Ohio 
8419 Lake Avenue 


PIONEER MANUFACTURERS OF THE ELECTROCARDIOGRAPH 
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Detroit 37, Mich. 


13730 W. Eight Mile Rd. 933 Gist Avenue 


479 Old York Road 











RELIGIOUS ORGANIZATIONS 
ENGAGED IN HOSPITAL AND 
NURSING EDUCATION ACTIVITIES 


tions in the hospital field (including nursing educa- 
tion programs) has been a feature of the annual Directory. 
Every effort is made by the compilers of this section to 
record all changes in organization of the almost 300 
separate groups responsible for the conduct of these agen- 
cies of the Church. It is, therefore, of inestimable value 
as a means of accurately identifying the specific activities 
of each religious group active in this field. 

Because the names of the various religious groups 
are in some instances lengthy or, in other cases, the same 
or similar to those of other religious groups, the Editors 
have devised a code number system by which to identify 
each of the organizations, The sequence of the various 
orders and congregations here listed is alphabetical by a 
significant word in the title of each. 

In developing this plan, it was necessary to distin- 
quish between orders of men and women, and to provide 
coding for the United States and Puerto Rico and Can- 
ada and its Territories. The letter “M” is used to desig- 
_ mate each order of men. Religious orders active in the 
_ United States and Puerto Rico appear in the listing on 
_ page 263. The letter “C” is employed as a prefix to each 
_ Canadian code number. For Newfoundland, the letter 
“N” is used as the prefix. These appear in the listing on 
| page 281. 

EB When reference is made to the order, congregation, 
| of organization owning or conducting an institution, the 
| code number in parenthesis, placed to the right of the 
» fame or address of the institution, designates this fact. 
When the institution conducts a school of nursing 
"s” is placed at the end of the last line of the entry; for 
» a college engaged in graduate nurse education “ne” is 
| placed after the last line of the entry; and for an agency 
| conducting a program for practical nurses, the abbrevia- 
_ tion “pn” is used. 


Orion 1937 information regarding religious organiza- 


United States 


Gromps Code Numbers 


_ Religious Orders of Men 

| Sisters of St. Agnes, of Assumption, of St. 
i Augustine, etc. 

| Sisters of St. Benedict, of Bon Secours 

| Sisters of St. Casimir, of Divine Charity, Car- 


101-109a 
201-225a 


301-305a 


’ DIRECTORY NUMBER 


Part IV 


Growps Code Numbers 


Sisters of St. Dominic, of Divine Savior, of St. 
Elizabeth, etc. 
Sisters of St. Francis 
Grey Nuns 
Poor Handmaids of Jesus Christ, Sisters of 
Hoty CeO ORE ss oak i cok ca vee wiecowecs 
Sisters of Incarnate Word 801-809 
Sisters of Infant Jesus of St. Joseph, etc. .... 900-955a 
Sisters of Leavenworth 1001- 
Sisters of Mary, Marianites, of St. Mary, of 
Our Lady, of Mercy of the Union, etc. 1101-1190 
Sisters of Nazareth, Notre Dame 1201-1205a 
Sisters of Precious Blood, of Presentation, — 
of Providence, of Charity 1301-1325a 
Sisters of Refuge (Good Shepherd), of Holy 
1401-1420b 
1501-1503a 
1505- 


Redeemer, of Resurrection 
Sisters of Sacred Heart 
Sisters of Most Blessed Trinity 1601- 
Daughters (Sisters) of St. Vincent DePaul, of 

St. Elizabeth, of St. Joan, etc. 
Daughters of Wisdom 
Diocesan Organizations 


401-475 
501-569 
603-609 


701-715a 


2007-2017b 
2026-2046a 
D21-D31 


Religious Orders of Men 
Sisters of St. Anne, of Assumption 


Sisters of St. Elizabeth 
Sisters of St. Francis 


Immaculate 

Daughters of Jesus, Sisters of Jesus, of Jeanne 
d’Arc, of St. Joseph, etc. 

Sisters of St. Martha, of Misericorde, Hospi- 
tallers of Misericorde of Jesus, etc. 

Sisters of Notre Dame 

Sisters of St. Paul, of Providence, etc. C1301-C1307a 

Sisters of Sacred Heart, of Service C1401-C1403 

Sisters of St. Vincent de Paul C1501 

C1601-C1601a 


C1101-C11212 
C1201-C1205a 





NUMBER OF RELIGIOUS ON ACTIVE DUTY IN HOSPITALS AND RELATED HEALTH FACILITIES 
United States, Puerto Rico and Canada 





States, Territory and 
Provinces 


No. of Catholic 

Hospitals and 

Related Health 
Facilities 


No. 
Reporting 





Arkansas 
California 
Colorado 


Minnesota 
Mississippi 
Missouri 


New Hampshire 
New Jersey 
New Mexico 


h 
Oklahoma 
Oregon 
Pennsylvania 
Rhode Island 
South Carolina 


Virginia 
Washington. 
West Virginia 
Wisconsin 
Wyoming 


TOTAL: U.8. AND 
PUERTO RICO 


No. of Religious 
on Active Duty 


No. of Hospitals 
Reportin k 


Number of 
Registered 
Nurses 
(Religious) 


egis- 
tered Nurses 
( Religious) 








9 
5 














Ontario 
—e Edward Island 
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LISTING OF RELIGIOUS ORDERS, CONGREGATIONS AND OTHER ORGANIZATIONS 


ENGAGED IN HOSPITALS, 


RELATED HEALTH FACILITIES AND NURSING ACTIVITY 


UNITED STATES AND PUERTO RICO 








RELIGIOUS ORDERS OF MEN 
M-1 Congregation of the Cellites (C.F.A.) 
(Alexian Brothers) 
Founded: 1309 in Germany 
Generalate: Signal Mountain, Tennessee 


M-la IMMACULATE CONCEPTION PROVINCE 
1200 W. Belden Ave. 
Chicago 14, Illinois 


Alexian Brothers Hospital 
1200 West Belden Avenue 
Chicago 14, Illinois (s) 


Boys Town Memorial Hospital 
Boys Town, Nebraska 


Alexian Brothers Hospital 
3933 South Broadway 
St. Louis 18, Missouri 


Alexian Brothers Hospital 
655 East Jersey Street 
Elizabeth 1, New Jersey 


Alexian Brothers Rest Home 
100 James Boulevard 
Signal Mountain, Tennessee 


Alexian Brothers Home 
1129 Jackson Street 
Oshkosh, Wisconsin 


M-2 Clerics Regular, Servants of the Sick 
(O.S.Cam.) (Camillian Fathers) 
Founded: 1591 in Rome 
Generalate: Rome, Italy 


M-24 CAMILLIAN PROVINCIALATE 
St. Camillus Novitiate 
Durward’s 
Route 2 
Baraboo, Wisconsin 


House of St. Camillus 
7 Chester Street 
Cambridge 40, Massachusetts 


St. Camillus Hospital 
10100 West Bluemound Road 
Wauwatosa 13, Wisconsin 


Society of Jesus (S.J.) 


(Jesuits) 
Founded: 1540 in Spain 
Generalate: Rome, Italy 
M-3a CHICAGO PROVINCE 
509 North Oak Park Avenue 
Oak Park, Illinois 


Loyola University School of Nursing 
820 North Michigan Avenue 
Chicago 11, Illinois (s) 


M-3b MIssOURI PROVINCE 
4511 West Pine Boulevard 
St. Louis 3, Missouri 


St. Louis University School of Nursing 
and Health Services 

1402 South Grand Boulevard 

St. Louis 4, Missouri (s) 


M-3¢ PROVINCE OF MARYLAND 
St. Ignatius Rectory 
720 North Calvert Street 
Baltimore 2, Maryland 


Georgetown University 

School of Nursing 

3700 Reservoir Road, N.W. 
Washington 7, D.C. (s) 


Seven Spring Sanatorium 

Monroe, New York 
M-3e NEw ENGLAND PROVINCE 
Boston College School of Nursing 
140 Commonwealth Avenue 
Chestnut Hill 67, Massachusetts 


M-3f OREGON PROVINCE 
615 N. W. 20th Avenue 
Portland 9, Oregon 


Seostle University School of Nursing 
900 Broadway 
Seattle 22, Washington (s) 


M-3g CALIFORNIA PROVINCE 
presse of San Francisco 
School of Nursing 
2460 Lyon Street 

an Francisco 23, California 


M-3h WISCONSIN PROVINCE 
3109 N. Lake Drive 
Milwaukee 11, Wisconsin 


DIRECTORY NUMBER 


Creighton University Department of Nursing 
2500 California Street 
Omaha 31, Nebraska (n) 


Marquette University 

College of Nursing 

3058 North 51st Street 
Milwaukee 10, Wisconsin (s) 


Hospitaller Brothers of St. John of God 
(O.H See CM 1) 
Founded: 1537 in Spain 
Generalate: Rome, Italy 
M- $ AMERICAN PROVINCE 
2035 W. Adams Boulevard 
Los Angeles 18, California 
St. John of God Hospitat 
2035 W. Adams Boulevard 
Los Angeles 18, California 
St. Joseph’s Nursing Home 
Box 170, Route No 
Ojai, California 
M-4b NOVITIATE FOR THE UNITED STATES 
Ojai, California : 


St. John of God Hospital 
Brookline, Massachusetts 


M-4 


M-S_ Franciscan Missionary Brothers of the 
Sacred Heart of Jesus (O.S.F.) 
Founded: 1934 in the United States 
Generalate: Eureka, Missouri 


St. Joseph’s Hill Infirmary 
R. R. 3, Box 39 
Eureka, Missouri 


M-6_ Brothers of Mercy (F.M.M.) 
Founded: 1856 in Germany 
Generalate: Montabour, Germany 


M-6a ST. JOHN OF GOD PROVINCE 
Ransom Road 
Clarence, New York 
Mercy Manor 
1016 Locust Street 
Kansas City 6, Missouri 
Home of St. John of God 
183 Jewett Parkway 
Buffalo 14, New York 
Sacred Heart Home 
Clarence, New York 
St. Vincents Home 
3501 N. E. 23rd St. 
Oklahoma City 11, Oklahoma 


M-7 Brothers of the Good Shepherd (B.G.S.) 
Founded: 1951 in the United Srates 
Generalate: 661 Second Street, S.W. 
Albuquerque, New Mexico 

Ozanam Inn 
829 Camp Street 
New Orleans, Louisiana 


Villa Maria Rehabilitation Centre 
Box 126, Re 
Alameda, New Mexico 


Brother Martin’s Home 
526-534 E. Rich Street 
Columbus 15, Ohio 


M-9_ Society of Mary (S.M.) 
Generalate: Rome, Italy 
M-9a PROVINCE OF CINCINNATI 
4370 Patterson Rd. 
Mt. St. Johns, Ohio 
Catholic University of Puerto Rico 
Department of Nursing 
Ponce, Puerto Rico (s) 
M-10 Congregation of Little Work of Divine 
Providence, (F.D.P.) 
Generalate: Rome, Italy 
M-10a INDIANA PROVINCE 
Providence Home 
Jasper, Indiana 
Providence Home 
Jasper, Indiana 
Don Orione Home 
111 Orient Avenue 
East Boston 28, Mass. 


RELIGIOUS ORDERS OF WOMEN 


101_ Sisters of St. Agnes (C.S.A.) 
Founded: 1858 in United States 
Generalate: St. Agnes Convent 

390 E. Division Street 
Fond du Lac, Wisconsin 
St. Thomas Hospital 
South Range Avenue 

Colby, Kansas 

St. Anthony's Hospital 
307 West 13th Street 
Hays, Kansas (s) 


Marian College 

Division of Nursing 

390 East Division Street 

Fond du Lac, Wisconsin (ne) 


St. Agnes Hospital 
430 East Division Street 
Fond du Lac, Wisconsin (s) 


St. Clare’s Hospital 
515 22nd Avenue 
Monroe, Wisconsin 


103 Little Sisters of the Assumption (L.S.A.) 
Founded: 1865 in France 
Generalate: Paris, France 


103a_ U.S. NOVITIATE 
“Assumption Vale’ 
Coopertown Road 
Haverford, Pennsylvania 


Little Sisters of the Assumption 
5 Monument Square 
Charlestown, Massachusetts 


Little Sisters of the Assumption 
45 Magnolia St. 
Dorchester 25, Massachusetts 


Little Sisters of the Assumption 
55 Lynn Shore Drive 
Lynn, Massachusetts 


Little Sisters of the Assumption 
18 Claremont Street 
Worcester 10, Massachusetts 


Little Sisters of the Assumption 
340 Convent Avenue 
New York, New York 


Little Sisters of the Assumption 
1195 Lexington Avenue 
New York 28, New York 


Little Sisters of the Assumption 
100 Gladstone Avenue 
Walden, New York 


Little Sisters of the Assumption 
1029 Arosa Avenue 
Charlotte, North Carolina 


Little Sisters of the Assumption 
1624 Poplar Street 
Philadelphia, Pennsylvania 


105 Sees of Charity of St. Augustine 


“1223 in France 
Generalate: Mount Augustine 
West Richfield, Ohio 

St. Thomas Hospital 

444 North Main Street 

Akron 10, Ohio (s) 


Founded: 


Mercy Hospital 
723 Market Avenue 
Canton 3, Ohio 


St. Ann Hospital 
2475 East Boulevard 
Cleveland 20, Ohio 


St. John’s Hospital 
7911 Detroit Avenue 
Cleveland 2, Ohio (s) 


St. Vincent Charity Hospital 
2222 Central Avenue 
Cleveland 15, Ohio (s) 
Providence Hospital 

2435 Forest Drive 
Columbia 4, South Carolina 


107 Missionary Sisters of St. Augustine 


(M.S.S.A.) 
Founded: 1897 in Belguim 
Generalate: Heverle-near-Louvain, Belgium 


107a PROVINCE OF THE UNITED STATES 
AND WEST INDIES 
437 West 47th Street 
New York 36, New York 
St. John Berchmans Convent 
437 West 47th Street 
New York 36, New York 


109 Sisters of St. Anne (S.S.A.) 
Founded: 1848 in Canada 
Generalate: 1950 Provost Street 
Lachine, Quebec, Canada 
10942 PROVINCE OF ST. JOSEPH (See C101la) 
St. Anne’s Academy 
Victoria, B.C., Canada 
St. Ann’s Hospital 
Sixth & Gold Streets 
Juneau, Alaska 


(s, pn) 








201 _ Sisters of St. Benedict (O.S.B.) 
Founded: Switzerland 
Generalate: St. we Convent 
Cottonwood, Idaho 


St. Mary's Hospital 
Cottonwood, Idaho 


St. Benedict's Hospital 
Jerome, Idaho (pn) 


202 _ Benedictine Sisters (O.S.B.) 
Generalate: St. Walburg Convent 
2500 Amsterdam Road 
Covington, Kentucky 


St. Joseph's Hospital 
3rd & Washington 
Florence, Colorado 


Sante Fe Hospital 
La Junta, Colorado 


Mount Mary Hospital 
Hazard, Kentucky 
Estill County Hospital 
201 Richmond Street 
Irvine, Kentucky 


203 Sisters of St. Benedict (O.S.B.) 
Generalate: Mount St. Benedict 
Crookston, Minnesota 


St. John’s Hospital 
Browerville, Minnesota 


St. Francis Hospital 
Walsh Street 
Crookston, Minnesota (pn) 


St. Vincent’s Rest Home 
223 East 7th Street 
Crookston, Minnesota 

St. Mary's Hospital 

1016 Lincoln Avenue 
Detroit Lakes, Minnesota 
St. John’s Hospital 

Red Lake Falls, Minnesota 


204 Sisters “ St. Benedict (O.S.B.) 
Found 194 


eae Convent of the Annunciation 


304 Avenue, A. 
Bismark, North Dakota 


Mercy College 

Department of Nursing 

Apple Creek Road 

Bismarck, North Dakota (s) 


St. Alexius Hospital 
311 Ninth Street 
Bismarck, North Dakota (s) 


Garrison Community Hospital 
Garrison, North Dakota 


Memorial Hospital 
Richardton, North Dakota 


205 _ Sisters of St. Benedict (O.S.B.) 
Generalate: Villa Sancta Scholastica 
Duluth, Minnesota 


St. Joseph’s Hospital 
523 N. Third Street 
Brainerd, Minnesota 


Miners Hospital 
205 Second St., S.W. 
Crosby, Minnesota 


St. Mary's Hospital 
407 E. 3rd St. 
Duluth 11, Minnesota 


College of Scholastica 
Department of Nursing 
324 North Fourth Ave., E 
Duluth 5, Minnesota 


Hibbing General Hospital 
2015 Fourth Ave. E. 
Hibbing, Minnesota 


206 Sisters of St. Benedict (O.S.B.) 
Generalate: St. Scholastica’s Convent 
1113 South Alamo Street 
San Antonio 4, Texas 


St. Benedict’s Hospiral 
418 Madison St. 
San Antonio 4, Texas 


207 _ Sisters of St. Benedict (O.S.B.) 
Generalate: 851 N. Broad Street 
Elizabeth 3, New Jersey 


Renedicdne Hospital 
Mary's Avenue 
Kingston, New York (s) 


208 Sisters of St. Benedict (O.S.B.) 
Geneon: St. Bede’s Priory 
1328 Wilson Street 
Eau Clare, Wisconisn 


St. Benedict's Community Hospital 
Durand, Wisconsin 
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209 Sisters of St. Benedict (O.S.B.) 
Generalate: St. Scholastica’s Convent 
Benedictine Heights 
Fort Smith, Arkansas 


Clarksville Hospital 
205 Rogers St. 
Clarksville, Arkansas 


* airs 's Hospital 
610 S. Pecan 
Dermott, Arkansas 


St. Anthony's Hospital 
202 Green Street 
Morrilton, Arkansas 


Crawford County Memorial Hospital 


Van Buren, Arkansas 


St. Joseph's Hospital 
East Morgan Street 
Boonville, Missouri 


210 Sisters of St. Benedict (O.S.B.) 
Generalate: St. Joseph’s Convent 
303 Church Street 
St. Mary’s Pennsylvania 


Andrew Kaul Memorial Hospital 
Maurus St. Extension 
St. Mary's, Pennsylvania 


211 _ Sisters of St. Benedict (O.S.B.) 
Generalate: St. Benedict's Convent 
St. Joseph, Minnesota 


Community Memorial Hospital 
New Prague, Minnesota 

St. Cloud Hospital 
1406—6th Ave., N. 

St. Cloud, Minnesota (s) 
St. Joseph’s Sanitarium 
Route No. 1 

St. Cloud, Minnesota 

St. Benedict’s Hospital 

3000 Polk Avenue 

Ogden, Utah (s) 

St. Michael’s Hospital 

201 East 5th Street, N 
Richfield, Utah 


212 Sisters of St. Benedict (O.S.B.) 


Generalate: Convent of the Immaculate 


Conception 

Ferdinand, Indiana 
Stork Memorial Hospital 
Huntingburg, Indiana 


213 Sisters of St. Benedict (O.S.B.) 
neralate: Route #1 
Madison, Wisconsin 


St. Monica’s Home and Hospital 
45th and Douglas Streets 
Sioux City 18, Iowa 


St. Vincent’: M4 Hospital 
624 Jones S 
Sioux City 10, Iowa (s) 


214 Sisters of St. Benedict (O.S.B.) 
Generalate: Sacred Heart Convent 
225-14th Avenue, S.E. 

Minot, North Dakota 


St. Luke’s Hospital 
Crosby, North Dakota 


215 _ Sisters of St. Benedict (O.S.B.) 
Founded: Switzerland 
Generalate: Sacred Heart Convent 
Yankton, South Dakota 


St. Thomas More Hospital 
431 Macon Ave., 
Canon City, Colorado 


St. on 's Hospital 
Main 
oe ad South Dakota 


St. Mary's Hospital 
Dakota Ave. 
Pierre, South Dakota (pn) 


St. Michael’s Hospital 
Tyndall, South Dakota 


Sacred Heart Hospital 
West Fourth St. 
Yankton, South Dakota (s) 


216 _ Sisters of St. Benedict (O.S.B.) 
Generalate: St. Joseph Convent 
2216 East Both Street 
Tulsa, Oklahoma 


Benedictine Heights Hospital 
2000 West Warner Street 
Guthrie, Oklahoma 


217 _ Sisters of St. Benedict (O.S.B.) 
Founded: Switzerland 
Generalate: St. Martin’s Convent 
Sturgis, South Dakota 


St. Joseph’s Hospital 
61 Charles Street 
Deadwood, South Dakota 


Our Lady of Lourdes Hospital 
209 W. River Avenue 
Hot Springs, South Dakota 


St. John’s McNamara Hospital 
1018—11th Street 
Rapid City, South Dakota {s) 


218_ Sisters of St. Benedict (O.S.B.) 
Founded: 1948 in United States 
Generalate: St. Paul’s Rectory 
301 Summit Avenue 
St. Paul, Minnesota 

St. Mary’s Hospital & Home 
Winstead, Minnesota 


219_ Missionary Benedictine Sisters (O.S.B.) 
Founded: 1885 in Bavaria 
Generalate: Grottaferrata, Rome, Italy 


219a AMERICAN NOVITIATE 
1500 Norfolk Ave. P.O. Box 885 
Norfolk, Nebraska 


i. th ay ital 
600 d $. 


pete ag oe. 


Sacred Heart Hospital 
Lynch, Nebraska 


Our Lady of Lourdes Hospital 
1500 Koenigstein Avenue P.O. Box 885 
Norfolk, Nebestke 


221 + Olivetan Benedictine Sisters 
Generalate: Holy Angels Convent 
223 E. Jackson Avenue 
Jonesboro, Arkansas 


Carroll County Hospital 
24 Norris Street 
Eureka Springs, Arkansas 


St. Bernard’s Hospital 
224 E. Matthew Ave. 
Jonesboro, Arkansas 


Iberia Parish Hospital 
2315 East Main St. 
New Iberia, Louisiana 


223 = Sisters of Bon Secours (C.B.S.) 
Founded: 1824 in France 
Generalate: Paris, France 


2234 NOVITIATE FOR AMERICA 
n Secours Convent 
2000 W. Baltimore St. 
Baltimore 23, Maryland 


Bon Secours Hospital 
2025 Fayette St. 
Baltimore 23, Maryland (s) 


Bon Secours Hospital 

Mount St. Joseph 

Methuen, Mass. 

Bon Secours Hospital 

468 Cadieux Road 

Grosse Pointe (Detroit) 30, Michigan 


St. Edmund’s Summer Home 
Laurelton-Near Point Pleasant, N.J. 


Angelus Convalescent Home 


. 314 E, Pine Ave. 


Wildwood, New Jersey 


St. Frances Home 
14th and Lansdowne Avenue 
Darby, Pennsylvania (pn) 


Our Lady Help of Christians Conv. Home 
56th & City Line Ave. 
Philadelphia 31, Penna. 


St. Edmund’s Home for Crippled Children 


230 Roberts Rd. 
Rosemont, Penna. 


225 _ Sisters of Bon Secours 
Founded: 1840 in France 
Generalate: Troyes, France 


at PROVINCE OF NEW YORK 
1634 Victory Blvd. 
West New Brighton, Staten Island, N.Y. 


Convent of the Sisters of Bon Secours 


1634 Victory Blvd. 
W. New Brighton (Staten Island) N.Y. 


301 Carmelite, Sisters of the Third Order 
Founded: ‘1930 
Generalate: Guadalajara, Mexico 

301a NOvVITIATE HOUSE OF THE SACRED 


EART 
920 E. Alhambra Rd. 
Alhambra, California 


Santa Fossa Hospital 


1210 Royal Oaks Drive 
Duarte, California 
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303 _ Sisters of St. Casimir (S.S.C.) 
Founded: 1907 in United States 
Generalate: St. Casimir’s Convent 
2601 W. Marquette Road 
Chicago 29, Illinois 


Holy Cross Hospital 
2700 W. 69th St. 
Chicago 29, Illinois 


Loretto Hospital 
645 S. Central Ave. 
Chicago 44, Illinois 


Antelope Memorial Hospital 
Neligh, Nebraska 


305_ Daughters of Divine Charity (F.D.C.) 
Founded: 1868 in Austria ; 
Generalate: Vienna, Austria 

305a PROVINCE OF THE UNITED STATES 
St. Joseph 7 t mene 
850 Hylan B: 

Staten Island : _— York 


St. Elizabeth’s Home 
Woodward Avenue, Box 224 
Bloomfield Hills, Michigan 


Villa Madonna 
Allamucky, New Jersey 


306 Sisters of Our Lady of Mount Carmel 
(O.Carm. ) 


Founded: 1825 in France 
Generalate: 420 Robert E. Lee Boulevard 
New Orleans, Louisiana 


St. Joseph’s Hospital 
690 E. Phase Street 
Thibodaux, Louisiana 


401 Sisters of the Divine Savior (S.D.S.) 
Founded: 1888 in Italy 
Generalate: Rome, Italy 
401a AMERICAN PROVINCE 
3516 West Center St. 
Milwaukee 10, Wisconsin 


Tekakwitha Hospital 
705 Main Street 
Sisseton, South Dakota 


St. Mary’s Hospital 
James and Lewis Streets 
Columbus, Wisconsin 


St. Mary’s Home 
3516 West Center Street 
Milwaukee, Wisconsin 


Divine Savior Hospital 
1015 W. Pleasant Street 
Portage, Wisconsin 


St. Mary’s Hospital 
Forest Park 
Wausau, Wisconsin (s) 


Se. iogeph’s H 's Hospital 
550R 
West ph ,_— 


402 Sisters of St. Dominic of the Congrega- 
toa of Our Lady of the Sacred Heart 


Generalate: Marywood 
2025 E. Fulton Street 
Grand Rapids 3, Michigan 


Pioneers Memorial Hospital 
R. 1, Box 7 
Brawley, California 
Nazareth Sanatorium 
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Route 4, Box 
Albuquerque, New Mexico 


Gaudalupe General Hospital 
Santa Rosa, New Mexico 


403 Sisters of the Third Order of St. 
Dominic (OP. 
Generalate: Immaculate Conception Convent 
3600 Broadway 
Great Bend, Kansas 


Sacred Heart Hospital 
1001 South Main St. 
Lamar, Colorado 


> ho gig! s Hospital 
8 N. Sth Street 
psoas City, Kansas 


St. Rose Hospital 
3504 Broadway 
Great Bend, Kansas (s) 


St. Joseph Memorial Hospital 
923 Carroll Street 
Larned, Kansas 


404 Sisters of St. Dominic of the Congrega- 
tion of St. Catherine of Sienna (O.P.) 
Generalate: Convent of St. Catherine of 
Sienna 
1209 Park Avenue 
Racine, Wisconsin 


St. Joseph Hospital 
Guiaatt Mebaaie 


DIRECTORY NUMBER 
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405 Sisters of St. Dominic of the Congeey * 
tion of St. Catherine of Sienna (O. 
Generalate: 3557 Seventh Avenue 
Kenosha, Wisconsin 


Sacred Heart Hos; ‘- 
1025 N. Douty 
Hanford, California 


Mercy Hospital 
2740 M Street 
Merced, California 


Our Lady of Fatima Villa 
Saratoga, California 


Holy Rosary Hospital 
Terrace Heights 
Ontario, Oregon 


St. Catherine’s Hospital 
3556—7th Ave. 
Kenosha, Wisconsin 


406 _ Sisters of St. Dominic (O.P.) 
Generalate: 775 W. Drahner Road 
Oxford, Michigan 


Menscola Convalescent Home 
2380 Watkins Lake Road 
Pontiac, Michigan 


407 _ Sisters of St. Dominic (O.P.) 
Founded: 1878 in United States 
Generalate: St. Dominic’s Convent 
Blauvelt, New York 


House of Calvary 
1600 Macombs Road 
New York, New York 


408 Pigg of St. Dominic, Congregation of 
St. Mary (O.P. 

: 1860 in United States 

Generalate: St. Mary’s Dominican Convent 

7214 St. Charles Avenue 

New Orleans 18, Louisiana 


Seventh Ward General Hospital 
P. O. Box 960 
Hammond, Louisiana 


409 Sisters of St. Dominic (O.P.) 
Founded: 1232 in Bavaria 
Generalate: Queen of the Rosary Convent 
Amityville, New York 


Our Lady of iy me 
Home for the Aged 

Schlegel and ‘Alban oy Avenues 
Amityville, New York 


St. Catherine Hospital 
133 Bushwick Avenue 
Brooklyn, New York (s) 


Our Lady of Providence yt ad 
153 Christo St., P.O. No. 2145 
San Juan, Puerto Rico 


Mary Immaculate Hospital 
152—11 89th Ave. 
Jamaica 2, New York (s) 


Molloy Catholic College for Women 
Dept. of Nursing 

1000 Hempstead Ave. 

Rockville Centre, New York (s) 


St. Joseph’s Sanatorium 
Sullivan County 
St. Joseph, leew York 


411_ Sisters of St. Dominic (O.P.) 
Founded. 1822 in United States 
Generalate: St. Catherine of Sienna Convent 
St. Catharine, Kentucky 


Rosary Hospital 
College Street 
Campbellsville, Kentucky 


ag Fog Hospital 
arys 
Lebanon, Kentucky 


St. Catherine of Siena Hospital 
1206 W. 4th Se. 
McCook, Nebraska 


St. John-Sullivan Memorial Hospital 
Spalding, Nebraska 


413 _ Sisters of St. Dominic (O.P.) 
Founded: 1237 in Bavaria 
Generalate: Rosary Heights 
P.O. Box 697 
Edmonds, Washington 


St. Joseph’s Hospital 
5th & H Streets 
Aberdeen, Washington 


St. Helen’s Hospital 
1332 Washington Avenue 
Chehalis, Washington 


415 Sisters of St. Dominic, Congregation of 
the Most Holy Name (0O.P.) 
Founded: 1850 in United States 
Generalate: San Rafael, California 


* aa h’s Hospital 
ON. California St. 
Nae dh 4, California 


St. Mary’s Hospital 
235 West Sixth Street 
Reno, Nevada 


416 Sueess of the Third Order of St. Dominic 


Generalate: Sacred Heart Convent 
1237 W. Monroe Street 
Springfield, Illinois 


Rogers Memorial Hospital 
Rogers, Arkansas 


Salve Regina Convalescent Home 
975 Pennsylvania Avenue 
Denver, Colorado 


St. Dominic’s Hospital 
969 Lakeland Drive 
Jackson, Mississippi (s) 


St. Joseph’s Hospital 
1014 Fifteenth Street 
Wellington, Texas 


417 Dominican Sisters of the Corananion of 
St. Catherine De Ricci (O.P.) 
Generalate: 886 Madison Avenue 
Albany, New York 


419 Dominican Sisters of the Congregation of 
St. Rose of Lima (O 
Servants of Relief. for Incurable Cancer 
Founded: 1896 in United States 
Generalate: Rosary Hill Home 
Hawthorne, New York 


Our Lady of Perpetual Hel 
760 Washington Street, S. 
Atlanta, Georgia 


Rose Hawthorne Lathrop Home 
1600 Bay Street 
Fall River, Massachusetts 


a= Lady of Good Counsel Home 
2076 St. Anthony Avenue 
St. Paul, Minnesota 


Rosary Hill Home 
Hawthorne, New York 


Home 


St. Rose’s Free Home 
71 Jackson Street 
New York 2, New York 


Holy Family Home 
6707 State Road 
Cleveland 34, Ohio 


com Heart Home 
5 W. Hunting Park Avenue 
Philadelphia 40, Pennsylvania 


421 Poor School Sisters of the Third Order 
of Penance of St. Dominic (O.P.) 
Founded: 1852 in Germany 
Generalate: Speyer a Rhine, Germany 


421a AMERICAN NOVITIATE 
Our Lady of the Valley Convent 
Kettle Falls, Washington 


St. Mary’s Hospital 
Conrad, Montana 


St. Joseph’s Hospital 
501 E. Clay Avenue 
Chewalah, Washington 


Mount Carmel Hospital 
330 E. Astor Street 
Colville, Washington 


Holy Family Home 
North 5525 Lidgerwood 
Spokane, Washington 


St. Martin’s Nursing Home for the Aged 
Tonasket, Washington 


423 Dominican Sisters of Charity of the Pres- 
entation of the Blessed Virgin Mary 


(O.P.) 
Founded: 1684 in France 
Generalate: Tours, France 
423a St. ANNE’S PROVINCE 

795 Middle Street 

Fall River, Massachusetts 


St. Anne’s Hospital 
795 Middle Street 
Fall River, Massachusetts (s) 


424 Dominican Sisters of the Con a" of 
the Immaculate Conception ( 
Founded: Poland 
Generalate: Nizna, Poland 


424a AMERICAN MOTHERHOUSE 
Dominican Sisters 
9000 W. 81st Street 
Justice, Illinois 
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Rosary Hill Convalescent Home 
9000 W. 81st Street 
Justice, Illinois 


St. Anne's Rest Home 
2020 S. Muskegon Avenue 
Milwaukee, Wisconsin 


425 Dominican Sisters of the Sick Poor 
> 


Founded: 1910 in United States 
Generalate: N. E. 210th Street 
New York 67, New York 


Corpus Christi Convent 
2501 Gaylord Street 
Denver 5, Colorado 


Convent of St. Ann 
700 W. Boston Blvd. 
Detroit 2, Michigan 


St. Mary’s Convent 
1614 East 24th Street 
Minneapolis 4, Minnesota 


Convent of St. —_ 
170 E. 210th Street 
New York 67, New York 


House of Calvary Hospital 
1600 Macombs Road 
New York 52, New York 


Immaculate Conception Convent 
535 E. 84th Street 
New York 28, New York 


Queen of the Rosary Convent 
Mariandale 
Ossining, New York 


Convent of St. Dominic 
206 N.W. Taft Road 
Cincinnatl 19, Ohio 


St. Rose of Lima Convent 
168 E. Lincoln Street 
Columbus, Ohio 


St. Catherine of Sienna Convent 
225 W. Monument Avenue 
Dayton 2, Ohio 


Convent of the Holy Spirit 
643 High Street 
Springfield, Ohio 


427 Sisters of St. Dominic of the Congrega- 
tion of the Most Holy Rosary (O.P.) 
Generalate: Adrian, Michigan 


Santa Cruz Hospital 
535 Soquel Avenue 
Santa Cruz, California 


Sisters’ Hospital 
190 W. Cliff Drive 
Santa Cruz, California 


Barry College 

Department of Nursing 
11300 N.E. Second Ave. 
Miami 38, Florida (s) 


Rose de Lima Hospital 
Henderson, Nevada 


429 Dominican Sisters of the Third Order of 
St. Dominic Congregation of St. Mary 
of the Springs (O P.) 
Generalate: Columbus id, Ohio 


St. George Hospital 
3156 Glenmore soene 
Cincinnati 11, Ohio 


475 Sisters of St. Elizabeth (S.S.E.) 
Founded: 1931 in United States 
Generalate: St. Elizabeth’s Convent 
745 N. Brookfield Road 
Brookfield, Wisconsin 


My ig ped s Nursing Home 


Reservoir Street 
Milwaukee 12, Wisconsin 


$01 Felician Sisters, Order of St. Francis 


(C.S.S.F. 
Founded: 1855 in Poland 
Generalate: Rome, Italy 


SOla aoe OF THE IMMACULATE CON- 
CEP 
South Main —_ 
Lodi, New Jersey 


Blackwell General Hospital 

S. 13th St. & W. Ferguson Ave. 
Blackwell, Oklahoma (pn) 
Immaculate Conception Infirmary 
South Main Street 

Lodi, New Jersey 

St. Joseph’s Hospital 

Girard Ave. & 16th Street 
Philadelphia 30, Pennsylvania (s) 


5016 frevence OF Our LADY OF THE SACRED 
B 


ART 
1500 Woodcrest Avenue 
Coraopolis, Pennsylvania 
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$01le MOTHER OF GOOD COUNSEL PROVINCE 
3800 Peterson Ave. 
Chicago 45, Illinois 


St. Mary’s Hospital 
400 North Pleasant Avenue 
Centralia, Illinois 


St. Francis Hospital 
3249 South 18th Street 
Milwaukee 15, Wisconsin 


501d PROVINCE OF THE IMMACULATE HEART 
OF MARY 
Villa Maria 
600 Doat Street 
Buffalo 11, New York 


Villa Maria 
600 Doat Street 
Buffalo 11, New York 


St. Rita’s Home for Children 
2110 Millersport Highway 
Williamsville 21, New York 


SOle PROVINCE OF OuR LADY OF THE ANGELS 
P. O. Box 64 
Enfield, Connecticut 
St. Joseph’s Hospital 
297 Center Street 
Bangor, Maine 


501f PROVINCE OF THE ASSUMPTION OF THE 
BLESSED VIRGIN MARY 
Assumption Villa, Monument Road 
Ponca City, Oklahoma 


Rosary Hospital 
Corning, Iowa 


Okarche Memorial Hospital 
Okarche, Oklahoma 


Yorktown Memorial Hospital 
Yorktown, Texas 


501g PRESENTATION OF THE BLESSED VIRGIN 
MARY PROVINCE 
Villa St. Felix 
36800 Schoolcraft Road 
Livonia, Michigan 


St. Mary Hospital 
36995 Five Mile Road 
Livonia, Michigan 


502 Sisters of St. Per of Our Lady of the 
Angels (B.M.V.A 

Founded: 1863 in German 

Generalate: Walbreitbach, 


5024 PROVINCE OF ST. RAPHAEL 
St. Mary's Home 
1925 Norfolk Avenue 
St. Paul, Minnesota 


St. Francis Hospital 
304 W. 4th Street 
Shakopee, Minnesota 


St. Joseph’s Hospital 
308 Washington Street 
Arcadia, Wisconsin 


503 Sisters of the Third Order Regular of 
St. are of Allegany, N.Y. (O.S.F.) 
Founded: 1859 in United States 
Generalate: St. Elizabeth’s Convent 
St. Bonaventure, P. 
Allegany, New York 


ermany 


St. Francis Hospital 
Allison Island 
Miami Beach 41, Florida 


St. Anthony’s Hospital 
600—11th St., North 
St. Petersburg, Florida 


St. Joseph’s Hospital 
301 E. 7th Avenue 
Tampa 2, Flordia 


St. Mary's Hooinl 
900—49th Street 
West Palm Beach, Florida (s) 


St. Elizabeth’s Hospital 
736 Cambridge Street 
Brighton (Boston) 35, Mass. (s) 


Our Lady of Lourdes Hospital 
Haddan Ave. & Vesper Blvd. 
Camden, New Jersey (s) 


Villa Mary Immaculate Convalescent 
Hospital 
dihane on York 


* Sa s Hospital 
W. 51st Street 
New York 19, New York (s) 


St. Elizabeth’s Hospital 
689 Fr. Washington Ave. 
New York 40, New York 


St. Francis Hospital 
West State St. 
Olean, New York (pn) 


Our Lady of Fatima Hospital 
High Service Avenue 
Providence, Rhode Island (pn) 


St. Joseph’s Hospital 
Broad, Peace & Plenty Streets 
Providence 7, Rhode Island (s) 


504 Bernardine Sisters of the Third Order 
of St. Francis (C.S.B.) 
Founded: 1457 in Europe 
Generalate: 701 Farview Road 
Maryview, Villanova, Pennsylvania 


Sacred Heart Hospital 
9th and Wilson Streets 
Chester, Pennsylvania 


St. Joseph Hospital 
687 N. Church 
Hazleton, Pennsylvania 


Holy Infant Hospital 
Main Street 
Hoven, South Dakota 


St. Ann Hospital 
Mount Alvernia 
Watertown, South Dakota 


Mary Immaculate Hospital 
Buxton & Blair Streets | 
Newport News, Virginia (s) 


505 Institute of the Sisters of the Third Order 
of St. Francis (Philadelphia Founda- 
tion) (O.S.F.) 


Founded: 1855 in United States 

Generalate: Convent of Our Lady of the 
Angels 

Glen Riddle, Pennsylvania 


505a IMMACULATE CONCEPTION PROVINCE 
St. Agnes Annex 
1400 Mifflin St. 
Philadelphia 45, Pennsylvania 


St. Agnes Hospital 
1900 S. Broad Street 
Philadelphia 45, Pennsylvania (s) 


St. Mary’s Hospital 
567 Palmer Street ; 
Philadelphia 25, Pennsylvania (pn) 


St. Joseph’s Hospital 
1215 Walnut Street 
Reading, Pennsylvania (s) 


505b Sr. JOSEPH’S PROVINCE 
1400 North Caroline Street 
Baltimore 13, Maryland 


St. Francis Hospital 
8th & Clayton Streets 
Wilmington 15, Delaware (s) 


ove Lady of Angels Hospital 
133 W. Intendencia Street 
Pensacola, Florida 


iy Fe 's Hospital 
00 N. Caroline Street 
that 13, Maryland (s) 


50S5¢ SACRED HEART PROVINCE 
Convent of Our Lady of the Angels 
0858 S.W. Palatine Hill Rd. 

« Portland, Oregon 


* Elizabeth's Hospital 
2365—4th Street 
Baker, Oregon 


St. Joseph’s Hospital 
4th Street and K Avenue 
LaGrande, Oregon 


* fotheny $s Hospital 
1606 S. E. Court Street 
Pendleton, Oregon 


St. Joseph’s Hospital 
1812 S. Eye Street 
Tacoma 3, Washington (s) 


505d St. ANTHONY’S PROVINCE 
St. Francis Hospital 
Hamilton & Chambers Streets 
Trenton 9, New Jersey 


St. Francis Hospital 
601 Hamilton Avenue 


Trenton, New Jersey (s) 
poet s Hospital 

S63 College Avenue 

Lancaster, Pennsylvania (s) 


506 Sisters of St. Francis of the Immaculate 
Heart of Mary (O.S.F.) 
Founded: 1241 in Bavaria 
Generalate: Dillingen/Danube, Bavaria 


506a PROVINCE OF HANKINSON 
Heart of Mary Motherhouse 
Hankinson, North Dakota 


Towner County Memorial Hospital 
Cando, North Dakota 


HOSPITAL PROGRESS, 1961 











Religious Orders in Hospital Service 
St. Elizabeth’s Hospital 512 ee Sisters of Our Lady of Perpet- St. Elizabeth’s Hospital 
Drayton, North Dakota ual 1145 South Street 
Sede ee Founded: Pr901 in bea 7 Lincoln 2, Nebraska (s) 

. Gerar ommunity pita eneralate: 201 Brotherton Lane : ° P 
Hankinson, North Dakota Ferguson 35, Missouri Seappace Memarial Se. Joseph's Hospital 
rer ce ge ay Hospital Our katy of Perpetual Help Nursing Home Omaha 8, Nebraska (s) 

)8 South 5th Street 3419 Gasconade Street * * 

ler Oakes, North Dakota St. Louis 18, Missouri oe, Mery Hesoieel 
Gettysburg Memorial Hospital St. Francis of Oak Ridge Hospital Gallup, New Mexico 
einai an _— ; _— | ec erag 519 Sec Brancis (O80 of the Third Order of 
507 sine of the Third Order of St. Francis St. Mary’s Hospital, Inc. Founded: 1844 in lll 
Founded: | 1894 in United States 2400 East Mitchell Street Generalate: Muenster (Westphalia), Ger- 
Generalate: Mount Alverno Convent Humboldt, Tennessee many 
Se MS 513. Sisters of the Third Order of St. Francis 519 AMERICAN PROVINCE 
(O.S.F t. Francis Convent 
a ee Founded: 1855 in United States Box 42 we 
Hannibal, Missouri Ce St. Mary of the Angels Springfield, Illinois 
400 Mill Street ; " i ; 
Se. Francis Hospital Williamsville 21, New York Eegmaeents Hees of Seay Epon 
614 E. Ist Street St. Francis Hospital : , 
Maryville, Missouri 2787 Main Street * wt os 
outh 3rd Street 
St, Mary's Hospital Buffalo, New York Belleville, Illinois 
14th Street & 3rd Avenue Mt. St. Mary’s Hospital 1 H Moston € 
Nebraska City, Nebraska 515—6th Street yi <7) — enter 
Niagara Falls, New York Chi 7 West 51st Street 
St. Joseph-of-the-Pines Hospital icago 9, Illinois 
ler Knollwood, Southern Pines, No. Carolina 517 Poor Sisters of St. Francis | of the St, Mary's Hospital 
la- Perpetual Adoration (O.S_F.) 0 S. Webster Street 
St. Anthony’s Hospital Founded: 1860 in Germany Lind 35, Illinois 
601 N. W. 9th Street Generalate: Olpe (Westphalia) , Germany 
Oklahoma City 3, Oklahoma (s) St. Anthony’s Memorial Hospital 
he ; 517a Paowmrce OF THE IMMACULATE HEART 503 Maple Street 
508 Som, of St. Francis of the Providence F MARY Effingham, Illinois 
10) 
Founded : 1922 in United States Se. Prancs ome St. Joseph’s Hospital 
Generalate: Mt. Providence Mount Alverno 1515 Main Street 
Grove < eer Roads Mishawaka, Indiana Highland, Illinois 
: 2 | 
Pittsburgh, Pennsylvania St. James Hospital St, Clarn's Hoopla! 
Good Samaritan Hospital 1423 Chicago Roa Ph ous 
605 ack 12th Street Chicago Heights, Illinois Lincoln, — 
Mount Vernon, Illinois St. Francis Hospital Se, Penats eeiet 
509 Sisters, of the Third Order of St. Francis cng os ll Litchfield, Illinois 
Founded: 1855 in United States St. Francis Hospital * ao omy 
Generalate: St. Francis Convent N. 17th Avenue § i 6 1d. Tili treet ( 
Mr. Alvernia, 146 ——— Road Beech Grove, Indiana pringfie inois s) 
Millvale, P.O., Pennsylvania ‘ : 
se St. Margaret's Hospital Sccpemeon kavoen Wend 
St. Francis Hospital 25 Douglas Street Suclnehelt lilinats 
a & Woodruff aap Hammond, Indiana (s) Rage ? 
Columbus, Georgia St. Mo Hall 
* Elizabeth's Hospital t. nica Ha 
New Castle Hospital 021 N. 14th Street qe MH Grand Avenue 
100 S. Mercer & Phillips Streets Lafayette, Indiana (s) pringfield, Iilinois 
New Castle, Pennsylvania (s) St. Joseph's Hospital St. Mary's Hospital 
“a 26th & North Streets 615 S. Bloomington St. 
) St. Francis General Hospital & Logansport, Indiana Streator, Illinois 
ress gr Institute ‘ods . Steseteal . 
Forty-Fifth Street St. Anthony's Hospita St. Joseph’s H. for th d 
Pittsburgh 1, Pennsylvania (s) Wabash & Ann Streets Seances aaa or the Infirm and Age 
Michigan City, Indiana Monroe, Louisiana 
511 Sisters of the Third Order of St. Francis i ; . 
OS.E. St. Edward's Hospital Sex Anntes tfome 
Founded: | 1875 in United States 703 E. Spring Street 1530 Arlington Street 
ene ae Convent New Albany, Indiana Shreveport, Louisiana 
616 N.E. Glen Oa venue St. *s Hospital 
Peoria 4, Illinois ee: ‘Street o- Lady of the Ozarks Home Nursing 
St. Joseph's Hospital Terre Haute, Indiana (s) 1803 ¢ 
824 W. Jackson Street St. Anthony's Hospital aan 
Bloomington, Illinois (s) Barrett & St. Anthony Place : 
Se, Mary's Hospital Louisville 4, Kentucky s OOP ag ly on org 
239 S. Cherry Trent St. Alexis Hospital Warlincten Tied 
Galesburg, Illinois 5163 Broadway . 
Cleveland 27, Ohio (s) St. Joseph’s Hospital 
ge yy St. Joseph’s Hospital Pearl and Spruce Streets 
Peoria, Illinois (s) 264 Jackson Avenue Chippewa Falls, Wisconsin 
St. James Hospital Memphis 7, Tennessee (s) Sacred Heart Hospital 
ast Water otreet 176 PROVINCE OF ST. JOSEPH 
Pontiac, Illinois 5 Ke: Se. Reancis J Eau Claire, Wisconsin 
Box 1067 St. Hospits 
vel Gatien te Colorado Springs, Colorado 855 South Van Buren Street 
Rockford, Illinois (s) St. Francis Hospital Green Bay, Wisconsin 
825 E. Pikes Peak Avenue St. Nicholas Hospital 
* cme sal Colorado Springs, Colorado 950 tea ff em nay 
Burlington, Iowa St. Anthony’s Hospital Sheboygan, Wisconsin 
Sacred H Hospital West 16th & Quitman Streets ‘ 
a Denver 4, Colorado” (pa) 321, Staab: aap 06 Ses, Peansie (ORE 
Fort Madison, Iowa St. Mary’s Hospital Generalate: 1501 S. Layton Boulevard 
St. Joseph’s Hospital 15th and State Streets Milwaukee 15, Wisconsin 
My «gs Emporia, Kenme st. doserh’ s Hospital re 
. . niversity Ave. & avis Streets 
re St, Mary's Hospital Beaver Dam, Wisconsin 





St. Francis Hospital 
1018 S. 13th Street 
Escanaba, Michigan 

St. Mary's Hospital 

Fifth & Fisher Street 
Marquette, Michigan 

St. Joseph-Lloyd Hospital 
1110-10th Avenue 
Menominee, Michigan 


DIRECTORY NUMBER 


1618-15th Street 
Columbus, Nebraska 


St. Francis Hospital 
1310 W. Charles Se. 
Grand Island, Nebraska (s) 


Good Samaritan Hospital 
Central Avenue & 31st Street 
Kearney, Nebraska 


Alverno College 
Pe: artment oO } uaa 
1 S. 39th S 
fo le ES, Wiesniie (s) 


Sacred Heart Sanitarium 
1545 S. Layton Blvd. 


Milwaukee 15, Wisconsin (pn) 
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$22 


52224 


525 


527 Franciscan Sisters of the Poor (S.F.P.) 


St. Mary's Hill Sanitarium 
1445 S. 32nd Street 
Milwaukee 4, Wisconsin 


Waupun Memorial Hospital 
Waupun, Wisconsin 


School Sisters of St. Francis (O.S.F.) 
Founded: 1850 in Austria 
Generalate: Voecklabruck, Austria 


MISSOURI PROVINCE 
Laverna Heights 
Savannah, Mo. 


St. Francis Hospital 
107 E. Howell Street 
Marceline, Missouri 


La Verna Heights 
Retirement Home for Ladies 
Savannah, Missouri 


Sisters of St. Francis of the Congregation 


of Our Lady of Lourdes 

1877 in United States 
Generalate: Assisi Heights 
Rochester, Minnesota 


St. Francis Convalescent Home 
325 King Street 
Denver 19, Colorado 


St. Marys Hospital 

2nd Street, S. W. 

Rochester, Minnesota (s, pn) 

St. James Nursing Home For The Aged 
St. James, Minnesota 


College of St. Teresa 
Department of Nursing 
Winona, Minnesota (s 


Mercy Hospital 
1248 Kinney’s Lane 
Portsmouth, Ohio (s) 


Sisters of St., Francis of the he 
of Our Lady of Lourdes (O.S.F.) 

Founded: 1916 in United States 

Generalate: 6832 Convent Boulevard 

Sylvania, Ohio 


East Carroll Parish Hospital 
Lake Providence, Louisiana 


Madison Parish Hospital 
Tallulah, Louisiana 


Holy Cross Hospital 
4777 E. Outer Drive 
Detroit 34, Michigan 


St. Francis Hospital 
3411 Evaline Street | 
Hamtramck 12, Michigan 


St. Mary's Hospital 
200 S. Silber Street 
North Platte, Nebraska 


Providence Hospital 
1912 Hayes Avenue 
Sandusky, Ohio (s) 


Gill Memorial Hospital 
726 .N. 6th Street 
Steubenville, Ohio 


St. John Hospital 
Becker Heights 
Steubenville, Ohio 


St. Jude Hospital 
1405 North Park 
Brenham, Texas 


St. Joseph’s Hospital 
300 S. Sims Avenue 
Bryan, Texas 


Mercy Hospital 
500 Travis Street 
Liberty, Texas 


Refugio Hospital 
107 Swift Street 
Refugio, Texas 


1845 Aachen, Germany 


Found 
Rome, Italy 


Generalate: 


527a PROVINCE OF ST, CLARE 
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St. Clare Convent 
60 Compton Road 
Cincinnati, Hartwell 15, Ohio 


St. Joseph’s Hospital 
1315 North Eighth Street 
Quincy, Illinois 


St. Mary’s Hospital 
1400 Broadway 
Quincy, Illinois (s) 


Margaret Mary Hospital 
Rosemont Division 
Batesville, Indiana 


Religious Orders in Hospital Service 


St. Margaret's Hospital 
8th & Vermont Streets 
Kansas City, Kansas (s) 


Our Lady of Bellefonte Hospital 
Box 628 
Ashland, Kentucky 


St. Elizabeth’s Hospital 
21st Street & Eastern Avenue 
Covington, Kentucky (s) 


St. Francis Hospital 
1860 Queen City Avenue 
Cincinnati, Ohio (pn) 


St. Mary's Hospital 
816 Betts Street 
Cincinnati 14, Ohio 


St. Anthony's Hospital 
1450 Hawthorne Avenue 
Columbus 3, Ohio (s) 


St. Elizabeth’s Hospital 
49 Hopeland Street 
Dayton, Ohio (s) 


5276 PROVINCE OF ST. ANTHONY 


Mount Alverno Convent 


20 Grand Street 


529 


Founded: 
Generalate: 


Warwick, New York 


St. Mary Hospital 
4th & Willow Avenue 
Hoboken, New Jersey (s) 


St. Francis Hospital 
1 E. Hamilton Place 
Jersey City 2, New Jersey (s) 


St. Michael’s Hospital 
306 High Street 
Newark, New Jersey (s) 


St. Peter's Hospital 
380 Henry Street 
Brooklyn 2, New York 


ipncle Shervier Home & Hospital 
227th Street & Independence Avenue 
New York 63, New York 


St. Sgr Hospital 
525 E. 142nd Street & Brook Avenue 
New York 54, New York 


St. Joseph’s Hospital 
525 East 143rd Street 
New York 54, New York 


St. Clare’s Hospital 
Schenectady, New York 


St. Anthony's Hospital 
Maple Avenue 7 zone Street 
Warwick, New York 


St. Fo met hd Hospital 
8915 Woodhaven Boulevard 
Gocoar L.I., 21, New York 


Se. poancie Hospital 
McBee Blvd. and Vardry Heights 
Greenville, South Carolina 


Sisters of the Sorrowful Mother of the 
Third Order of e eae (S.S.M.) 
1883 in Italy 

Rome, Italy 


a AMERICAN MOTHERHOUSE 


8 N. Teutonia Avenue 


Milwaukee 9, Wisconsin 


ay Family Hospital 
826 N. 8th Street 
Estherville, Iowa 


St. Francis Hospital 
929 N. St. Francis Avenue 
Wichita 14, Kansas 


Mother Frances Rest Home 
401 North Sth Street 
Mankato, Minnesota 

St. Joseph's + Boag 
325 Garden Blvd. 
Mankato, Minnesota 


St. Elizabeth’s Hospital 
Campbell Avenue 
Wabasha, Minnesota 


St. Clare’s Hospital 
St. Francis Avenue 
Denville, New Jersey 


St. Francis erg Resort 
Diamond Spring Road 
Denville, nan lersey 


e. Mary's Hospital 
S. Main & Chisum Streets 
Roswell, New Mexico 


St. Ann's Hospital 
800 East 9th Ave., La Vista Heights 
Truth or Consequences, New Mexico 


St. John’s Hospital 
1923 South Utica Avenue 
Tulsa 4, Oklahoma (s) 


(pn) 


(pn) 


531 


533 


535 


Founded: 
Generalate: St. Mary of the Angels Convent 
1100 Bellevue Avenue 
St. Louis 17, Missouri 


Founded: 
Generalate: 
Milwaukee 7, Wisconsin 


(D.S.F. 
Founded: 
Generalate: 


St. Joseph's Hospital 
611 St. Jose, h's Street 


Marshfield, Wisconsin (s) 
Mercy Hospital 
631 Hazel Street 


Oshkosh, Wisconsin (s) 


St. Mary’s Home for the Aged 
517 Boyd Street 
Oshkosh, Wisconsin 


St. Alphonsus Hospital 
743 N. Montgomery Street 
Port Washington, Wisconsin 


St. Mary's Hospital 
1044 Kabel Avenue 
Rhinelander, Wisconsin 


St. Michael’s Hospital 
313 N. Fremont Street 
Stevens Point, Wisconsin 


Sacred Heart Hospital 
307 E. Washington Avenue 
Tomahawk, Wisconsin 


Sisters of St. Mary of the Third Order 
of St. Francis (S.8.M. 
1872 in United States 


St. Francis Hospital 
12948 Gregory Street 
Blue Island, Illinois 


Arcadia Valley Hospital 
t. Mary of the Ozarks 
Ironton, Missouri 


St. Mary’s Hospital 
505 Bolivar Street 
Jefferson City, Missouri 


St. Mary’s Hospital 
101 Memorial Drive 
Kansas City 8, Missouri 


rt Joseph’s Hospital 
218 Clay Street 
St. Charles, Missouri 


Cardinal Glennon Memorial Hospital for 
hildren 

Grand & Park Avenues 

St. Louis 4, Missouri 


og Desloge Hospital 
13 . Grand Boulevard 
St. Louis 4, Missouri 


St. Mary’s Hospital 
6420 Clayton Road 
St. Louis 17, Missouri 


St. Mary’s Infirmary 
1536 Papin Street 
St. Louis 3, Missouri 


Mt. St. —~ Sespieal 
9101 S. Broadway 
St. Louis 23, Missouri 


St. Eugene Hospital 
North Second Avenue 
Dillon, South Carolina 


St. Mary’s Ringling Hospital 
1208 Oak Street . 
Baraboo, Wisconsin 


St. Mary’s Hospital 
720 S. Brooks Street 
Madison 5, Wisconsin (s) 


Sisters of ie) F ie Order of St. Francis 
of Assisi (O. 
Iso" i United States 

3221 S. Lake Drive 


(s, pn) 


(pn) 


St. Coletta School 
123rd & Wolf Road 
Palos Park, Illinois 


St. Coletta School 


85 Washington St. 
Braintree, Massachusetts 


St. Coletta by the Sea 
Hanover, Massachusetts 
St. Coletta’s School 
Route 3, Box 95 
Jefferson, Wisconsin 

St. Ann’s Infirmary 
3221 South Lake Drive 
Milwaukee 7, Wisconsin 


Daughters of St. Francis of Assisi 


1892 in Hungary 
St. Joseph’s Convent 


Lacon, Illinois 


St Francis Mountain View 
Memorial Hospital 
Mountain View, Missouri 
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54 
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537 Sisters of the Third Order of St. Francis 
of the Holy eng 4 (O.S.F.) 
Founded: 1864 in Germany 
Generalate: Mt. St. Francis 
Dubuque, Iowa 


Xavier Hospital 
Davis Avenue 
Dubuque, Iowa 


Sacred Heart Hospital 
110 Sixth Avenue, N.E. 
Le Mars, Iowa 


539 Sisters of the Third Order of St. Francis 
of the Immaculate Conception of the 
Blessed Virgin Mary (O.S.F.) 

Founded: 1868 in United States 
Generalate: Mt. St. Clare Convent 
Bluff Roads 

Clinton, Iowa 


St. Francis Hospital 
Johnson Street 

Macomb, Illinois 

Mercy Hospital 

610 North Fourth Street 
Burlington, lowa (s) 


St. Francis Hospital 
1901 East Fourth Avenue 
Grinnell, Iowa 


540 Sisters of the Third Order #, St. Francis 
of Penance and Charity (O.S.F.) 


Founded: 1869 in United States 
Generalate: St. Francis Convent 
Tiffin, Ohio 


Lourdes Hospital 
600 N. Fourth Street 
Paducah, Kentucky 


Linton Hospital 
Linton, North Dakota 


St. Francis Home for the Aged 
Tiffin, Ohio 


541 Sisters “. Y 3 » aoe of the Martyr St. 


e 
nea | iS 5 pa 
Generalate: Thuine, Germany 


541a AMERICAN MOTHERHOUSE 
St. Anthony’s Convent 
2120 Central Avenue 
Alton, Illinois 


St. Anthony’s Hospital 
2120 Central Avenue 
Alton, Illinois 


Mother of Good Counsel Home 
6825 Natural Bridge Road 
Normandy 20, Missouri 


543 Sisters of St. Francis of the Mission of 
the Immaculate Virgin (O.S.F.) 
1893 in United States 
Immaculate Conception Mother- 
house 
Jackson Avenue 
Hastings-on-Hudson 6, New York 


St. Mary’s Hospital 

135 South Center Street 

Orange, New Jersey (s) 

St. Francis Hospital 
Poughkeepsie, New York (s) 
St. Agnes Hospital 


North Street 
White Plains, New York 


Founded: 
Generalate: 


545 Sisters of St. Francis of Penance and 
Christian Charity (O.S.F.) 
Founded: 1835 in Holland 
Generalate: Rome, Italy 


545a HOLY NAME PROVINCE 
Christian Charity 
Stella Niagara, = York 


St. Ann’s Hospital For Women, Inc. 
1555 Bryden Road 
Columbus 5, Ohio 


Mount St. Mary Hospital 
Nelsonville, Ohio 


5456 SACRED HEART PROVINCE 
Marycrest Convent 
5200 Federal Boulevard 
Denver 11, Colorado 


St. Joseph’s Hospital 
416 West 11th Street 
Alliance, Nebraska 


St. Joseph’s Hospital 
304 4th Avenue, S.E. 
Minot, North Dakota (s) 


St. Anthony's Hospital 


Second and Adams Street 
O'Neill, Nebraska 


DIRECTORY NUMBER 


Religious Orders in Hospital Service 


St. Mary's Hospital 
24th & Avenue F 
Scottsbluff, Nebraska 


545¢ Sr. FRANCIS PROVINCE 
240 Wilson Avenue 
Sierra Madre, California 


St. Francis Hospital 
3630 Imperial Highway 
Lynwood, California 


Our Lady of Perpetual Help Hospital 
124 South Airport Avenue 
Santa Maria, California 


Sacred Heart Hospital 
900 4th Street 
Havre, Montana 


547 Sisters of St. Francis (O.S.F.) 
Founded: 1907 in United States 
Generalate: St. Francis Convent 
1107 E. Orchard Beach Lane 
Rice Lake, Wisconsin 


St. Joseph’s Hospital 
15 West Newton Street 
Rice Lake, Wisconsin 


548 Sisters of St. Francis of the Immaculate 


Conception (O.S.F.) 
Founded: 1891 in United States 


Generalate: Immaculate Conception Convent 


2408 W. Headwig Avenue 
Peoria 5, Illinois 
St. Joseph’s Home 
833 West Smith Street 
Peoria, Illinois 


549 ic gg Sisters of Calais (O.S.F.) 
Founded: 1854 in France 
Generalate: a France 


549a AMERICAN FOUNDATION 
onroe, Louisiana 
Our Lady of the Lake Hospital 
Baton Rouge, Louisiana (s) 


Our Lady of Lourdes Hospital 
Lafayette, Louisiana 


St. ‘~s Hospital 
P.O. Box 1901 
laa Louisiana 


551 Franciscan Sisters of Christian Charity 
O.S.F. 


Founded: 1869 in United States 
Generalate: Holy Family Convent 
R.F.D. #1 


Manitowoc, Wisconsin 


Memorial Hospital 
430 North Monitor Street 
West Point, Nebraska 


Good Samaritan Hospital 
1247 Ashland Avenue 
Zanesville, Ohio (s) 


St. Paul’s Convent 
509 West Wisconsin Avenue 
Kaukauna, Wisconsin 


Holy Family Hospital 
23rd and Western Avenue 
Manitowoc, Wisconsin (s) 


552 Franciscan oe of the Immaculate Con. 


ception (O. 
Founded: {eek i Germany 
Generalate: Kloster Bonlanden, Germany 


552a NORTH AMERICAN PROVINCE 
Nazareth Convent 
291 West North Street 
Buffalo 1, New York 


Nazareth Nursing Home 
291 West North Street 
Buffalo, New York 


553 Franciscan Sisters of the Immaculate 


Conception (O.S.F.) 
Founded: 1891 in United States 


Generalate: St. Mary of the Angels Convent 


1000 30th Street 
Rock Island, Illinois 


St. Francis Hospital 
Elliot & Prospect 
Kewanee, Illinois 


St. Anthony's Hospital 
767 30th Street 
Rock Island, IIllinois (s) 


St. Joseph’s Indian Hospital 
Keshena, Wisconsin 


555 Franciscan Sisters of the Immaculate Con- 


ception (O.S.F. 
Founded: 1891 in United States 
Generalate: St. Francis Convent 
8th Avenue & 2nd Street 
Little Falls, Minnesota 


556 


(O.S.F. 
Founded: 


Our Lady of Mercy Hospital 
700 Cedar Street 
Alexandria, Minnesota 


St. Francis Hospital 
415 Oak Street, North 
Breckenridge, Minnesota (s) 


St. Gabriel’s Hospital 
S.E. Third Street 
Little Falls, Minnesota (s) 


St. Ansgar’s Hospital 
705 Eleventh Street, North 
Moorhead, Minnesota 


Onamia Hospital, Inc. 
Onamia, Minnesota 


Memorial Hospital, Inc. 
Perham, Minnesota 


St. Michael’s Hospital 
Sauk Centre, Minnesota 


Trinity Memorial Hospital 
5900 South Lake Drive 
Cudahy, Wisconsin 


Memorial Hospital 
Darlington, Wisconsin 


St. Joseph’s Hospital 
825 South Iowa Street 
Dodgeville, Wisconsin 


St. Anthony's Hospital 

1004 North 10th Street 

Milwaukee 3, Wisconsin 

Franciscan Missionary Sisters of the Im- 
maculate Conception of the Third Order 
of the Seraphic Father, St. Francis 


) 
1874 in Mexico City 


Generalate: 653 Huntington Street S. 
San Fernando, California 


557 


Founded: 1889 in United States ( 
Generalate: 


556 


Fou nded : 


Convent of the Franciscan Sisters 
1714 West 6th Street 
Santa Ana, California 


Little Franciscan Sisters of a (p.f.m) 
ee C603) 

Baie St. Paul, P.Q., Canada 

Northern Maine General Hospital 

Eagle Lake, Maine 


Peoples Benevolent Hospital 
ain Street 
Fort Kent, Maine 


Penusioens Missionaries of Mary 


“1877 in India 


Generalate: Rome, Italy 


558a PROVINCE OF ST. FRANCIS OF ASSISI 


225 East 45th St. 


New York 17, New York 


559 


(O.S.F. 
Founded: 
Generalate: 


Convent of Our Lady of the Angels 
St. Michael's, Arizona 


Kateri Tekakwitha 
Medical Dispensary 
St. Michael's, Arizona 


Joseph P. Kennedy Jr. Memorial Hospital 
40-60 Warren Street 

Brighton 35, Massachusetts 

Cardinal Hayes Memorial Home 
Millbrook, New York 

St. Francis Hospital & Sanatorium 


Port Washington Boulevard 
Roslyn, New York 


Franciscan Sisters of the Sacred Heart 


1866 in Germany 
372 N. Broadway 


Joliet, Illinois 


Queen of Angels Hospital 
2301 Bellevue Avenue 
Los Angeles 26, California (s) 


St. Anne’s Maternity Hospital 
155 North Occidental Boulevard 
Los Angeles 26, California 


St. Joseph’s Hospital 
300 Buena Vista Avenue 
San Francisco 17, California (s) 


St. Francis Hospital 
601 E. Micheltorena Street 
Santa Barbara, California 


St. Charles Hospital 
79 North 4th & New York Streets 
Aurora, Illinois (s) 


St. Anthony de Padua Hospital 


2875 West 19th Street 
Chicago 23, Illinois (s) 
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St. Elizabeth's Hospital 
602 Green Street 
Danville, Illinois (s) 


St. Joseph’s Hospital 

277 Jefferson Street 

Elgin, Illinois 

St. Francis Hospital 

1209 South Walnut Avenue 
Freeport, Illinois 


St. Joseph’s Hospital 
372 North Broadway 
Joliet, Llinois (s) 


St. Mary's Hospital 
1015 O'Connor Avenue 
La Salle, Illinois (pn) 


561 Franciscan Sisters, Daughters of the 
, Sacred Hearts of emus and Mary (O.S.F.) 
Foun jed: 1860 in German 
Generalate: Paderborn (Westphalia) , Ger- 


many 


561a PROVINCE OF ST. CLARA 
Our Lady of the Angels Convent 
P.O. Box 166 
Wheaton, Illinois 


Sacred Heart Home 
2315 Sprague Avenue 
Pueblo, Colorado 


St. Francis Hospital 
1407 Independence Avenue 
Waterloo, lowa 


St. Francis Hospital 
825 Good Hope Street 
Cape Girardeau, Missouri 


St. Anthony's Hospital 
3520 Chippewa Street 
St. Louis 18, Missouri 


St. Elizabeth's Hospital 
1506 South Oneida Street 
Appleton, Wisconsin 


St. Joseph's Hospital 
5000 West Chambers Street 
Milwaukee 10, Wisconsin 


St. Michael’s Hospital 
2400 W. Villard Avenue 
Milwaukee 9, Wisconsin 


St. Mary's Hospital 
1526 Grand Avenue 
Racine, Wisconsin 


562 Franciscan Sisters of St. Joseph (F.S.S.J.) 
Founded: 1897 in United States 
Generalate: Immaculate Conception Convent 
Hamburg, New York 


St. Mary's Home 
215 W. Grand Blvd. 
Detroit 16, Michigan 


St. Mary’s Hospital 
1298 St. Marks Avenue 
Brooklyn 13, New York (s) 


St. Joseph Intercommunity Hospital 
2605 Harlem Road 
Cheektowaga 25, New York 


St. Anthony's Home 
5285 South Park Avenue 
Hamburg, New York 


St. Clare’s Manor 
543 Locust Street 
Lockport, New York 


Ozanam Home 
2240 South Moorland Drive 
Waukesha 14, Wisconsin 


$63 Franciscan Sisters of Blessed Kunegunda 
O.S.F 


Founded: 1894 in United Srates 
Generalate: 2649 N. Hamlin Avenue 
Chicago, Illinois 
St. Joseph’s Home for the Aged 
2650 North Ridgeway Avenue 
Chicago 47, Illinois 


St. Anthony's Convalescent Home 
R. R. 1, Box 262 
Crown Point, Indiana 


Atkinson Memorial Hospital 
Atkinson, Nebraska 


Alvernia Rest Home 
6765 State Road 
Cleveland 34, Ohio 


Madonna Hall (Home for Aged Women) 
1906 East 82nd Street 
Cleveland 3, Ohio 


St. Joseph Home for the Aged 


6431 Woodland Avenue 
Cleveland 4, Ohio 
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Mother of Grace Hospital 
Gregory, South Dakota 


St. John’s Hospital 
4th & Iowa 
Huron, South Dakota (s) 


St. Anthony’s Hospital 
Martin, South Dakota 


565 Franciscan Sisters of Perpetual Adora- 

tion (F.S.P.A 

Founded: 1849 i in United States 

Generalate: St. Rose Convent 

Oth & Market Streets 

La Crosse, Wisconsin 
Lost Rivers Hospital 
Arco, Idaho 


Sacred Heart Hospital 
Boulevard Avenue 
Idaho Falls, Idaho (pn) 


St. Anthony Hospital 
South Clark Street 
Carroll, Iowa (pn) 


St. Joseph’s Memorial Hospital 
Hillsboro, Wisconsin 


St. Francis Hospital 
1020 Market Street 
La Crosse, Wisconsin (s) 


Villa St. Joseph 
R. R. No. 1 
La Crosse, Wisconsin 


St. Mary's Hospital 
Main and K Streets 
Sparta, Wisconsin 


567 Third Brendens Order of Minor Con- 
ventuals (O.S.F.) 
Founded: 1860 in United States 
Generalate: St. Anthony’s Convent 
1024 Court 
Syracuse 8, New York 


Mercy Hospital 
100 Thornton Avenue 
Auburn, New York 


St. Joseph’s Hospital 
301 Prospect Avenue 
Syracuse 3, New York (s) 


St. Elizabeth Hospital 
2209 Genesee Street 
Utica 3, New York (s) 


567a COMMISSARIAT OF HAWAII 
Generalate: Honolulu, Hawaii 


Kalaupapa General Hospital 
Kalaupapa (Molokai), Hawaii 


St. Francis Hospital 
2260 Liliha Street 
Honolulu, Hawaii (s) 


569 Sisters of St. Joseph of the Third Order 
of Se. Francis (S.S.J.) 
Founded: 1901 in United States 
Generalate: 107 S. Greenlawn Avenue 
South Bend, kndiana 


569a PROVINCE OF ST. JOSEPH 
St. Joseph’s Convent 
Maria Drive 
Stevens Point, Wisconsin 


Divine Infant Hospital 
303 Brotherton Street 
Wakefield, Michigan 


River Pines Sanatorium 
Stevens Point, Wisconsin 


569b PROVINCE OF IMMACULATE CONCEP- 
TION 


Immaculata Convent 
5531 S. Karlov Avenue 
Chicago 29, Illinois 


St. Joseph Hospital 
Cheyenne Wells, Colorado 


Sacred Heart Hospital 
Loup City, Nebraska 


569c PROVINCE OF CLEVELAND 
Marymount Convent 
12215 Granger Road 
Garfield Heights 25, Ohio 


St. Joseph’s Hospital 
2806 12th St. 
Meridian, Mississippi 


Marymount Hospital 
12300 McCracken Road 
Garfield Heights 25, Ohio (pn) 


603 Sisters of Charity of the Conese Hospital 
of Montreal (s.g.m.) (See C707) 
Founded: 1737 in ae 
Generalate: 1190 Rue Guy 
Montreal, Quebec, Canada 


6034 PROVINCE OF ST. JOSEPH 
10 Pelham Rd. 
Lexington, Massachusetts 


Holy Ghost Hospital 
1575 Cambridge Street 
Cambridge 38, Massachusetts (pn) 


Protectory of Mary Immaculate 
189 Maple Street 
Lawrence, Massachusetts 


St. Joseph’s Hospital 
170 Kingsley Street 
Nashua, New Hampshire (s) 


St. Peter’s General Hospital 
Easton Avenue 
New Brunswick, New Jersey (s) 


St. Vincent’s Hospital 
2213 Cherry Street 
Toledo 8, Ohio (s) 


604_ Sisters of Charity of Quebec (s.c.q.) 
Founded: 1849 in Canada 
Generalate: 5 Rue St. Olivier 
Quebec, Quebec, Canada 


604a PROVINCE OF St. JOSEPH (Sce C71 1a) 
2915 Avenue de l’Orphelinat 
Giffard, Quebec, Canada 


Sacred Heart Home 
359 Summer Street 
New Bedford, Massachusetts 


605 Society of Sisters of Charity 
(s.g.s.h.) (See C705) 
Founded: 1840 in Canada 
Generalate: Hotel Dieu St. Hyacinthe 
10 Rue Dessaulles 
St. Hyacinthe, Quebec, Canada 


Marcotte Home 
146-152 Campus Avenue 
Lewiston, Maine 


St. Mary’s General Hospital 
45 Golder Street 
Lewiston, Maine (s) 


St. Louis Hospital 
324 School Street 
Berlin, New Hampshire (s) 


Notre Dame de yo Hospital 
337 Notre Dame Avenue 
Manchester, New Hampshire (s) 


Hospice . Spe 
Mendon R: 
North Smnichfeld, Rhode Island 


607 The Grey Nuns of the Cross of Ottawa 
(s.g.c.) (See C701) 
Founded: 1845 in Canada 
Generalate: 9 Brutere Street 
Ottawa, Ontario, Canada 


607a UNITED STATES PROVINCE 
25 Fairmount Street 
Lowell, Massachusetts 


D’Youville Manor Nursing Home 
981 Varnum Avenue 
Lowell, Massachusetts 


& St. Joseph’s Hospital 
832 Merrimack Street 
Lowell, Massachusetts (s) 


609 Grey Nuns of the Sacred Heart 
G.N.S.H.) 


Founded: 1738 in Canada 
Generalate: 7500 West Avenue 
Melrose Park, Philadelphia, Pa. 


D’Youville College 
School of Nursing 
320 Porter Avenue 
Buffalo 1, New York (s) 


A. B. Hepburn Hospital 
214 King Street 
Ogdensburg, New York (s) 
Champlain Valley Hospital 
Rugar Street 
Plattsburg, New York (s) 
Griffin Memorial Hospital 
Box A—11 
Kodiak, Alaska 
701 Poor Handmaids of Jesus Christ 
(P.H.J.C. 
Founded: 
Generalate: 


1851 in Germany 
Dernback, Germany 


701a ANCILLA DOMINI PROVINCE 
Convent Ancilla Domini 
Donaldson, Indiana 


St. Anne’s Hospital 


4950 Thomas Street 
Chicago 51, Illinois (s) 
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St. Elizabeth’s Hospital 
1431 North Claremont Avenue 
Chicago 22, Illinois (s) 


St. Mary’s Hospital 
129 North 8th Street 
East St. Louis, Illinois 


St. Vincent’s Home for the Aged 
1340 N. Tenth Street 
Quincy, Illinois 


St. Catherine’s Hospital 
4321 Fir Street — 
East Chicago, Indiana 


St. Josepn’s Hospital 
Broadway and West Berry 
Fort Wayne 2, Indiana (s) 


St. Mary's Mercy Hospital 
Gary, Indiana (s) 
Holy Family Hospital 
205 E. Street 

La Porte, Indiana 


St. Joseph's Hospital 
215 West 4th Street 
Mishawaka, Indiana 


Loretto Hospital 
1515 North 5th Street 
New Ulm, Minnesota 


St. Joseph’s Hospital 

300 East Front Street 
Ashland, Wisconsin 

St. Mary’s Hospital 

Broadway and Clough Avenue 
Superior, Wisconsin 


703 Society of the Helpers of the Holy Souls 
A 


(S.A.) 
Founded: 
Generalate: 


1856 in France 
Paris, France 


703a PROVINCE OF THE UNITED STATES 
303 Barry Avenue 
Chicago 14, Illinois 


Convent of the Helpers of the Holy Souls 
204 Haight Street 
San Francisco 2, California 


Convent of the Helpers of the Holy Souls 
303 West Barry Avenue 
Chicago 14, Illinois 


Convent of the Helpers of the Holy Souls 
4012 Washington Blvd. 
St. Louis 8, Missouri 


Convent of the Helpers of the Holy Souls 
112-118 East 86th Street 
New York 28, New York 


705 Sisters of the Holy Cross (C.S.C.) 
Founded: 1841 in France 
Generalate: St. Mary’s Convent 
Notre Dame, Indiana 


70Sa EASTERN PROVINCE 
St. Angela Hall 
10701 Rockville Pike 
Rockville, Maryland 


Hawkes Hospital of Mt. Carmel 
793 West State Street 
Columbus 8, Ohio (s) 


7056 _ MIDWEST PROVINCE 
1113 E. Jefferson Blvd. 
South Bend 17, Indiana 


St. Mary’s Hospital 
2020 Cedar Street 
Cairo, Illinois 


Our Saviour’s Hospital 
446 East State Street 
Jacksonville, Illinois 


St. John’s Hickey Memorial Hospital 
127 West 19th Street 
Anderson, Indiana 


Holy Cross Central School of Nursing 
410 N. Notre Dame Ave. 
South Bend 22, Indiana (s) 


St. Mary's College 
Department of Nursing 
Notre Dame P.O. 

Notre Dame, Indiana (s) 


St. Joseph Hospital 
811 East Madison Street 
South Bend 22, Indiana 


705¢ WESTERN PROVINCE 
The Provincial House 
St. Mary-of-the-Wasatch 
Salt Lake City 8, Utah 


St. Agnes Hospital 


530 West Floradora Avenue 
Fresno 5, California 


DIRECTORY NUMBER 
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St. Alphonsus Hospital 
506 North Fifth Street 
Boise, Idaho (s) 


Holy Cross Hospital 
1045 East First South Street 
Salt Lake City 2, Utah (s) 


707 Daughters of the Holy Ghost (F.S.E.) 
Founded: 1706 in France 
Generalate: Brittany, France 


7072 AMERICAN PROVINCE 
Church Street, 
Putnam, Connecticut 


Holy Ghost Convent 
50 Pequonnock St. 
Bridgeport, Connecticut 


Holy Ghost Convalescent Hospital 
Uncasville, Connecticut 


Convent of the Holy Ghost 
194 Second Street 
Fall River, Massachusetts 


St. Clare Home 
301 Spring Street 
Newport, Rhode Island 


Holy Ghost Convent 
206 Walcott Street 
Pawtucket, Rhode Island 


Holy Ghost Convent 
18 Parkis Avenue 
Providence 3, Rhode Island 


708_ Sisters of the Holy Ghost ‘c H.G.) 
ounded: United States in 1913 
Generalate: 5246 Clarwin Avenue 
West View 
Pittsburgh 29, Pennsylvania 


King’s Daughters’ Hospital 
Martinsburg, West Virginia (s) 


709 Missionary 7, Servants of the 
Holy Spirit (S.Sp.S.) 
1889 in Holland 
Rome, Italy 


Founded: 
Generalate: 


709a AMERICAN MOTHERHOUSE 
Convent of the Holy Spirit 
Techny, [Illinois 


St. Ann’s Home for the Aged 
Waukegan Road 
Techny, Illinois 


St. Ann’s Infirmary 
Waukegan Road 
Techny, Illinois 


St. Therese’s Hospital 
West Washington Street 
Waukegan, Illinois (s) 


St. Joseph’s Hospital 
308 North Maple Avenue 
New Hampton, Iowa 


Sacred Heart Home 
5801 Queens Chapel Road 
Hyattsville, Maryland 


St. Mary’s Hospital 
1301 North Main Street 
Watertown, Wisconsin 


711 Missionary Sisters of the Immaculate 
Conception of the Mother of God 
(Immaculata Sisters) (S.M.I.C.) 

Founded: 1910 in Brazil 
Generalate: Middleville, New Jersey 


Holy Family Residence 
New Street, Box 1858 
Paterson 18, New Jersey 
Holy Cross Hospital 
2600 East 19th Street 
Austin, Texas 

St. Elizabeth’s Hospital 
4514 Lyons Avenue 
Houston 20, Texas 


713 Sisters of the Holy Family of Nazareth 
(C.S.F. 
Founded: 

Generalate: 


-) 
1875 in Italy 
Rome, Italy 


713a SACRED HEART PROVINCE 
Des Plaines, Illinois 


> Mary of Nazareth Hospital 
1120 North Leavitt Street 
Chicago 22, Illinois (s) 


St. Joseph Hospital 
212 Locust Street — 
Clayton, New Mexico 


Holy Cross Hospital 
Santa Fe Road 
Taos, New Mexico 


Berge ay ital 
N. Street 
Micenai Wells Texas 


Mother Frances Hospital 
825 East Houston Street 


Tyler, Texas (pn) 


Christ the King Hospital 
2006 Pease Street 
Vernon, Texas 


Bethania Hospital 
1600 Eleventh Street 
Wichita Falls, Texas (pn) 
713b Sr. JOSEPH’s PROVINCE 
285 Bellevue Road 
Pittsburgh 29, Pennsylvania 


ae Hospital 
601 8th Avenue 
pl Pennsylvania (s) 


Holy Family Institute 
201-263 Ohio River Boulevard 
Emsworth, Pittsburgh 2, Pennsylvania 


Ohio Valley General Hospital 
Heckel Road 
McKee’s Rocks, Pennsylvania (s) 


713d IMMACULATE CONCEPTION PROVINCE 
Grant and Frankford Avenues 
Torresdale, Philadelphia 14, Pa. 


Nazareth Hospital 
8050 Holme Avenue 
Philadelphia 15, Pennsylvania 


715 Daughters of the Most Holy Redeemer 
(D.M.H.R.) 
Founded: 


1849 in Germany 
Generalate: 


Wuerzburg, Germany 


715a UNITED STATES PROVINCE 
Most Holy Redeemer Convent 
Meadowbrook, Pennsylvania 


* Joseph’s Hospice 
23 North Second Street 
dh Pennsylvania 


Holy Redeemer Hospital, Inc. 
1648 Huntingdon Pike 
Meadowbrook, Pennsylvania 


St. Joseph’s Manor 
1616 Huntingdon Pike 
Meadowbrook, Pennsylvania 


Convent of the Daughters of the Most 
Holy Redeemer 

4425 North Fifth Street 
Philadelphia, Pennsylvania 


Drueding Infirmary 
Lawrence and Master Streets 
Philadelphia, Pennsy!vania 


801 Sisters of Charity of the Incarnate Word 
(C.C.V.I 


Founded: | 1866 in France 
Generalate: Villa De Matel 
6510 Lawndale Avenue 
Houston 3, Texas 


St. Michael’s Hospital 
315 East Fifth Street 
Texarkana, Arkansas 


St. Bernardine’s Hospital 
2101 Waterman Avenue 
San Bernardino, California 


St. Mary’s Long Beach Hospital 
509 East 10th Street 
Long Beach 13, California 


St. Francis Cabrini Hospital 
Alexandria, Louisiana 


St. Patrick’s Hospital 
524 South Ryan Street 
Lake Charles, Louisiana 


St. Charles Legion Memorial Hospital 
Box 344 
Newellton, Louisiana 


T. E. Schumpert Memorial Sanitarium 
941 Margaret Place 
Shreveport 15, Louisiana. 


Hotel Dieu 
1425 Sabine Pass Avenue 
Beaumont, Texas (s) 


San Jose Clinic 
301 Hamilton 
Houston 2, Texas 


St. Therese Hospital 
1105 Broadway 
Beaumont, Texas 


St. Edward’s Rischar Memorial Hospital 
912 North Crockett 
Cameron, Texas 


St. Mary's Infirmary 


715 Market Street 
Galveston, Texas (s) 








St. Joseph’s Hospital 
1910 Crawford Street 
Houston 2, Texas 


St. Mary’s Gates Memorial Hospital 
1931 9th Avenue 
Port Arthur, Texas 


803 Sisters of Charity of the Incarnate Word 
(CVI 


Founded: 1869 in United States 
Generalate: San Antonio, Texas 


803b SAN ANTONIO PROVINCE 
Incarnate Word Convent 
4515 Broadway 
San Antonio 9, Texas 


Spohn Hospital 
1436 Third Street 
Corpus Christi, Texas (s) 


St. Joseph’s Hospital 
1401 South Main Street 
Fort Worth 4, Texas (s, pn) 


St. John’s Hospital 
2018 Pulliam Street 
San Angelo, Texas 


Incarnate Word College 
Division of Nursing 

4301 Broadway 

San Antonio 9, Texas (s) 


Santa Rosa Hospital 
745 West Houston Street 
San Antonia 7, Texas (pn) 


Ms St. LOUIS PROVINCE 
2800 Normandy Drive 
St. Louis 21, Missouri 


Incarnate Word Hospital 
1640 South Grand Boulevard 
St. Louis 4, Missouri 


St. Mary's Infirmary 
628 East Creek Street 
McAlester, Oklahoma 


St. Anthony's ‘Hospita 
711 North Polk Set, ‘wa 2540 
Amarillo, Texas 


St. Joseph's er 
820 Clarksville Street 
Paris, Texas (pn) 


809 Sisters of the Incarnate Word and 
Blessed Sacrament (1.W.B.S.) 
Founded: 1625 in France 
Generalate: 105 W. Church Street 
Victoria, Texas 


Burns Hospital 
1102 North Gonzales 
Cuero, Texas (pn) 


Mercy Hospital 
Whitfield Heights 
Jourdanton, Texas 


Huth Memorial Hospital 
303 Hubbard Street 
Yoakum, Texas (pn) 


900 Daughters of Jesus (F.J.) 
(See C1001) 
Founded: 1824 in France 
Generalate: Kenmaria, France 


9004 WESTERN CANADIAN PROVINCE 
(See C1001a) 
Edmonton, Alberta, Canada 
St. Joseph's Hospital 


211 South High Street 
Lewistown, Montana (pn) 


901 Congregation of the Infant Jesus—Nurs- 


ing Sisters of the Sick Poor (C.1.J.) 
Founded: 1835 in France 
} sce sal 439 Henry Street 
Brooklyn, New York 


Convent of the Infant Jesus 
439 Henry Street 
Brooklyn 31, New York 


Convent of St. Francis de Sales 
218 76th Street 
Brooklyn 9, New York 


St. Anthony's Convent 
Fulton Ave. 
Hempstead (East Meadow), New York 


Our Lady of Victory Convent 
8654 Midland Parkway 
Jamaica 32, New York 


Convent of St. Joseph 
38-20 29th Street 
Long Island City 1, New York 


Sacred Heart Convent 
30 Brinkerhoff Lane 
Manhasset, New York 


Mercy Hospital 


North Village Avenue 
Rockville Centre, New York 
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902 Congregation of the Holy Infancy of 


esus 
Founded: 1855 in Germany 
Generalate: Wuerzberg, Germany 


9024 COMMISSARIAT OF TRENTON 
Villa Maria 
Plainfield, New Jersey 


Villa Maria Sanitarium 
641 Somerset Street 
North Plainfield, New Jersey 


St. Elizabeth’s Nursing Home 
Yardville, New Jersey 


907 Religious Hospitallers of St. Joseph 
(R.H.S.J. (See C1021) 
Founded: 1659 in Canada 


Generalate: 251 Ouest Ave-des-Pins 
Montreal, Quebec, Canada 


oun? PROVINCE OF VILLE MARIE 
St. Catherine Road 
tals Quebec, Canada 


Notre Dame Hospital 
Pool Road 
Biddleford, Maine 


DeGoesbriand Memorial Hospital, Inc. 
Pearl & Prospect Streets 
Burlington, Vermont (s) 


Fanny Allen Hospital 
College Parkway 
Winooski, Vermont (pn) 


907c PROVINCE OF ST JOSEPH (See C1021c) 
Kingston, Ontario, Canada 


St. Bernard’s Hospital 
6337 South Harvard Avenue 
Chicago 21, Illinois (s) 


St. George’s Hospital 
449 Winneconna Parkway 
Chicago 20, Illinois 


Hotel Dieu Hospital 
1224 South 4th Street 
Polson, Montana 


Langlade County Memorial Hospital 
112 East 5th Avenue 
Antigo, Wisconsin 


St. Joseph’s Hospital 
1032 East Summer Street 
Hartford, Wisconsin 


Comniunity Hospital 
Hotel Dieu of St. Joseph 
1405 Mills Street 

New London, Wisconsin 


911 _ Sisters of St. Joseph (S.S.J.) 
Generalate: St. Joseph Convent 
Baden, Pennsylvania 


St. Joseph’s Hospital 
2117 Carson Street 
Pittsburgh 3, Pennsylvania (s) 


913 Sisters of St. Joseph (C.S.J.) 
Founded: 4873 in United States 
Generalate: 303 Adams Street 
Milton 86, Massachusetts 


Bethany Convent Infirmary 
Bethany Roa 
Framingham, Massachusetts 


915 _ Sisters of St. Joseph—Brooklyn (C.S.J.) 
Generalate: St. Joseph’s Convent 
Brentwood, Long Island, N.Y. 


St. Joseph’s Hospital 
327 Beach 19th Street 
Far Rockaway, New York 


St. John’s Long Island Hospital 
2501 Jackson Avenue 
Long Island City 1, New York (s) 


917 _ Sisters of St. Joseph (S.S.J.) 
Generalate: Mt. St. Joseph Academy 
2064 Main Street 
Buffalo 8, New York 


Our Lady of thie yal Hospital 
800 Ridge Road 
Lackawanna 18, New York 


918 Sisters of St. Joseph of Cluny (S.J.C.) 
Founded: 1807 in France 
Generalate: Paris, France 


918a AMERICAN NOVITIATE 
Mary Immaculate Queen Novitiate 
Brenton Road 
Newport, Rhode Island 


Stella Maris Rest Home 
91 Washington Street 
Newport, Rhode Island 


919 Sisters “ St. Joseph—Chambery (C.S.S.J.) 
Founded: 1650 in France 
ie Rome, Italy 


91942 NORTH AMERICAN PROVINCE 
Convent of Mary Immaculate 
27 Park Road 
West Hartford 5, Connecticut 


St. Francis Hospital 
114 Woodland Street 
Hartford 5, Connecticut (s) 


St. Joseph’s Hospital 
128 Strawberry Hill Avenue 
Stamford, Connecticut 


St. Mary’s Hospital 
56 Franklin Street 
Waterbury 15, Connecticut (s) 


920 Sisters of St. Joseph 
Founded: 1650 in France 
Generalate: Lyons, France 


920a_ MAINE PROVINCE 
277 Minot Avenue 
Auburn, Maine 
Murtha Memorial Hospital 
Jackman Station, Maine 


921 Sisters of St. Joseph of Concordia 


Founded: 1836 in United States 
Generalate: Nazareth Convent 
13th & Washington Streets 
Concordia, Kansas 


St. Joseph’s Hospital 
1005 Julien Street 
Belvidere, Illinois 


Rawlins County Hospital 
Acwood, Kansas 


St. Joseph’s Hospital 
11th Street & 3rd Avenue 
Concordia, Kansas 


The Saint Mary Hospital 
11th & Osage Streets 
Manhattan, Kansas 


St. Anthony’s Murdock Memorial Hospital 
South 14th Street 
Sabetha, Kansas 


Marymount College 

Division of Nursing 

East Iron Avenue 

Salina, Kansas (ne) 


St. John’s Hospital 
149 North Penn Street 
Salina, Kansas (s) 


Seneca Hospital 
6th & Nemaha Streets 
Seneca, Kansas 


The A om Joseph Hospital 
1901 Grandview Avenue 
El Paso, Texas 


923 Sisters of St. Joseph (S.S.J.) 
Generalate: Nazareth Convent 
Nazareth, Michigan 


Lee Memorial Hospital 
420 W. High Street 
Dowagiac, Michigan 


St. John Hospital 
22101 Moross Road 
‘ Detroit 36, Michigan 


St. Joseph’s Hospital 
302 Kensington Avenue 
Flint 2, Michigan (s) 


Borgess Hospital 
1521 Gull Road 
Kalamazoo 17, Michigan (s) 


Mercy Hospital 
718 North Macomb Street 
Monree, Michigan 


Nazareth College 
Nazareth, Michigan 


Tawas i Joseph Hospital 
Box 5 
| vd _ Michigan 


925 Sisters of St. Joseph—Northwestern 
Pennsylvania (S. 
Generalate: Villa Maria College 
West 8th Street 
Erie, Pennsylvania 


St. Mary’s Geriatric Hospital 
607 East 26th Street 
Erie, Pennsylvania 


St. Vincent’s Hospital 

24th & Sassafras Streets 

Erie, Pennsylvania (s) 
Villia Maria College of Erie 
Division of Nursing 

829 West 8th Street 

Erie, Pennsylvania (s) 
Spencer Hospital 

470 Pine Street 

Meadville, Pennsylvania (s) 
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926 Sisters of St. Joseph (C.S.J.) 
Generalate: Sydney, Australia 


Parks Victory Memorial Hospital 
2100 Jefferson Street 
Napa, California 


927 Sisters of St. Joseph of Orange (C.S.J.) 


Generalate: Nazareth Convent 
380 S. Batavina Street 
Orange, California 


Trinity Hospital 
1350 C Street 
Arcata, California 


Redwood Memorial Hospital 
Renner Drive 
Fortuna, California 


St. Joseph Mogiet 
2700 Dolbeer Street 
Eureka, California 


St. Jude Hospital 
2000 North Fullerton Road 
Fullerton, California 


Santa Maria Convalescent Home 
201 East Amerige Street 
Fullerton, California 


St. Joseph’s Hospital 
Orange, California 


St. Luke’s Hospital 
2632 East Washington Street 
Pasadena 8, California 


Santa Rosa Memorial Hospital 
1165 Montgomery Drive 
Santa Rosa, California 


Santa Anita Hospital 
Lake Arrowhead, California 


St. Mary of the Plains 
2605 19th Street 
Lubbock, Texas 


929 Sisters of St. Joseph (S.S.J.) 
Founded: 1650 in France 
Generalate: Me. St. Joseph 
Chestnut Hill 
Philadelphia 18, Pennsylvania 


St. Jose yw s Villa 
Laurel Avenue 
Cheltenham, Pennsylvania 


Mount St. Joseph Infirmary 
Chestnut Hill 
Philadelphia 18, Pennsylvania 


931 Sisters of St. Joseph (S.S.J.) 
Generalate: Brighton Station 
Rochester 10, New York 


Good Samaritan Hospital 
1107 Voeglin Street 
Selma, Alabama (pn) 


St. Joseph's Hospital 
555 East Market Street 
Elmira, New York (s) 


Nazareth oon. ’ 
Department of Nursing 

4245 East Avenue 

Rochester 10, New York (s) 


Nazareth Convent 
East Avenue 
Rochester 10, New York 


St. Ann’s Home for the Aged 
1971 Lake Avenue 
Rochester 15, New York 


St. Joseph’s Villa 


3300 Dewey Avenue 
Rochester 16, New York 


933 Sisters of A pee (C.S.J.) 
Founded: nited States 
Generalate: Pts E. 2nd Street 
Superior, Wisconsin 

Holy Family Hospital 
page Richmond, Wisconsin 
oseph’s Hospital 
se Street and Susquehanna Avenue 
Superior, Wisconsin 

935 Sisters of St. free (ES,J.) 

ie oa St. Joseph’s Convent 


Tipton, Indiana 


Mercy Hospital 
1331 South A Street 
Elwood, Indiana 


Se. pogh Memorial Hospital 
1807 West Sycamore Street 
Kokomo, Indiana 


Samaritan Home 
513 East Vaile Avenue 
Kokomo, Indiana 


Villa Maria 
Kokomo, Indiana 
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St. Charles Hospital 
350 Franklin Avenue 
Bend, Oregon 


937 _ Sisters of St. Joseph (S.S.J.) 
Generalate: St. Joseph’s Convent 
Mount St. Joseph R. 

Wheeling, West Virginia 


St. Francis Hospital 
333 mmo Street 
Charleston 1, West Virginia (s) 


St. Mary’s Hospital 
464-468 Washington Avenue 
oe West Virginia (s) 


oseph’s Hospital 
$e & Murdock Avenues 
Parkersburg, West Virginia (s) 


Wheeling Hospital 
109 Main Street 
Wheeling, West Virginia (s) 


939 _ Sisters of St. ag (C.S.J.) 
Generalate: Mt. St. Mary’s Convent 
3700 E. Lincoln Street 
Wichita, Kansas 


St. Joseph’s Hospital 
Del Norte, Colorado 


St. Anthony's Hospital 
1800 Central Avenue 
Dodge City, Kansas 


St. Mary of the Plains College 
Department of Nursing 

240 San Jose Drive 

Dodge City, Kansas (ne) 


Ellinwood District Hospital 
605 N. Main St. 
Ellinwood, Kansas 


Halstead Hospital 
328 Poplar Street 
Halstead, Kansas (s) 


Mount Carmel Hospital 

30th & Michigan 

Pittsburg, Kansas (s) 

Pratt County Hospital 

3rd and Commodore 

Pratt, Kansas 

bg a Joseph Hospital (s) 
nit 

1102 West Douglas Street 

Wichita 18, Kansas 


Unit 2 

3400 Grand Avenue 

Wichita 17, Kansas 

Bob bein Memorial—Grant County 


Hospita 
Ulysses, Kansas 


Ponca City Hospital 
14th & Virginia Avenue 
Ponca City, Oklahoma (s) 


941 Sisters of St. Joseph of Carondelet 


(C.S.J. 
Founded: 1650 in France 
Generalate: St. Louis (Frontenac), Missouri 


9414 PROVINCE OF LOS ANGELES 
St. Mary’s Provincialate 
11999 Chalon Road 
Los Angeles 49, California 


St. Mary’s Hospital 
P.O. Box 56 . 

St. Mary’s Road & Silver Bell Avenue 
Tucson, Arizona (s) 


Daniel Freeman Memorial Hospital 
333 North Prairie Avenue 
Inglewood 1, California 


Mount St. Mary’s College 
Department of Nursing 

12001 Chalon Road 

Los Angeles 49, California (s) 


St. Joseph’s Hospital 
415 Sixth Street 
Lewiston, Idaho (pn) 


Our Lady of Lourdes Hospital 
Fourth & Park Streets 
Pasco, Washington 


941b PROVINCE OF Sr. LOUIS 
6400 Minnesota 
St. Louis 11, Missouri 


St. Joseph’s Hospital & Medical Center 
200-210 Michigan 
Hancock, Michigan (s) 


College of St. Teresa 
Segway of Nursing 
0 Main Street 
Kansas City 13, Missouri (s) 


St. Joseph’s Hospital 
2510 East Linwood Boulevard 
Kansas City 28, Missouri 


St. Joseph’s Hospital 
525 Couch Avenue 
Kirkwood 22, Missouri 


941e PROVINCE OF ST. PAUL 
St. Joseph’s Provincial House 
1890 Randolph Street 
St. Paul 2, Minnesota 


St. Mary's Hospital 
2414 South 7th Street 
Minneapolis 6, Minnesota (s) 


Gollens of St. Catherine 
Depesenens of Nursing 
004 Randolph Street 
Fs Paul 1, Minnesota (s) 


St. Joseph’s Hospital 
69 West Exchange Street 
St. Paul 2, Minnesota 


St. John’s Hospital 
365 Gth Street South 
Fargo, North Dakota 


St. Michael’s Hospital 
501 Columbia Road 
Grand Forks, North Dakota (s) 


Trinity Hospital 
701 3rd Avenue, South 
Jamestown, North Dakota 


7a Ehren c og OF TROY 
os page: moll s Seminary 
T° York 


St. Mary’s Hospital 
47 Guy Park Avenue 
Amsterdam, New York (s) 


94le PROVINCE OF AUGUSTA 
Mt. St. Joseph Convent 
2542 Belleview Avenue 
Augusta, Georgia 


St. Joseph’s Hospital 
Augusta, Georgia 


10 ds i in England 
Generalate: Mt. St. Joseph 
Glendola Road 

Spring Lake, New Jersey 


9434 OUR LADY’S PROVINCE (See C1040a) 
t. St. Mary's 
1655 Killarney Way 
Bellevue, Washington 


Sacred Heart General Hospital 
751 East 12th Avenue 
Eugene, Oregon (s) 


St. Joseph’s General Hospital 
255 North Forest Street 
Bellingham, Washington (s) 


St. John’s Hospital 
15th & Douglas Streets 
Longview, Washington 


St. Anthony's Hospital 
Washington Street 
Wenatchee, Washington 


Ketchikan General Hospital 
347 Bawden Street 
Ketchikan, Alaska 


943b St. JOSEPH’S PROVINCE 
St. Michael's Villa 
Englewood, New Jersey 


St. James Hospital 
142 Jefferson Street 
Newark 5, New Jersey 


Holy Name Hospital 
178 Teaneck Road 
Teaneck, New Jersey (s) 


St. Luke’s Hospital 
George & Broad Streets 
New Bern, North Carolina 


950 ro of St. Joseph of St. Augustine 


Generalate: St. Augustine, Florida 
Mercy Hospital 

3663 South Miami Avenue 
Miami 45, Florida 


955_ Sisters of St. Joseph (C.S.J.) 
Founded: 1650 in France 
Generalate: Bourg, France 


955a CROOKSTON PROVINCE 
Crookston, Minnesota 


Trinity Hospital 
Baudette, Minnesota 

St. Joseph’s Hospital 
600 Pleasant Avenue 
Park Rapids, Minnesota 
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9556 NEW ORLEANS PROVINCE 
1200 Mirabeau Avenue 
New Orleans, Louisiana 


Terrebonne General Hospital 
Houma, Louisiana 


Sisters of St. Joseph Hospital 
166 East Main Street 
New Roads, Louisiana 


1001 Sisters of Charity of Leavenworth 


($.C.L.) 
Founded: 1858 in United States 
Generalate: Xavier, Kansas 


St. John's Hospital 
1328 22nd Street . 
Santa Monica, California 


St. Joseph’s Hospital 
1818 Humboldt Street 
Denver 6, Colorado (s) 


St. Mary's Hospital 
7th and Petterson Road 
Grand Junction, Colorado 


St. Vincent’s Hospital 
Xavier Heights 
Leadville, Colorado 


Providence Hospital 
18th and Barnett Avenue 
Kansas City 2, Kansas (s) 


St. Francis Hospital 

1719 West Sixth Street 

Topeka, Kansas 

St. Mary College 

Department of Nursing Education 
Xavier, Kansas ne 


St. Ann’s Hospital 
600 Oak Street 
Anaconda, Montana 


St. Vincent’s Hospital 
2915-12th Avenue, North 
Billings, Montana 


St. James Community Hospital 
400 South Clark Street 
Butte, Montana 


St. Joseph’s Hospital 
St. Mary and Dixon Streets 
Deer Lodge, Montana 


St. John’s Hospital 
32 South Ewing 
Helena, Montana 


St. Anthony’s Hospital 
8th and Friedman Streets 
Las Vegas, New Mexico 


De Paul Hospital 
Cheyenne, Wyoming 


1101 rts wieret Aw the Holy Cross 
) 


(MLS.C.) (See 
ny 1841 in ota 
Generalate: Le Mans, Sarthe, France 


1101a NEW YORK PROVINCE 
The Great Road 
Princeton, New Jersey 


French Hospital 
530 West 30th Street 
New York 1, New York 


1101b LOUISIANA PROVINCE 
Provincial House 
3500 St. Claude Avenue 
New Orleans, Louisiana 


General Hospital 
Opelousas, Louisiana 


1102 Sie: of St. Martha (C.S.M.) (See 


Founded: 1916 in Canada 
Generalate: Mt. St. Mary's 
Charlottetown, P.E.I., Canada 


Van Buren Community Hospital 
Van Buren, Maine 


1103 Little Comer, of Mary Nursing 
Sisters (L.C.M.) 
Founded: 1877 in England 
Generalate: Rome, Italy 


1103a NOVITIATE FOR AMERICA 
9350 S. California Avenue 
Evergreen Park 42, Illinois 


Little Company of Mary Hospital 
4101 Torrance Boulevard 
Torrance, California 


Little Company of Mary Hospital 
2800 West 95th Street 

Evergreen Park 42, [linois (s) 
Little Company of Mary Hospital 
800 West 9th Street 

Jasper, Indiana 
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Little Company of Mary Hospital & Home 
for the Chronically Ill 

San Pierre, Indiana 

St. Mary's Hospital 

1601 Court Street 

Syracuse 8, New York 


1104 Sisters, Poor Servants of the Mother 
.M.G.) 


of Go 
Founded: In England 
Generalate: M nial, England 


Maryfield Convalescent Home 
High Point, North Carolina 


St. Mary's Hospital 
916 Virginia Avenue 
Norton, Virginia 


1105 Servants of Mary (O.S.M.) 
Founded: 1285 in lee 
Generalate: Convent of Our Lady of the 
Sorrowful Mother 
Ladysmith, Wisconsin 


Addolorata Villa 
McHenry Road 
Wheeling, Illinois 


St. Mary’s Kewaunee Area Memorial 
Hospital ; 
Kewaunee, Wisconsin 


St. Mary’s Hospital 
South Avenue, West 
Ladysmith, Wisconsin 


1106 California Institute of the Sisters of the 
Immaculate Heart of Mary (1.H.M.) 
Founded: 1848 in Spain 
Generalate: 5515 Franklin Avenue 
Hollywood, California 


Sc. Mary Desert Valley Hospital 
Apple Valley, California 


Immaculate Heart Hospital 
315 Alameda St. 
Salinas, California 


1107 Sisters of Mary Mother of God 
Founded: 1952 in United States | 
Generalate: Culver City, California 


Marycrest Manor 
10664 Cranks Road | 
Culver City, California 


1108 Comes of the Holy Humility of Mary 
CH, 


Founded: 1855 in France _ 
Generalate: Convent of the Holy Humility of 
Mary 

Ottumwa, Iowa 


St. Joseph’s Hospital 
1600 North Ash Street 
Ottumwa, Iowa (s) 


1109 Sisters of the Holy Humility of Mary 
(H.H.M.) 


Founded: 1855 in France 
Generalate: Villa Marie Convent 
Villa Maria, Pennsylvania 


Rosemary Johanna Graselli Home 
19350 Euclid Avenue 
Euclid (Cleveland) 17, Ohio 


St. Joseph’s Hospital 
Broadway & 20th Street 
Lorain, Ohio (pn) 


St. Joseph’s Riverside Hospital 
1400 Tod Avenue, N.W. 
Warren, Ohio 


St. Elizabeth’s Hospital 
1044 Belmont Avenue 
Youngstown 4, Ohio (s) 


1110 Sisters, Daughters of Mary of the 
Immaculate Conception 
Generalate: Convent Heights 
New Britain, Connecticut 


Sancta Maria Hospital 
350 Memorial Drive 
Cambridge 39, Massachusetts 


1111 Sisters, Servants of Mary (S.M.) 
Founded: 1851 in Spain 
Generalate: Rome, Italy 


1111a_ PROVINCE OF UNITED STATES 
800 North 18th Street 
Kansas City, Kansas 


Sisters Servants of Mary Home 
2131 West 27th Street 
Los Angeles 18, California 


Convent of the Sisters, Servants of Mary 
800 North 18th Street 
Kansas City, Kansas 


Convent of the Sisters, Servants of Mary 
5001 Perlita Street 
New Orleans 22, Louisiana 


Convent of the eee Syme of Mary 
3305 Country Club R 
Bronx 65, New = 


Hospital Conception 
Allen 7 
San Juan, Puerto Rico 


1112 _ Sisters of Charity of Our Lady, 
Mother of Mercy (S.C.O.L.M.) 
Founded: 1874 in Holland 
Generalate: Tilburg, Holland 


1112a AMERICAN PROVINCE 
Convent of the Holy Family 
Baltic, Connecticut 


Salve Regina Memorial Hospital 
Nininger Roa 
Hastings, Minnesota 


1113 Sisters, Servants of the Holy Heart 
of Mary (S.S.C.M.) (See C805) 
Founded: 1860 in France 
Generalate: Beauport, Quebec, Canada 


11134 HOLY FAMILY PROVINCE, UNITED 
STATES 
Provincial House 
192 South Fifth Street 
Kankakee, Illinois 


St. Mary’s Hospital 
150 South Fifth Street 
Kankakee, Illinois (s) 


Mercy Hospital 
1412 West Park Street 
Urbana-Champaign, Illinois (s) 


1114 Sisters, Servants of the Immaculate 
Heart of Mary of the Good Shepherd 
of Quebec (S.C.I.M.) (See C1105) 

Founded: 1850 in Canada 
Generalate: 1080 te Lachevrotiere 
Quebec, Quebec, Canada 


11144 PROVINCE OF THE UNITED STATES 
Bay View, Saco, Maine 


St. Andre’s Home 
407 Pool Road 
Biddeford, Maine 


1115 Sisters, Servants of the Immaculate 
Heart of Ma 1.H.M.) 
Founded: 1845 in United x 
Generalate: Convent of the I.} 
Marywood 
Scranton, Pennsylvania 


St. Joseph’s Hospital 
100 Lincoln Avenue 


Carbondale, Pennsylvania (s) 
St: seegh Children and Maternity Hos- 
pita 


2010 Adams Avenue | 
Scranton 9, Pennsylvania 
1116 Sisters, Servants 4. the Immaculate 
Heart of Mary (1.H.M.) 
Founded: 1845 in United States 
Generalate: Villa Maria 
West Chester, Pennsylvania 


Villa Maria Infirmary 
‘ Wernersville, Pennsylvania 


Villa Maria Infirmary 
West Chester, Pennsylvania 


11 . Daughters of St. Mary of Providence 


Founded: 5 1872 in Italy 
Generalate: Como, Italy 


11174 AMERICAN NOVITIATE 
St. Mary’s Institute 
4242 North Austin Avenue 
Chicago 34, Illinois 


St. Mary of Providence Infirmary 
4242 North Austin Avenue 
Chicago 34, Illinois 


Divine Providence Home for Aging 
Sleepy Eye, Minnesota 


St. Mary of Providence Institute 
Elverson, Pennsylvania 


St. Bernard’s Providence Hospital 
101 Viola Street 
Milbank, South Dakota 


1118 Hijas Minimas De Maria Immaculada 
Founded: 1886 in Mexico 
Generalate: Guanajuato 
Leon, Mexico 


St. Joseph’s Hospital 
132 Soniota Avenue 
Nogales, Arizona 


1119 Maryknoll Sisters of St. Dominic (O.P.) 


Founded: 1912 in United States 
Generalate: Maryknoll, New York 
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Maryknoll Hospital and Sanatorium 
Oak Park Lane & Norumbega 
Monrovia, California 


Quera, of the Yow Hospital 
3210 E. 23rd Street 
Kansas City 27, Missouri (pn) 


1121 Sisters ¢ Mercy (S.M.) 
Founded: 1831 in Ireland 
Generalate: Convent of Mercy 
634 New Scotland Avenue 
Albany 3, New York 


St. Peter’s Hospital 
New Scotland and Allen Streets 
Albany, New York s) 


1125 Sisters of Mercy (S.M.) 
Founded: 1831 in Ireland 
Generalate: Sacred Heart Convent 
Belmont, North Carolina 


St. Joseph’s Hospital 
428 Biltmore Avenue 
Asheville, North Carolina 


Mercy Hospital 
East Rifth & Caswell Road 
Charlotte, North Carolina (s) 


1127. Sisters of Mercy (R.S.M.) 
Founded: 1831 in Ireland 
Generalate: Mr. Mercy Convent 
625 Abbott Road 
Buffalo 20, New York 


St. Jerome’s Hospital 
16 Bank 
Batavia, New York (pn) 


St. Luke Manor 
17 Wiard Street 
Batavia, New York 


Mercy Hospital 
565 Abbott Road 
Buffalo 20, New York (s) 


Kenmore Mercy Hospital 
Elmwood Avenue 
Kenmore, New York 


1129 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Ireland 
Generalate: Sacred Heart Convent 
Elmhurst Drive 
Cedar Rapids, Iowa 


Mercy Hospital 
106 West Broadway 
Anamosa, Iowa 


Mercy Hospital 
835 Sixth Avenue, S.E. 
Cedar Rapids, lowa (s) 


Mercy Hospital 
201 Eighth Avenue, S.E. 
Oelwein, Iowa 


Kalispell General Hospital 
723 Fifth Avenue, East 
Kalispell, Montana 


1131 Sisters of Mercy (S.M.) 
Founded: 1831 in Ireland 
Generalate: Mercyhurst College 
501 E. 38th Street 
Greenwood Hills 
Erie, Pennsylvania 


Du Bois Hospital 
610 South Main Street 
Du Bois, Pennsylvania 


1137 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Ireland 


Generalate: St. Joseph’s Convent of Mercy 


160 Farmington Avenue 
Hartford 5, Connecticut 


St. Agnes Home 
211 Steele Road 
West Hartford, Connecticut 


1139 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Treland 
Goneralate: Mt. St. Mary Convent 

435 Union Street 
Manchester, New Hampshire 


Our Lady of Grace Convalescent Home 
135 Laurel Street 
Manchester, New Hampshire 


Sacred Heart Hospital 
200 Hanover 
Manchester, New Hampshire (s) 


1141 _ Sisters of Mercy (C.R.S.M.) 
Founded: 1831 in Ireland 
Generalate: Mater Misericordiae Convent 
Merion, Pennsylvania 


Mercy Hospital 


58th Street & Landis Avenue 
Sea Isle City, New Jersey 
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Fitzgerald Mercy Hospital 
Lansdowne Avenue & Baily Road 
Darby, Pennsylvania (s) 


St. John Vianney Hospital 
Downingtown, Pennsylvania 


Gwynedd-Mercy Junior College 
Department of Nursing 

Gwynedd Valley, Pennsylvania (s) 
Misericordia Hospital 

54th and Cedar Avenue 

Philadelphia 43, Pennsylvania (s) 


1145 Sisters of Mercy (R.S.M.) 


Founded: 1831 in Ireland 
Generalate: Mt. Mercy 
3333 Fifth Avenue 
Oakland Station 

Pittsburgh 13, Pennsylvania 


Holy Cross Hospital 
4701 North Federal Highway 
Fort Lauderdale, Florida 


Mercy Hospital 
Pride and Locust Streets 
Pittsburgh 19, Pennsylvania (s) 


Mount Mercy College 

Department of Nursing 

3333 Fifth Ave. 

Pittsburgh 13, Pennsylvania (s) 


St. Paul’s Orphan Asylum 
Noblestown Road 
Pittsburgh 5, Pennsylvania 


1147 Sisters of Mercy (S.M.) 


Founded: 1831 in Ireland 
Generalate: Convent of Mercy 
1437 Blossom Road 

Rochester 10, New York 


St. James Mercy Hospital 
411 Canisteo Street 
Hornell, New York (s) 


1149 Sisters of Mercy (S.M.) 


Founded: 1831 in Ireland 

Generalate: Convent of our Lady of Mercy 
Route 3, Box 3216 

Auburn, California 


Mercy oun 
Clairmont Heights 
Redding, California 


Mercy Hospital 
4001 J Street 
Sacramento 19, California 


1153 Sisters of Charity of Our Lady of 


Mercy (O.L.M.) 
Yous” 1829 in United States 
Generalate: 68 Legare Street 
Charleston 4, South Carolina 


St. Francis Xavier Hospital 
266 Calhoun Street 
Charleston 16, South Carolina (s) 


Divine Saviour Hospital 


109 South Congress Street 
York, South Carolina 


1155 Sisters of Mercy (R.S.M.) 


Founded: 1831 in Ireland 
Generalate: St. Joseph’s Convent 
605 Stevens Avenue 

Portland, Maine 


Holy Innocents’ Home 
30 Mellen Street 
Portland, Maine 


Madigan Memorial Hospital 
97 Military Street 
Houlton, Maine 


Mercy Hospital 


144 State Street 
Portland 3, Maine (s) 


1157 Sisters of Mercy (S.M.) 


Founded: 1831 in Ireland 

Generalate: Convent of Our Lady of Mercy 
2300 Adeline Drive 

Burlingame, California 


St. Joseph’s Hospital 
350 West Thomas Road 
Phoenix, Arizona (s) 


Mercy Hospital 
2215 Truxtun Avenue 
Bakersfield, California 


St. John’s Hospital 
333 North F Street 
Oxnard, California 


Mercy Hospital 

Hillcrest Drive 

San Diego 3, California (s) 
Notre Dame Hospital 

1590 Broadway 

San Francisco 9, California 

St. Mary’s Hospital 

2200 Hayes Street 

San Francisco 17, California (pn) 


J158 Daughters of Our Lady of Mercy 
Founded: 1837 in Italy 
Generalate: Savona, Italy 


11584 PROVINCE OF THE UNITED STATES 
Villa Rossello 
Catawba Street 
Newfield, New Jersey 


Convalescent Hospital 
505 Roosevelt Avenue 
York, Pennsylvania 


1159 Sisters of Mercy of the Holy Cross 
(S.C.S.C.) 


Founded: 1856 in Switzerland 
Generalate: Ingenbohl, Switzerland 


11594 PROVINCE OF UNITED STATES 
Holy Cross Convent 
Merrill, Wisconsin 


St. Joseph’s Hospital 
250-350 Cherry Street 
Breese, Illinois 


St. Joseph’s Hospital 
First Avenue, West 
Dickinson, North Dakota (pn) 


Holy Cross Hospital 
Federal Highway 51 
Merrill, Wisconsin 


1161 Sisters of Mercy of the Union (R.S.M.) 


Founded: 1831 in Ireland 
Generalate: Villa Mercy 
1000 Kendale Road 
Bethesda 

Washington 14, D. C. 


11614 PROVINCE OF BALTIMORE 
Provincial House 
Mt. Washington 
Baltimore 9, Maryland 


Villa Mercy 
Daphne, Alabama 


Blessed Martin de Porres Hospital 
704 Virginia Street 
Mobile 21, Alabama 


St. Joseph's Infirmary 
265 Ivy St., N.E. 
Atlanta 3, Georgia (s) 


St. Joseph’s Hospital 
322 East Taylor Street 
Savannah, Georgia (s) 


Mercy Hospital 
Calvert & Saratoga Streets 
Baltimore 2, Maryland (s) 


Mount St. Agnes College 
Division of Nursing 

Mount Washington 

Baltimore 9, Maryland (s) 


Mercy Villa 
6400 Bellona Avenue 
Baltimore 12, Maryland 


11616 PROVINCE OF CHICAGO 
10024 S. Central Park Avenue 
Chicago 42, Illinois 


Mercyville Sanitarium 
Station 9, Lincoln Highway 
Aurora, Illinois 
St. Joseph’s Mercy Hospital 
421 North Lobe desest 
Aurora, Illinois (s) 
Mercy Hospital 
2537 Prairie Avenue 
Chicago 16, Illinois 
Misericordia Home 

2916 West 47th Street 
Chicago 32, Illinois 
St. Xavier College 
School of Nursing 
103rd St. & Central Park Ave. 
Chicago 43, Illinois (s) 
St. Mary's Hospital 
DeKalb, Illinois 
Mercy Hos: a 
1326 Lomba 
Davenport, a (s) 
ory Hospital 
214 North Van Buren Street 
Iowa City, Iowa s) 
Mercy Hospital 
1209 State Street 
Marshalltown, Iowa (pn) 
Mercy Hospital 
566 North Washington Street 
Janesville, Wisconsin (s) 


1161¢ PROVINCE OF CINCINNATI 
2220 Victory Parkway 
Cincinnati 6, Ohio 
Our Lady of Mercy Hospital 
204 East Main Street 
Morganfield, Kentucky 
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Our Lady of Mercy Hospital 
Ford Avenue & Robin Road 
Owensboro, Kentucky 


Our Lady of Cincinnati College 
Department of Nursing 
Edgecliffe : 

Cincinnati 6, Ohio (ne) 


Our Lady of Mercy Hospital 
Coldwater, Ohio 


ey Bens go 
116 Dayton Street 
Hamilton, Ohio (s) 


St. Rita’s Hospital 
801 West High Street 
Lima, Ohio (s) 


Our Lady of Mercy Hospital 
Rowan Hill Drive & Miami Road 
Mariemont 27, Ohio 


Mercy Hospital 
1343 North Fountain Avenue 
Springfield, Ohio (pn) 


Mercy Hospital 
485 Wese Market Street 
Tiffin, Ohio 


Mercy Hospital 
2221 Madison Avenue 
Toledo 2, Ohio (s) 


St. Charles Hospital 
Navarre Ave. & Wheeling St. 
Toledo 5, Ohio 


Mercy Memorial Hospital 
Scioto Street 
Urbana, Ohio 


St. Mary's Memorial Hospital 
East Oakhill Avenue 
Knoxville 17, Tennessee (s) 


1161d PROVINCE OF NEW YORK 
Provincial House 
Wilson Park 
Tarrytown, New York 


Sanatorium Gabriels 
State Highway 
Gabriels, New York 


St. Margaret Nursing Home 
State Highway 
Gabriels, New York 


St. Francis Hospital 
160 East Main Street 
Port Jervis, New York 


St. Vincent de Paul Nursing Home 
245 North Main Street 
Spring Valley, New York 


St. Michael Home 
1380 Arthur Kill Road 
Straten Island 12, New York 


Our Lady of Mercy Infirmary 
Wilson Park 
Tarrytown, New York 


Mercy General Hospital 
114 Wawbeek Avenue 
Tupper Lake, New York 


Mercy Hospital 
218 Stone Street 
Watertown, New York (s) 


116le PROVINCE OF OMAHA 
Provincial House 
1901 S. 72nd Street 
Omaha 14, Nebraska 


St. Elizabeth’s Hospital 
402 Main Street 
Red Bluff, California 


Mercy Hospital 
1619 Milwaukee Street 
Denver 6, Colorado (s) 


Mercy Hospital 
1905 East Third Avenue 
Durango, Colorado 


Mercy Hospital 
1615 8th Street, South 
Nampa, Idaho (pn) 


St. Anthony’s Mercy Hospital 
650 North 7th Street 
Pocatello, Idaho (pn) 


Mercy Hospital 
420 East Washington Avenue 
Council Bluffs, lowa (s) 


St. Bernard’s Hospital 
521 Harmony Street 
Council Bluffs, lowa 


Bishop Drumm Home 
1409 Clark Street 
Des Moines 4, Iowa 


Mercy Hospital 
5th & Ascension Streets 
Des Moines 14, Iowa (s) 
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St. Joseph Moore Somuient 
708-710 South Main Street 
Centerville, lowa 


St. John’s Hospital 
2226 Jackson Avenue 
Joplin, Missouri (s) 


St. Catherine’s Hospital 
811 Forest Avenue 
Omaha 8, Nebraska (s) 


St. James Orphanage Nursery 
3300 North 60th Street 
Omaha 4, Nebraska 


St. Vincent’s Home for the Aged 
45th St. & Ames Ave. 
Omaha, Nebraska 


Mercy Hospital 
East Seventh Street 
Devils Lake, North Dakota (pn) 


Mercy Hospital 
570 Chautaugua Boulevard 
Valley City, North Dakota (s) 


ry Pike x ms 
309 Washington Avenue 
Williston, North Dakota 


McAuley Hospital 
780 Commercial Street 
Coos Bay, Oregon 


Mercy Home 
2185 Sherman Avenue 
North Bend, Oregon 


Mt. St. Joseph Home 
3060 S. E. Stark Avenue 
Portland 15, Oregon 


Mercy Hospital 
621 W. Madrone Avenue 
Roseburg, Oregon 


1161f PROVINCE OF DETROIT 
8200 West Outer Drive 
Detroit 19, Michigan 


Our lady of Mercy Hospital 
Lincoln Highway 
Dyer, Indiana 


St. Ann’s Home 
5927 Columbia Avenue 
Hammond, Indiana 


St. Ann’s Hospital 
South Phillips Street 
Algona, lowa 


St. Joseph’s Mercy Hospital 
1410 North 4th Street 
Clinton, lowa 


St. Joseph’s Mercy Hospital 
736 West Second Street 
Cresco, lowa 


St. Joseph’s Mercy Hospital 
— & Peabody Streets 
ubuque, Iowa (s) 


St. Joseph's Sanitarium 
2420 Asbury Road 
Dubuque, Iowa 


St. Joseph Mercy Hospital 
101 S. Taylor 
Fort Dodge, lowa 


St. Joseph’s Mercy Hospital 
84 Beaumont Drive 
Mason City, Iowa (s) 


St. Joseph’s Mercy Hospital 
2101 Court Street 
Sioux City 19, Iowa (s) 


St. Joseph’s Mercy Hospital 
312 9th Street, S.W. 
Waverly, lowa 


Mercywood Sanitarium 
4038 Jackson Road (Box 65) 
Ann Arbor, Michigan 


St. Joseph’s Mercy Hospital 
326 North Ingalls Street 
Ann Arbor, Michigan 


Leila Y. Post Montgomery Hospital 
9 Emmett Street 
Battle Creek, Michigan 


Mercy Hospital 
100 15th Street 
Bay City, Michigan 


Mercy Hospital 
Oak & Hobart Streets 
Cadillac, Michigan (pn) 


Mercy College 

Division of Nursin 

8200 West Outer Drive 
Detroit 19, Michigan (s) 


Mercy School of Nursing of Detroit 
6131 West Outer Drive 
Detroit 35, Michigan (s) 


Mt. Carmel Mercy Hospital 
6071 West Outer Drive 
Detroit 35, Michigan 


St. Joseph’s Mercy Hospital 
2200 East Grand Boulevard 
Detroit 11, Michigan 


St. Mary’s Hospital 
201 Lafayette Street, S.E. 
Grand Rapids 3, Michigan (s) 


Mercy Hospital 
1100 Michigan Avenue 
Grayling, Michigan (pn) 


boos Sesiel 
524 Lansing Avenue 
Jackson, Michigan (s) 


St. Lawrence Hospital 
1210 West Saginaw Street 
Lansing 15, Michigan (s) 


Mercy Hospital 
51 Vine Street 
Manistee, Michigan (pn) 


Mercy Hospital 
1520 Fifth Street 
Muskegon, Michigan (s) 


St. Joseph’s Mercy Hospital 
900 Woodward Avenue 
Pontiac, Michigan (pn) 


Mercy Hospital 
2601 Electric Avenue 
Port Huron, Michigan 


1161g PROVINCE OF ST. LouIs 
Sisters of Mercy-Provincial House 
2039 N. Geyer Road 
St. Louis 31, Missouri 


Mercy Hospital—Gazzola Memorial 
Brinkley, Arkansas 


Warner Brown Hospital 
460 West Oak Street 
El Dorado, Arkansas (s) 


St, Edward’s Mercy Hospital 
1411 Rogers Avenue 
Fort Smith, Arkansas (s) 


St. Joseph’s Hospital 
Whittington & Cedar Streets 
Hot Springs, Arkansas (s) 


Mercy Hospital 
810 Burke Street 
Fort Scott, Kansas (8s) 


St. Margaret’s Mercy Hospital 
1527 Madison Street 
Fredonia, Kansas 


St. Elizabeth’s Mercy Hospital 
500 West 20th Street 
Hutchinson, Kansas 


Mercy Hospital 
816 West Myrtle Street 
Independence, Kansas 


Mercy Hospital—Soniat Memorial 
301 N. Jefferson Davis Parkway 
New Orleans 19, Louisiana (s) 


Mercy Hospital—Street Memorial 
100 McAuley Drive 
Vicksburg, Mississippi (s) 


St. John’s Hospital 

307 South Euclid Avenue 

St. Louis 10, Missouri (s) 
Mercy Hospital 
1015 N. ile 
Springfield, Missouri (pn) 


St. John’s Hospital 
1235 East Cherokee Street 
Springfield, Missouri (s) 


Mercy Hospital 
501 N.W. 12th Street 
Oklahoma City 3, Oklahoma (s) 


Mercy Hospital 
1040 West Jefferson Street 
Brownsville, Texas (pn) 


Mercy Hospital 
1515 Logan Street 
Laredo, Texas (pn) 


Mercy Hospital 


19th and Division Streets 
Slaton, Texas 
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11615 PROVINCE OF SCRANTON 
Provincial House 
Villa St. Teresa 
Dallas, Pennsylvania 


College Misericordia 
Department of Nursing Education 
Dallas, Pennsylvania (ne) 


Mercy Hospital 
1020 Franklin Street 
Johnstown, Pennsylvania (s) 


Mercy Hospital 
746 Jefferson Avenue 
Scranton 10, Pennsylvania (s) 


St. Mary's Hospital 
930 Hickory Street 


Scranton 5, Pennsylvania (pn) 
Mercy Hospital 

196 Penover Street 

Wilkes-Barre, Pennsylvania (s) 


11617 PROVINCE OF PROVIDENCE 
Provincial House 
R.D. 3 Cumberland, Rhode Island 


Salve Regina College 
Division of Nursing 

1 Ochre Point Avenue 
joao. Rhode Island (s) 


1163 Somes of Misericorde (s.m.) (See 


Founded: 1848 in Canada 
Generalate: 12435 Avenue de la Misericorde 
Montreal, Quebec, Canada 


Santa Marta Maternity Hospital 
328 North Humphrey Street 
Los Angeles 22, California 


Oak Park Hospital 
525 Wisconsin Avenue 
Oak Park, Illinois (s) 


Huber Memorial Hospital 
9 South Locust Street 
Pana, Illinois 


Misericordia Hospital 
600 East 233rd Street 
Bronx 66, New York (s) 


St. Mary’s Hospital 
West Shawano Avenue 
Green Bay, Wisconsin 


Misericordia Hospital 
1255 North 22nd Street 
Milwaukee 3, Wisconsin (s) 


1165 a gga Mission Sisters (S.C.M.M.) 
Founded: 1925 in Washington, D.C. 
Generalate: Rome, Italy 


1165a@ AMERICAN PROVINCE 
8400 Pine Road 
Philadelphia 11, Pennsylvania 


Catholic Colored Clinic 
348 Forrest Street, N.E 
Adlanta, Georgia 


St. Vincent’s Hospital 
70th Street & Woodland Avenue 
Philadelphia 42, Pennsylvania 


1180 Doughesss of the Blessed Virgin Mary of 
the Immaculate Conception (Sisters of 
Christian Chari "7. 

Founded: 1849 in Germany 

Generalate: Rome, Italy 


1180a EASTERN PROVINCE 
Mallinckrodt Convent 
Mendham, New Jersey 


Divine Providence Hospital 
1100 Grampian Blvd. 
Williamsport, Pennsylvania 


1201 Sisters of ¥ Cossieg of Nazareth (S.C.N.) 
Founded 12 in United States 
Gone: Wiehe County 
Nazareth, Kentucky 


Holy Family Hospital 
1915 19th Street 
Ensley 8, Alabama 


Our Lady of Nazareth Home 
1000 High Street 
Little Rock, Arkansas 


St. Vincent Infirma: 

Markham & Hayes —_— 

Little Rock, Arkansas (s) 

Georgetown University Hospital 
3800 Reservoir Road, N. 

Washington 7, D.C. (pn) 

Flaget Memorial Hospital 

Bardstown, Kentucky 

St. Joseph’s Hospital 

1400 Harrodsburg Road 

Lexington, Kentucky (s) 
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Marymount Hos onl 
6th & Hospital 
London, La“ 


Our Lady of Peace Hospital 
2020 Newburg Road 
Louisville 5, Rentecky 


Nazareth College 

Department of Nursing 

851 South 4th Street 
Louisville 3, Kentucky (s) 


St. Joseph’s Infirmary 
735 Eastern Parkway 
Louisville 17, Kentucky (s, pn) 


SS. Mary & Elizabeth Hospital 
4400 Churchman Avenue 
Louisville 10, Kentucky (s) 


Mercy Hospital 
117 East High Street 
Mount Vernon, Ohio 


Memorial Hospital 
2500 Citico Avenue 
Chattanooga (Glenwood) , Tennessee 


1202 Neomisia Escurra 
Generalate: Madrid, Spain 


Convent of the Servants of Mary 
Mayaguez, Puerto Rico 


1203 School Sisters of Notre Dame (S.S.N.D.) 
Founded: 1833 in France 
Generalate: Rome, Italy 


12036 SOUTHERN PROVINCE 
Sancta Maria in Ripa 
320 Ripa Avenue 
St. Louis 25, Missouri 


1203c EASTERN PROVINCE 
Convent of Notre Dame 
6401 North Charles Street 
Baltimore 12, Maryland 


Villa Maria Sanatorium 
Notch Cliff, Glenarm P. O. 
Baltimore, Maryland 


1203d NORTHWESTERN PROVINCE 
unsel Hill 
Mankato, Minnesota 


St. Peter Lire g Sanitarium 
Good Counsel Hil 
Mankato, Minnesota 


1 a Sisters of Notre Dame (S.N.D.} 
Founded: 1850 in Germany 
Generalate: Rome, Italy 


12044 COVINGTON PROVINCE 
St. Joseph’s Heights 
1601 Dixie Highway 
Covington, Kentucky 


Notre Dame Hospital 
Lynch, Kentucky 


1301 Sisters of Pallottine Missionary Society 


(C 
Founded: a 843 in Italy 
Generalate: Limburg, Nassau, Germany 


13014 AMERICAN PROVINCE 
St. Mary’s Convent 
900 McCoy Road 
Huntington 2, West Virginia 


St. Joseph’s Hospital 
94 West Main Street 
Buckhannon, West Virginia 


* Mary’s Hospital 
2900 First Avenue 
untington 2, West Virginia (s) 


Vincent Pallotti Hospital 
330 Willey Street 
Morgantown, West Virginia 


Sacred Heart Hospital 
Riverside Addition 
Richwood, West Virginia 


1303 Sisters of the Precious Blood (C.Pp.S.) 
Founded: 1834 im Switzerla 
Generalate: Regina Heights 
4830 Salem Avenue 
Dayton 6, Ohio 


Kneipp Springs Sanitarium 
Rome City, Indiana 


1305 Sisters Adorers of the Most Precious 
d (Ad.PP.S.) 


Founded: 1834 in Italy 
Generalate: Rome, Italy 


13054 PROVINCE OF RUMA 
Provincial Motherhouse 
Ruma (P.O. Red Bud), Illinois 


St. Joseph Memorial Hospital 
800 North Second Street 
Murphysboro, IIlinois 


St. Clement's Hospital 
Red Bud, Illinois 


St. Vincent Memorial Hospital 
201 E. Pleasant Street 
Taylorville, Illinois 


13056 PROVINCE OF WICHITA 
1165 Southwest Boulevard 
Wichita 13, Kansas 


St. Luke Hospital 
1014-24 E. Melvin St. 
Marion, Kansas 


St. Francis Xavier Hospital 
109 North Guadalupe Street 
Carlsbad, New Mexico (pn) 


St. Mary’s Hospital 
502 East Oklahoma Avenue 
Enid, Oklahoma 


Villa Madonna 
501 W. Randolph Avenue 
Enid, Oklahoma 


St. Francis Hospital 
6161 South Yale 
Tulsa, Oklahoma 


1307 Sisters of St. Mary of the Presentation 
F.S.M 


Founded: 1828 in France 
Generalate: Broons, Cotes-de-Nord, France 


13074 SOUTHERN PROVINCE 
St. Margaret’s Novitiate 
Spring Valley, Illinois 


St. Margaret’s Hospital 
600 East First Street 
Spring Valley, Illinois 


13076 NORTHERN PROVINCE 
St. Catherine’s Convent 
Valley City, North Dakota 


St. Andrew's Hospital 
Bottineau, North Dakota (s) 


St. Aloisius Hospital 
401 Brewster Street, East 
Harvey, North Dakota 


Rolla Community Hospital 
» Rolla, North Dakota 


1309 a of Seay he eee of the Blessed 


in 
Founteg. 1773 in Ireland 
Generalate: Presentation Academy 
Presentation Heights 

Aberdeen, South Dakota 


_ Rosary Hospital 
2102 Clark Street 
Miles City, Montana 


St. Luke’s Hospital 
305 South State Street 
Aberdeen, South Dakota (8) 


St. Joseph’s Hospital 
1200 East Fifth Avenue 
Mitchell, South Dakota (pn) 


McKennan Hospital 
Seventh Avenue & 21st Street 
Sioux Falls, South Dakota (s) 


1311 Geeees ¢ the Fiseseutation of the Blessed 
.B.V.M. 


in M: ary f 
Foentelt 1777 in Ireland 
Generalate: Sacred Heart Convent 
Fargo, North Dakota 


Carrington Hospital 
550 Eighth Avenue, N. 
Carrington, North Dakota 


St. Joseph’s Hospital 
Grafton, North Dakota 


St. Mary’s Hospital 
Langdon, North Dakota 


City Hospital 
New Rockford, North Dakota 


St. Ansgar’s Hospital 
Park River, North Dakota 


1315 Sisters of Providence (S.P.) 
Founded: 1861 in Canada 
Generalate: Providence Motherhouse 
Holyoke, Massachusetts 


Greylock Rest 
Adams, Massachusetts 


Providence Hospital 
Main Street 
Holyoke, Massachusetts (8) 


Farren Memorial Hospital 
Main Street 
Montague City, Massachusetts 
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St. Luke’s Hospital 
379 East Street 
Pittsfield, Massachusetts (s) 


Mercy Hospital 
233 Carew Street 
Springfield 4, Massachusetts (s) 


St. Vincent Hospital 
25 Winthrop Street 
Worcester, Massachusetts (s) 


Providence Hospital 
Murphy, North Carolina 


1317 Sisters of Charity of Providence 
(F.C.S.P.) (See C1303) 
Founded 1843 in Canada 
Generalate: Montreal, Quebec, Canada 


1317a PROVINCE OF THE SACRED HEART 
House of Providence 
Mc. St. Vincent 
4831 35th Avenue, S.W. 
Seattle 6, Washington 


Providence Hospital 
Eighth and L Streets 
Anchorage, Alaska 


St. Joseph Hospital 
North Cushman Avenue 
Fairbanks, Alaska 


St. Joseph Hospital 
501 South Buena Vista Street 
Burbank, California 


Providence Hospital 
378 30th Street 
Oakland, California (s) 


St. Mary Hospital 
1508 Exchange Street 
Astoria, Oregon 


Sacred Heart Hospital 
Medford Heights 
Medford, Oregon 


Providence Hospital 
700 N.E. 47th Street 
Portland 13, Oregon (s) 


St. Vincent Hospital 
2447 N.W. Westover Road 
Portland 10, Oregon 


Se. oe Infirmary 
701 H Street 
Centralia, Washington 


Providence Hospital 
Pacific and Nassau Streets 
Everett, Washington 


St. Peter Hospital 
420 Sherman Street 
Olympia, Washington (pn) 


St. John Hospital 
Sheridan Avenue 
Port Townsend, Washington 


Providence Hospital 
17th and Jefferson Streets 
Seattle 22, Washington 


St. Vincent Home for the Aged 
4831 35th Avenue, S.W. 
Seattle 6, Washington 


Ozanam Home for the Aged 
1812 South Yakima Avenue 
Tacoma 3, Washington 


St. Joseph Hospital 
500 East 12th Street 
Vancouver, Washington 


St. Elizabeth Hospital 
South Ninth Avenue 
Yakima, Washington (s) 


13176 PROVINCE OF ST. IGNATIUS 
Mt. St. Joseph 
East Ninth Avenue 
Spokane 3, Washington 


Providence Hospital 
Canyon Avenue 
Wallace, Idaho 


St. Clare’s Hospital 
Chouteau Street 
Fort Benton, Montana 


Columbus Hospital 
1600 Second Avenue, N. 
Great Falls, Montana (s) 


College of Great Falls 
i artment of Nursing 
1301 Twentieth St., South 


Great Falls, Montana (ne) 
= Patrick's Hospital 

5 Owen Street 
dg Montana (s) 


Holy Family Hospital 
St. Ignatius, Montana 
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St. Ignatius Hospital 
South 1009 Mill Street 
Colfax, Washington 


Sacred Heart Hospital 
101 West 8th Avenue 
Spokane 4, Washington (s) 


St. Joseph’s Home for the Aged 
707 East Mission Avenue 
Spokane, Washington 


St. Mary Hospital 
Sth & Poplar Streets 
Walla Walla, Washington 


1317¢ PROVINCE OF ST. VINCENT DE PAUL 
(See C1303d) 
324 Rue de Boucherville 
Montreal, Quebec, Canada 


Lewis Memorial Maternity Hospital 
3001 South Michigan Avenue 
Chicago 16, Illinois 


St. Ann’s Home for the Aged 
Jersey City, New Jersey 


St. Johnsbury Hospital 
9 Prospect Street 
St. Johnsbury, Vermont 


1319 Sisters of Divine Providence (C.D.P.) 
Founded: 1851 in Germany 
Generalate: Rome 6-62, Italy 


13194 ST. PETERS’S PROVINCE 
Providence Heights 
9000 Babcock Boulevard 
Allison Park, Pennsylvania 


Braddock Hospital 
Holland & 4th Street 
Braddock, Pennsylvania 


San Rosario Medical & Surgical Convales- 
cent Hospital 

110 Canfield Street 

Cambridge Springs, Pennsylvania 


Divine Providence Hospital 
Montgomery Avenue 
Pits burgh 12, Pennsylvania 


1319b St. LOUIS PROVINCE 
Mt. Providence 
8351 Florissant Road 
Normandy 21, Missouri 


Sr. Elizabeth Hospital 
2100 Madison Avenue 
Granite City, Illinois 


1321 Sisters of Divine Providence (C.D.P.) 
Founded: 1762 in Alsace-Lorraine 
rg ag Our Lady of the Lake Convent 
515 S.W. 24th Street 
San Antonio 7, Texas 


St. Ann’s Hospital 
1325 Cedar Street 
Abilene, Texas 


Madonna Hospital 
401 East Hull Street 
Denison, ‘Texas 


Memorial Hospital 
East Heights 
Floresville, Texas 


1323 Sesees of Divine Providence of Kentucky 


& oh 9) 
Founded: 1762 in France 
Generalate: Moselle, France 


13234 AMERICAN PROVINCE 
St. Anne Convent 
Melbourne, Kentucky 


Sharon Heights Hospital 
Jenkins, Kentucky 


Our Lady of the Way Hospital 
Martin, Kentucky 


1417 Daughters of the Divine Redeemer 
D.D.R. 


Founded: 1849 in Hungary 
Generalate: Rome, Italy 


14174 AMERICAN PROVINCE 
St. Joseph’s Convent 
R.D. 1, Box 357 
Elizabeth, Pennsylvania 


Divine Redeemer Home for Aged 
4680 Lander Road 
Chagrin Falls, Ohio 


Little Flower Manor 
Springfield Avenue & Providence Road 
Darby, Pennsylvania 


1420 Sisters " the + ces (C.R.) 
Founded: 1891 in Italy 
Generalate: Rome, Italy 


1420a WESTERN PROVINCE 
7432 Tarcott Avenue 
Norwood Park 
Chicago, Illinois 


Resurrection Hospital 
7435 W. Talbott Avenue 
Chicago 31, Illinois 


Mount Loretto Convalescent and Rest Home 
Amsterdam, New York 


1420b gg Pence PROVINCE 
Mt. St. Joseph 
Castleton on Hudson, New York 


Resurrection Rest Home 
Mount St. Joseph 
Castleton-on-Hudson, New York 


1460 Sisters of St. Thomas of Villanova 
Founded: 1661 in France 
Generalate: Neuilly-sur-Seine, France 


1460a AMERICAN FOUNDATION 
Norwalk, Connecticut 


Notre Dame Convalescent Home 
West Rocks Road | 
Norwalk, Connecticut 


1501 Missionary Sisters of the Sacred Heart 
(M.S.C. 


Founded: 1880 in Italy 
Generalate: Rome, Italy 


15014 AMERICAN NOVITIATE 
Sacred Heart Novitiate 
West Park, New York 


Columbus Hospital 
2520 North Lakeview Avenue 
Chicago 14, Illinois (s) 


Frank Cuneo Hospital 
4420 Clarendon Avenue 
Chicago 40, Illinois 


Mother Cabrini Memorial Hospital 
1200 West Cabrini Street 
Chicago 7, Illinois (pn) 


Columbus Hospital 
227 East 19th Street 
New York 3, New York 


Mother Cabrini Memorial Hospital 
611 Edgecombe Avenue 
New York 32, New York 


Sacred Heart Orphanage 
West Park, Ulster County, New York 


St. Frances Cabrini Hospital 
1019 Madison Street 
Seattle 9, Washington (s) 


Sacred Heart Orphanage 
5301 East 50th Street 
Seattle 5, Washington 


1503 Missionary Sisters of the Most Sacred 
Heart of Jesus (M.S.C.) 
Founded: 1899 in Germany 
Generalate: Rome, Italy 


15034 NORTH AMERICAN PROVINCE 
St. Michael’s Convent 
Hyde Park 
Reading, Pennsylvania 
St. Mary’s Hospital 
360 Milledge Avenue 
Athens, Georgia 
St. Joseph’s Health Resort 
Sulphur Lick Spring 
Wedron, Illinois 
Sacred Heart Hospital 
4th and Chew Streets 
Allentown, Pennsylvania (s) 
Sacred Heart Hospital 
1430 DeKalb St. 
Norristown, Pennsylvania (pn) 
The A. C. Milliken Hospital 
E. Norwegian and Tremont Streets 
Pottsville, Pennsylvania 
1601 Missiona ones of the Most Blessed 
Trinity ( Der.) 
Founded: 1912 " United States 
Generalate: 3501 Solly Street 
Philadelphia 36, Pennsylvania 


Holy Name of Jesus Hospital 
Gadsden, Alabama (s) 


1701 Daughters of arity of of s Vincent de 
Paul (D. 15 


Cc.) See 
Founded: 1633 in France 


Generalate: Paris, France 


1701a EASTERN PROVINCE 
St. Joseph's Central House 
Emmitsburg, Maryland 


St. Vincent’s Hospital 
2820 Main Street 
Bridgeport 6, Connecticut (s) 
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Providence Hospital 
1150 Varnum St., N.E 
Washington, D. C 


St. Ann’s Infant & Maternity Home 
2200 California Street, N. W. 
Washington, D. C. 


St. Vincent's Hospital 
St. John’s & Barrs Streets 
Jacksonville 4, Florida (s) 


Sacred Heart Hospital 
1010 North 12th Avenue 
Pensacola 6, Florida (s) 


rl Hospital 
Highwood Street 
Waterville, Maine 


Jenkins Memorial Hospital 
1000 Caton Avenue 
Baltimore 29, Maryland 


St. Agnes Hospital 
Wilkins and Caton Avenue 
Baltimore, Maryland (s) 


St. Vincent's Infant Home 
6700 Reisterstown Road 
Baltimore, Maryland 


The Seton Institute 
6420 Reisterstown Road 
Baltimore 15, Maryland 


Sacred Heart Hospital 
215 Decatur Street 
Cumberland, Maryland 


St. Joseph’s College 
Division of Nursing 
Emmitsburg, Maryland (s) 


Carney Hospital 
2100 Dorchester Ave. 
Boston, Massachusetts (s) 


Laboure Center Home Nursing Service 


371 W. Fourth St. 
South Boston 27, Massachusetts 


St. Margaret's Hospital 
90 Cushing Avenue 
Dorchester 25, Massachusetts 


St. John’s Hospital 
14 Bartlett Street 
Lowell, Massachusetts 


St. Joseph’s Retreat 
23200 West Michigan Avenue 
Dearborn, Michigan 


Preuitupce Hospital 
O West Grand Blvd. 
ane 8, Michigan (s) 


St. Mary's Hospital 
830 South Jefferson Avenue 
Saginaw, Michigan (s) 


A. N. Brady Maternity Hospital 
30 North Main Avenue 
Albany 5, New York 


Our Lady of Lourdes Memorial 
169 Riverside Drive 
Binghampton, New York 


Sisters of Charity Hospital 
Main Street 
Buffalo 14, New York (s) 


Emergency Hospital 
108 Pine Street 
Buffalo 4, New York 


Astor Home for Children 
Rhinebeck, New York 


St. Mary’s Hospital 
89 Genesee Street 
Rochester 11, New York (s) 


St. Mary’s Hospital of Troy 
87 Oakwood Avenue 
Troy. New York (s) 


De Paul Hospital 
Granby Street and Kingsley Road 
Norfolk 5, Virginia (s) 


1701b WESTERN PROVINCE 
Marillac Seminary 
Normandy 21, Missouri 


St. Vincent’s Hospital 
Mount St. Vincent 
Birmingham 5, Alabama (s) 


Allen Memorial Home 
170 Catherine Street 
Mobile 17, Alabama 


Providence Hospital 


1504 Springhill Avenue 
Mobile 17, Alabama (s) 


DIRECTORY NUMBER 
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St. Margaret’s Hospital 
834 Adams Street 
Montgomery 5, Alabama (s) 


St. Vincent’s Hospital 
2131 West Third Street 
Los Angeles 57, California (s) 


Mary's Help Hospital 
145 Guerrero Street 
San Francisco 3, California (s) 


St. Elizabeth’s Infant Hospital 
100 Masonic Avenue 
San Francisco 18, California 


O'Connor Hospital 
Forrest & DiSalvo 
San Jose 14, California (s) 


t. Joseph’s Hospital 
Si East Fifth Street 
Alton, Illinois (s) 


St. Joseph’s Hospital 
2100 Burling Street 
Chicago 14, Illinois (s) 


St. Vincent’s Infant & Maternity Hospital 
721 North LaSalle Street 
Chicago 10, Illinois 


St. Mary’s Hospital 
3700 Washington Avenue 
Evansville 15, Indiana (s) 


St. Vincent Day Nursery 
611 First Avenue 
Evansville 10, Indiana 


St. Vincent’s Hospital 
120 West Fall Creek Parkwa' 
Indianapolis 8, Indiana s) 


U. S. Public Health Service Hospital 
Carville, Louisiana 


Lafayette Charity Hospital 
St. Mary Blvd. 
Lafayette, Louisiana 


Cain, Momnieah of Louisiana 
1532 Tulane Avenue 
New Orleans 13, Louisiana (s) 


De Paul Hospital 
1038 Henry Clay Avenue 
New Orleans 1, Louisiana 


Hotel Dieu Sisters’ Hospital 
2004 Tulane Avenue 
New Orleans 19, Louisiana (s) 


St. Anthony’s Home for Infants 
1414 East 27th Street 
Kansas City, Missouri 


Child Center of Our Lady of Grace 
7900 Natural Bridge 
Normandy (St. Louis) 21, Missouri 


Marillac College 

Department of Nursing 

7800 Natural Bridge Road 

Normandy 21, Missouri (s) 


St. Joseph’ : Hospital 
923 Powell Street 
St. Joseph 19, Missouri 


De Paul Hospital 
2415 North Kingshighway 
St. Louis 13, Missouri (s) 


St. Ann’s Home 
5301 Page Boulevard 
St. Louis 12, Missouri 


St. Vincent’s Hospital 
7300 St. Charles Rock Road 
St. Louis 33, Missouri 


St. Thomas Hospital 
2000 Hayes Street 
Nashville 4, Tennessee (s) 


Seton Hospital 
600 West 26th Street 
Austin 21, Texas s) 


St. Paul’s Hospital 
3121 Bryan Street 
Dallas 1, Texas (s) 


Hotel Dieu Sisters’ Hospital 
1014 North Stanton Street 
El Paso, Texas (s) 


Providence Hospital 
1725 Colcord Avenue 
aco, Texas 


St. Mary’s Hospital 
2320 North Lake Drive 
Milwaukee 11, Wisconsin (s) 


1701c__ PUERTO RICO PROVINCE 


Hospital Santo Asilo de Damas 
Marina Street 
Ponce, Puerto Rico (s) 


1702 Sisters of Cooke of the Blessed Virgin 


Mary (B.V.M. 
Founded: 1833 in United States 
Generalate: St. Joseph’s Convent 
Dubuque, Iowa 


1703 


Mt. Carmel Infirmary 
Mt. Carmel 
Dubuque, Iowa 


Sisters of —— of St. Elizabeth (S.C.) 


Founded: 
Generalate: 7. Elizabeth’s Convent 
Convent Station, New Jersey 


1704 Sisters of Charity of St. 
(S.C.S.J.A.) 


Hospital of St. Raphael 
1450 Chapel Street 
New Haven 11, Connecticut (s) 


St. Anne Villa 
Convent Station, New Jersey 


St. Elizabeth’s Hospital 
204 South Broad Street 
Elizabeth 4, New Jersey (s) 


St. Vincent’s Hospital 
45 Elm Street 
Montclair, New Jersey (pn) 


All Souls Hospital 
95 Mt. Kemble Avenue 
Morristown, New Jersey (s) 


Mt. St. Andrew’s Villa 
Midland Avenue 
Paramus, New Jersey 


St. Mary's Hospital 
211 Pennington Avenue 
Passaic, New Jersey (s) 


St. Joseph’s Hospital 
703 Main Street 
Paterson 3, New Jersey (s) 


Good Samaritan Hospital 
Nyack Turnpike 
Suffern, New York 


Founded: 1799 in France 
Generalate: Rome, Italy 


1704a AMERICAN PROVINCE 
6640 West Beloit Road 
West Allis 14, Wisconsin 


St. Joan Antida Home 
6640 West Beliot Road 
West Allis, Wisconsin 


1705 Sisters of Charity (S.C.) 
Founded: 187 
Generalate: St. Joseph Motherhouse 
Seton Hill 
Greensburg, Pennsylvania 


Providence Hospital 
900 Third Avenue 
Beaver Falls, Pennsylvania (s) 


Jeannette District Hospital 
Jefferson Street : 
Jeannette, Pennsylvania 


McGuire Memorial Home 
Mercer Roa f 
New Brighton, Pennsylvania 


Pittsburgh Hospital 
6655 Frankstown Avenue 
Pittsburgh, Pennsylvania (s) 


Roselia Foundling Hospital 
1635 Bedford Street . 
Pittsburgh 19, Pennsylvania 


1707 _ Sisters of Gate of Cincinnati (S.C.) 
Founded: 1852 
Generalate: Mt. St. Joseph Convent 
Mt. St. Joseph, Ohio 


The Penrose Hospital 
2200 North Tejon Street 
Colorado Springs, Colorado (s, pn) 


St. Mary-Corwin Hospital 
Lake & Minnequa Avenues 
Pueblo, Colorado (s) 


Mt. San Rafael Hospital 
Main Street 
Trinidad, Colorado 


*. jaw oseph’s Hospital 
arkview Avenue 
han Clemens, Michigan (pn) 


St. Joseph’s Hospital & Sanatorium 
715 Fast G Grand STrenne 
Albuquerque, New Mexico (s) 


Joan Antida 








St. Vincent’s Hospital 
Palace Avenue . 
Santa Fe, New Mexico (pn) 


Good Samaritan Hospital 
Clifton Avenue 
Cincinnati, Ohio (s) 


Good Samaritan Hospital 
1425 West Fairview Avenue 
Dayton 6, Ohio (s) 


San Antonio Hospital 
320 North Wayne Avenue 
Kenton, Ohio 


College of Mt. St. Joseph on the Ohio 
Department of Nursing 
Mt. St. Joseph, Ohio (s) 


1709 Sisters of Charity of St. Vincent de Paul 


Founded: 1809 ' 
Generalate: College of Mt. St. Vincent 
261st Street & Riverdale Avenue 

New York 71, New York 


St. Vincent’s Hospital of Westchester County 


North Street 
Harrison, New York 


New York Foundling Hospital 
1175 Third Avenue 
New York 21, New York 


St. Vincent's Hospital 
153 West 11th Street 
New York 11, New York (s) 


St. Eleanora’s Home 
575 Scarsdale Road 
Tuckahoe 7, New York 


St. Vincent's Hospital 

335 Bard Avenue 

West New Brighton 

Staten Island 10, New York 


St. Joseph’s Hospital 
127 South Broadway 
Yonkers, New York (pn) 


1711 Vincentian Sisters of Charity (VSG.) 
Founded: 5 in Austria 
Generalate: St. Vincent Hill 
8200 McKnight Road . 
Pittsburgh 37, Pennsylvania 


St. Jude’s Hospital 
Fairview & Oak Streets 
Montgomery, Alabama 


Mother Mary Mission Clinic 
1301 Seale Road 
Phenix City, Alabama 


St. Vincent's Hospital 
801 Lincoln Avenue 
Monett, Missouri 


Vincentian Home for Chronically Il 
Perrymont Road . 
Pittsburgh 37, Pennsylvania 


Villa de Marillac 
5300 Stanton Avenue | 
Pittsburgh 6, Pennsylvania 


1801 Daughters of Wisdom (D.W.) 
Founded: 1703 in France 
Generalate: Rome, Italy 


18014 AMERICAN PROVINCE (Sce C1601a) 
101-19 103rd Street 
Ozone Park 16, L.I., New York 


Hospital of the Holy Family 
151 Dean Street 
Brooklyn 2, New York 


St. Charles Hospital 
277 Hicks Street 
Brooklyn 2, New York 


St. Charles Hospital 
Prospect Street 
Port Jefferson, New York 


Good Samaritan Hospital 
West Islip, L.I., New York 


Maryview Hospital 
200 County Road | 
Portsmouth, Virginia (s) 


D 4. Archdiocese of Denver 
Denver, Colorado 
Ava Maria Clinics 


735 Curtis Sereet 
Denver, Colorado 
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D 7_ Diocese of Brooklyn 
Brooklyn, New York 


St. John’s Coney Island Summer Home 
Surf Avenue & West 28th Street 
Coney Island, New York 


D 8 Diocese of Indianapolis 
Indianapolis, Indiana 


St. Elizabeth’s Home 
2500 Churchman Street 
Indianapolis, Indiana 


D 9_ Archdiocese of New York 
New York, New York 


Catholic Charities Child Guidance Institution 
122 East 22nd Street 
New York 10, New York 


D 10 _ Diocese of Oklahoma City and Tulsa 
Oklahoma City, Oklahoma 


Our Lady of Victory Maternity Hospital 
611 N.E. Eighth Street 
Oklahoma City, Oklahoma 


ORGANIZATIONS CONDUCTING SPECIAL 
EDUCATIONAL PROGRAMS 


2007 Congregation of the Holy Cross 
Founded in France 


20074 PROVINCE OF ‘THE UNITED STATES 


University of Portland 
College of Nursing 

2475 N.W. Westover Road 
Portland 10, Oregon (s) 


2011 —7 Ghost Fathers 
Founded in France 


2011a PROVINCE OF THE UNITED STATES 


Duquesne University 

School of Nursing 

811 Bluff Street 

Pittsburgh 19, Pennsylvania (s) 


2014 Society of Mary 
Founded in Belgium 


20144 PROVINCE OF CINCINNATI 


University of Dayton 
Department of Nursing 

300 College Park Ave 
Dayton 9, Ohio (ne) 


2017 Congregation of the Mission 
( Vincentian Fathers) 


Founded: 1625 in France 
Generalate: Paris, France 


20174 EASTERN PROVINCE, U.S.A. 
Germantown, Pennsylvania 


St. John’s University 
Department of Nursing Education 
96 Schermerhorn St. 
Brooklyn 1, New York (ne) 


Niagara University 

College of Nursing 

Lewiston Road 

Niagara University, New York (s) 


20176 WESTERN PROVINCE, U.S.A. 


DePaul University 
Department of Nursing 

25 E. Jackson Blvd. 
Chicago 4, Illinois (ne) 


2020 Benedictine Fathers 


St. Anselm’s College 

Department of Nursing Education 
College Road ; 
Manchester, New Hampshire (s) 


2026 Dominican Sisters of the Third Order— 
Congregation of the Sacred Heart 


Sacred Heart Dominican College 
St. Joseph’s Department of Nursing 
2401 E. Holcombe Blvd. 

Houston 21, Texas (s) 


2028 Augustinian Fathers 
Founded in Italy 


20284 PROVINCE OF ST. THOMAS OF VILLA- 
NOVA 


Villanova University 
Division of Nursing 
Villanova, Pennsylvania (8) 


2041 Sisters of Loretto at the Foot of the 
‘OSS 


Founded: 1812 in the United States 
Generalate: Loretto, Kentucky 


Loretto Heights College 
Division of Nursing 
Loretto, Colorado (s) 


2050 Ursuline Sisters 


Founded: 1535 in Italy 
Generalate: 2413 Collingwood Blvd. 
Toledo, Ohio 


Mary Manse College 

Department of Nursing Education 
2436 Parkwood Avenue 

Toledo 10, Ohio (ne) 


AMERICAN HIERARCHY 


Catholic University of America 
School of Nursing 

3800 Brookland Avenue, N.E. 
Washington 17, D.C. (s) 


D-21 


D-25 ARCHDIOCESE OF NEWARK 


Seton Hall University—Urban Division 
School of Nursing 

31 Clinton Street 

Newark 2, New Jersey (s) 


D-27 DIOCESE OF CLEVELAND 


St. John’s College of Cleveland 
Division of Nursing 

Cathedral Square 

Cleveland 14, Ohio (s) 


D-28 DIOCESE OF DAVENPORT 


St. Ambrose College 
Division of Nursing 

518 W. Locust Strect 
Davenport, Iowa (ne) 


DIOCESE OF HELENA 


Carroll College 
Sisters of Charity School of Nursing 
Helena, Montana (s) 


D-31 


RELIGIOUS ORGANIZATIONS AND 
INSTITUTIONS CONCERNING WHICH 
INFORMATION IS INCOMPLETE 


V-3 peapen of Charity of St. Vincent de 
‘au 
Mayaguez, Puerto Rico 


St. Anthony’s Hospital 
Mayaguez, Puerto Rico 


V-4 Sisters of Charity 
San German, Puerto Rico 
San Juan, Puerto Rico 


Hospital de la Concepcion 
Calle de la Concepcion 
San German, Puerto Rico (pn) 


Hospital Auxiolo Mutuo 
San Juan, Puerto Rico 


Hospital Auxilio Mutuo 
Hato Rey 
Rio Piedras, Puerto Rico 


V-8 Yauco Hospital 
Yauco, Puerto Rico 


V-19 Hospital San Alberto & Anexo Sana- 
torium 
Hato Tejas, Road No. 2 
Bayamon, Puerto Rico 


V-20 Sisters of Mercy 
Hato Rey, Puerto Rico 
Clinico Fernandez Garcia 
Hato Rey, Puerto Rico 
V-21 Sisters of the Poor 
San Juan, Puerto Rico 


Asylum for Aged and Infirm 
Avenida Ponce de Leon 
San Juan, Puerto Rico 


V-22 Carmelite Sisters 
Hato Rey, Puerto Rico 


Clinic Julia : 
Hato Rey, Puerto Rico 
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LISTING OF RELIGIOUS ORDERS, CONGREGATIONS AND OTHER ORGANIZATIONS 
ENGAGED IN HOSPITALS, RELATED HEALTH FACILITIES 
AND NURSING ACTIVITY—CANADA 








RELIGIOUS ORDERS OF MEN 
CM1 Hospitaller Brothers of St. John of 
God (o.h.) (See M4) 
Founded: 1537 in Spain 
Generalate: Rome, Italy 


CMla_ PROVINCE OF OUR LADY OF MERCY 
667 Ouest Boul Gouin 
Montreal, Quebec, Canada 


Hepital Saint-Augustin 
Ancienne-Lorette, Quebec, Canada 


Hopital Notre-Dame-de-la-Merci 
555 Blvd., Gouin, Ouest 
Montreal, Quebec, Canada 


Hopital St. Charles-Borromee 
66 east Blvd. Dorchester 
Montreal, Quebec 


CM2_ Brothers of Charity 
Founded: 1807 in Belgium 
Generalate: Ghent, Belgium 


One PROVINCE FOR CANADA 
1245 Redpath Crescent 
Montreal 25, Quebec, Canada 


Retraite St-Benoit 
8050, Notre Dame Est 
Montreal, Quebec, Canada 


CM4_ Basilian Fathers (C.S.B.) 
95 St. Joseph Street 
Founded: 12> 
Generalate: Toronto, Ontario, Canada 
Assumption University of Windsor 
Department of Nursing 
400 Huron Line 
Windsor, Ontario, Canada (s) 


RELIGIOUS ORDERS OF WOMEN 


C101 ‘Sisters of St. Ann (S.S.A.) (See 109) 
Founded: 1850 in Canada 
Generalate: 1950 Provost Street 
Lachine, Quebec, Canada 


C1014 PROVINCE OF ST. JOSEPH (See 109a) 
St. Anne’s Academy 
Victoria, British Columbia, Canada 


Mount St. Francis Hospital 
Nelson, B.C., Canada 


St. Martin’s Hospital 
Oliver, B.C., Canada 


Bulkley Valley Districe Hospital 
Smithers, B.C., Canada 


Hopital Ste-Anne de Beaupre 
239, rue Royal 
Ste-Anne de Beaupre, Quebec, Canada 


Mount St. Mary’s House of Providence 
999 Burdette Avenue 
Victoria, B.C., Canada 


St. Joseph’s Hospital 
841 Collinson Street 
Victoria, B.C., Canada (s) 


St. Mary’s Hospital 
First Avenue 
Dawson, Yukon, Canada 


C103 tite Sisters of the Assumption (See 


Founded: 1865 in France 
Generalate: Paris, France 


C1034 CANADIAN PROVINCE 
1626, rue St-Hubert 
Montreal, Quebec, Canada 


Les Petites Soeurs 

de |’Assomption 
1626 Rue St. Hubert 
Montreal, Quebec, Canada 


Les Petites Soeurs 

de l’Assomption 
105 Rue Gordon 
Sherbrooke, Quebec, Canada 
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C201 Sisters of St. Benedict (O.S.B.) 
Founded: 1912 in Canada 
Generalate: Arborg, Manitoba 


Birtle District Hospital 
Box 264 
Birtle, Manitoba, Canada 


Johnson Memorial Hos ~ 
Gimli, Manitoba, Cana 


Sacred Heart Hospital 
Assiniboine Avenue 
Russell, Manitoba, Canada 


Crerar Hospital 
Winnipegosis, Manitoba, Canada 


C301 = Sisters of Our Lady of the Cross 
Founded: 1832 in France 
Generalate: Murinais, Isere, France 


C301la CANADIAN PROVINCE 
Convent of St. Joseph 
Forget, Saskatchewan, Canada 


Montmartre Union Hospital 
Montmartre, Saskatchewan, Canada 


Mount St. Joseph 
Prince Albert, Saskatchewan, Canada 


en of Arc Home 
ia Whitewood 

St. Hubert Mission 
Saskatchewan, Canada 


Mount St. Mary 
Weyburn, Saskatchewan, Canada 


C305 Desghees of the Cross—Sisters of St. 


Founded: 1805 in France 
Generalate: 567 Archibald Street 
St. Boniface, Manitoba 


St. Claude Hospital 
St. Claude, Manitoba, Canada 


C401 Dominican Sisters sf the Infant Jesus 
Founded: 1887 in Cana 
Generalate: 1045 Rue 3c “Cyrille 
Quebec, Quebec, Canada 


Hospital du Tres St. Redempteur 
2, rue Thibault 
Matane, Quebec, Canada 


Hopital de L’Enfant Jesus 
1401, 18¢ rue 
Quebec, Quebec, Canada (s) 


C501 _ Sisters of St. Elizabeth (O.S.F.) 
Founded: 1626 in Aix la Chapelle (Aachen) 
Generalate: St. Elizabeth’s Convent 
Humboldt, Saskatchewan, Canada 


St. Michael’s Hospital 
Cudworth, Saskatchewan, Canada 


St. Elizabeth’s Hospital 
Ninth Street 
Humboldt, Saskatchewan, Canada (s) 


St. Joseph’s Hospital 
Macklin, Saskatchewan, Canada 


C601 _ Religious of St. Francis of Assisi (s.f.a.) 
Founded: 1838 in France 
Generalate: Lyons, France 


C60la PROVINCE STE-JEANNE-D’ARC 
Provincial House 
Gros-Pin 
Charlesbourg, Quebec, Canada 


Hopital Ste-Jeanne d’Arc 
110, Ouest Prince Arthur 
Montreal, Quebec, Canada (s) 


Hopital St-Francois d’Assise 
1695, Premiere Avenue 
Quebec, Quebec, Canada (s) 


C603 Little Franciscan 
(p.f.m.) (See 5 
Seana 1889 in Canada 
Generalate: Charlevoix 
Baie St-Paul, Quebec, Canada 


Hopital Ste-Anne 
Baie St-Paul, Quebec, Canada 


Residence Morin 
6365, de St-Valier 
Montreal, Quebec, Canada 


Sisters of Mary 


Residence Ste-Brigide 
1065, rue Maisonneuve 
Montreal, Quebec, Canada 


Hopital Ste-Elizabeth 
leherveh, Quebec, Canada 


C605 Ce Franciscan Sisters of St. Joseph 


Founded: 1929 in Canada 
Generalate: 11822 Bois-de-Boulogne 
Montreal, Quebec, Canada 


Beghsl St-Joseph des Convalescents 
1844, Bois-de-Boulogne 
lag Quebec, Canada (pn) 


Hopital Notre Dame Du Sourire 
Lachute, Quebec, Canada 


Hopital St-Francois 
La Sarre, Quebec, Canada 


yore St-Joseph des Convalescents 
4585, rue Berri 
Montreal, Quebec, Canada 


C701 The Grey Nuns of the Cross of Ottawa 
(s.g.c.) (See 607) 
Founded: 1845 in Canada 
Generalate: 9 Brutere Street 
Ottawa, Ontario, Canada 


Holy Angels Asylum for Indians and Dis- 
nsary for Sick Children 
Albany (Baie James), Ontario, Canada 


Hopital Ste-Marie 
Baie James, via Moosonee 
Attawapiskat, Ontario, Canada 


Ste-Anne Indian Residential Hospital 
Fe. Albany (Lac Ste-Anne) Ontario, Canada 


Notre Dame Hospital 
1 Regent Street 
Hawkesbury, Ontario, Canada 


St. Joseph’s General Hospital 
Mattawa, Ontario, Canada 


Assomption Hospital 
Moosonee, Ontario, Canada 


Ottawa General Hospital 
43 Bruyere Street 
Ottawa, Ontario, Canada 


Sct. Vincent’s Hospital 
26 Cambridge Street 
Ottawa, Ontario, Canada (pn) 


St. Joseph’s Hospital 
Mount St. oe 
Sudbury, Ontario, Canada (s) 


Hospital Sainte-Croix 
Spirit River, Alberta, Canada 


Hopital St-Michel 
60 rue MacLaren 
Buckingham, Quebec, Canada (pn) 


Hopital See Therese 
rue Georg 
Sheclsions Falls, Quebec, Canada (s) 


Hopital Ste-Therese 
Fe- ge, (Baie James), Quebec, Canada 


Sanatorium St-Laurent 
20 rue Pharand 
Hull, Quebec, Canada 


Hopital St-Joseph 
Maniwaki, Quebec, Canada 


Hopital d’Youville 
Co. de Temiskamingue 
Noranda, Quebec, Canada (s) 


Hopital Ste-Famille 
Co. Temiskamingue 
Ville Marie, Quebec, Canada 


C703 Grey Sisters r: the Immaculate Con- 
ception (G.S.I.C.) 
Founded: 1926 in “Canada 
Generalate: 700 McKay Street 
Pembroke, Ontario, Canada 


Pembroke General Hospital 
705 Mackay Street 
Pembroke, Ontario, Canada (s) 


General Hospital 
35 Jeffrey Street 
Penetanguishene, Ontario, Canada 


General Hospital 
941 Queen Street, East 
Sault Ste. Marie, Ontario, Canada (s) 
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C705 y yore of the Sisters of Charity 


St. Anthony's Hospital 
Esterhazy, Saskatchewan, Canada 


St. Joseph’s Hospital 
Lestock, Saskatchewan, Canada 


g.s.h.) (See 605) 


Founded: 1840 in Canada 


Generalate: 10 rue Dessaulles 
St. Hyacinthe, Quebec, Canada 


Flin Flon General Hospital 
Third Avenue 
Flin Flon, Manitoba, Canada 


St. Anthony's Hospital 
First Street 
Le Pas, Manitoba, Canada 


Hospice Ste-Elizabeth 
rue St-Paul 
Farnham, Quebec, Canada 


Hopital St-Joseph 
Blvd. Leclerc 
Granby, Quebec, Canada (pn) 


Hospice, Ste-Croix 
Marieville, Quebec, Canada 


Hopital St-Charles 
2750, rue Laframboise 
St- Hyacinthe, Quebec, Canada (s) 


Hotel Dieu de St-Hyacinthe 
10, rue Dessaulles 
St-Hyacinthe, Quebec, Canada 


Ouvroir Ste-Genevieve 
68, rue St-Antoine 
St- Hyacinthe, Quebec, Canada 


Hopital General St-Vincent-de-Paul 
132, rue King, Est 
Sherbrooke, Quebec, Canada (s) 


Hopital d’Youville 
Sherbrooke, Quebec, Canada 


Hopital General 
Sorel, Quebec, Canada 


C707 _ Sisters Be Charity of the General Hos- 


pital of Montreal (s.g.m.) (See 603) 


Founded: 1737 in Canada 
Generalate: 1190 Rue Guy 
Montreal, Quebec, Canada 


C7074 PROVINCE OF DIVINE PROVIDENCE 
St. Ann’s Hospital 


Fort Smith, 


orthwest Territory, Canada 


St. Gabriel’s Hospital 
McMurray, Alberta, Canada 


Sacred Heart Convent 
Fort Providence, N.W.T., Canada 


Faraud’s Hospital 
Fort Rae, N.W.T., Canada 


St. Joseph’s Hospital 
Fort Resolution, N.W.T., Canada 


Sct. Anne’s General Hospital 
Mackenzie County 
Fort Smith, N. WT., Canada 


St. Marguerite’s Hospital 
Fort Simpson, N.W.T., Canada 


C7076 PROVINCE OF NICOLET 
Hotel Dieu de Nicolet 
Nicolet, Quebec, Canada 
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Hotel Dieu 
Harricane 
Amos, Quebec, Canada (pn) 


Hopital Ste-Croix 
570 rue Heriot 
Drummondville, Quebec, Canada (s) 


Hopital St-Joseph 
Commerciale 
La Tuque, Quebec, Canada (pn) 


Hopital du Christ-Roi 
Ste- Jean-Baptiste 
Nicolet, Quebec, Canada 


Hotel Dieu Nicolet 
Nicolet, Quebec, Canada 


Foyer Sainte-Anne 
Saint-Celestin 
(Nicolet) Quebec, Canada 


Hospital Ste-Therese de |’ Enfant Jesus 
Chesterfield Inlet, N.W.T., Canada 
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C707¢ PROVINCE OF ST. ALBERT 


Youville Home 
St. Albert, Alberta, Canada 


Edmonton General Hospital 
111th Streets & 100th Avenue 
Edmonton, Alberta, Canada (s) 


Holy Cross Hospital 
22nd Avenue & 2nd Street West 
Calgary, Alberta, Canada (s) 


St. Theresa Hospital 
St. Paul, Alberta, Canada 


St. Margaret’s Hospital 
Second Avenue 
Biggar, Saskatchewan, Canada 


St. Joseph’s Hospital 
Ile a la Crosse, Saskatchewan, Canada 


Hopital St-Martin 
La Loche, Saskatchewan, Canada 


St. Paul's Hospital 
Avenue P. and 20th Street 
Saskatoon, Saskatchewan, Canada (s) 


C707d PROVINCE OF ST. BONIFACE 


151 Despins Street 
St. Boniface, Manitoba, Canada 


Notre Dame des Neiges Hospital 
Berens River, Manitoba, Canada 


St. Boniface Home for Aged and Infirm 
Tache Avenue 
St. Boniface, Manitoba, Canada 


St. Boniface Hospital 
Tache Avenue 
St. Boniface, Manitoba, Canada (s) 


St. Rose Hospital 
St. Rose du Lac, Manitoba, Canada 


St. Boniface Sanatorium 
River Road, Lot 55 
St. Vital, Manitoba, Canada 


La Verendrye Hospital 
Victoria Avenue 
Fort Frances, Ontario, Canada (pn) 


St. Joseph’s Hospital 
Gravelbourg, Saskatchewan, Canada 


Regina Grey Nuns Hospital 
Dewdney Street 
Regina, Saskatchewan, Canada (s) 


C707 PROVINCE OF we MARIE 


5633 est, rue Sherbrooke 
Montreal 5, Quebec, Canada 


Instute de Cardiologie de Montreal 
5415 L’Assomption Blvd. 
Montreal 36, Quebec, Canada 


Hopital Maisonneuve 
5415 Blvd. del’Assomption 
Montreal 36, Quebec, Canada (s) 


Hopital Notre Dame 
1560 est, rue Sherbrooke 


Montreal 24, Quebec, Canada (s, pn) 


Hopital Pasteur 


3095 est, rue Sherbrooke 
Montreal 24, Quebec, Canada 


Hopital St-Jean 
217, rue Longueuil 
St-Jean, Quebec, Canada (s) 


Creche d’Youville 
5705 Chemin Cote de Liesse 
Montreal 9, Quebec, Canada 


Foyer LeJemmarais 
rue Youville 
Varennes, Quebec, Canada 


C711 _ Sisters of Charity of Quebec (s.c.q.) 


Founded: 1849 in Canada 
Generalate: 5 Rue Sr. Olivier 
Quebec 5, Quebec, Canada 


Hospice des Soeurs de la Charite 
945, rue St-Oliver 
Quebec City 4, Quebec, Canada 


C7114 __ PROVINCE ST.-JOSEPH (See 604a) 


2915, Avenue de l’Orphelinat 
Giffard, Quebec, Canada 


Hopital St-Joseph 
La Malbaie, Quebec, Canada 


C711b PROVINCE D’ YOUVILLE 
Hopital aicomge, ont teal 
Mastai, Quebec, Canada 


Hopital Civique 
2480, Chemin de la Canardiere 
Mastai, Quebec, Canada 


Hopital St-Michel-Archange 
Mastai, Quebec, Canada (s) 


C711¢ PROVINCE DU SACRE COEUR 
Hopital St-Julien 
St. Ferdinand, Quebec, Canada 


Hopital St-Joseph 
Beauceville, Quebec, Canada 


Hopital du Sacre Coeur 
181, rue St-Calixte 
Plessisville, Quebec, Canada 


Hopital St-Julien 
St-Ferdinand, Quebec, Canada 


Hopital St-Joseph 
Co. Megantic 


Thetford Mines, Quebec, Canada (pn) 


C711d PROVINCE NOTRE DAME 
Convent of St. Jean Baptiste 
508 Rue St. Jean 
Quebec, Quebec, Canada 


Hopiral Ste-Jean Eudes 
Cote Norde 
Havre St-Pierre, Quebec, Canada 


Clinique Roy-Rousseau 
Chemin de la Canardiere 
Quebec, Quebec, Canada 


Hopital Laval 
Ste-Foy 
Quebec, Quebec, Canada 


Hospital St-Sacrament 
1050 Chemin Ste-Foy 
Quebec City, Quebec, Canada (s) 


C71le PROVINCE MALLET 
Hospice St. Joseph = la Deliverance 
Levis, Quebec, Canada 


Hopital Cloutier 
Cap de la Madeleine, Quebec, Canada 


Hopital Notre-Dame de la Garde 
Cap-aux-Meules 
Iles de la Madeleine, Quebec, Canada 


Hopital St-Joseph de la Deliverance 
rue St-Louis 


Levis, Quebec, Canada 


Sanatorium Mastai 
Mastai, Quebec, Canada 


Hospice St-Thomas 
8, rue St. Joseph 
Montmagny, Quebec, Canada 


Hopital St-Joseph 
65, rue Ste-Marie 
Rimouski, Quebec, Canada (s) 


C801 Sisters of the Holy Family (Sisters of 


Hope) (s.h.f.) 
Founded: 1820 in France 
Generalate: Bordeaux, France 


C801a PROVINCE OF CANADA 
Provincial House 
1374 Pine Avenue West 
Montreal, Quebec, Canada 


Hopital Notre Dame de I’Esperance 
Rue du Pont 
Amqui, Quebec, Canada 


Hopital Lourdes du Blanc Sablon 


Lourdes-du-Blanc-Sablon, Quebec, Canada 


Hopital Notre Dame de |'Esperance 
383, Chemin Ste-Foy 
Quebec City, Quebec, Canada 


Hopital Notre Dame de |’Esperance 
1275 Cote Vertu 
St-Laurent, Quebec, Canada (s) 


Hopital Notre Dame de I’Esperance 
St-Paul-l’Ermite, Quebec, Canada 


Hospital Notre-Dame de I|’Esperance 
Sept-Iles, Quebec, Canada 
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C805 Servants a the Thy Heart of Mary 
(s.s.c.m.) (See 1113) 
1860 in Paris, France 


Founded: 
Beauport, Quebec, Canada 


Generalate: 


C8054 PROVINCE Du SACRE COEUR DE MARIE 
37 Avenue des Cascades 
Beauport, Quebec, Canada 


Hopital St. Alexandre 
Les Escoumins, Quebec, Canada 


Hopital Comtois 
Louisville, Quebec, Canada 


C901 Sisters of Cue of the Immaculate 
Conception (S.C.I.C.) 
Founded: 1854 in Canada 
Generalate: St. Vincent’s Convent 
43.35 Cliff Street 
St. John, New Brunswick, Canada 


St. Joseph’s Hospital 
Box 65 
Radway Centre, Alberta, Canada 


Our Lady of Mercy Home 
54th Avenue and Oak Street 
Vancouver, British Columbia, Canada 


St. Vincent’s Hospital 
33rd & Heather Street 
Vancouver, British Columbia, Canada 


Mater Misericordia Home & Hospital 
103 Waterloo Street 
St. John, New Brunswick, Canada 


St. Joseph’s Hospital 
Bayard Drive 
St. John, New Brunswick, Canada (s) 


Holy Family Hospital 
15th Street, West 
Prince Albert, Saskatchewan, Canada (s) 


C903 Missionary — of the Immaculate 
nception (M.I.C.) 
Founded: 1902 in Canada 
Generalate: 2900 Chemin Ste-Catherine 
Montreal 26, Quebec, Canada 


Me. St. Joseph’s Hospital 
Prince Edward Street & 15th Avenue, East 
Vancouver, British Columbia, Canada 


Hopital Chinois 
est, Rue Lagauchetiere 
Montreal, Quebec, Canada 


Montreal Chinese Hospital 
112 Lagauchetiere West 
Montreal, Quebec, Canada 


C905 Sisters, Servants of Mary Immaculate 
(S.S.M.I. 


Founded: 1892 in Poland 
Generalate: Rome, Italy 


C905a PROVINCE OF CHRIST THE KING 
5 Austin Terrace 
Toronto, Ontario, Canada 


Mundare General Hospital 
Mundare, Alberta, Canada 


Sisters’ General Hospital 
Willingdon, Alberta, Canada 


Holy Family Home 

165 Aberdeen Ave., E. 

Winnipeg, Manitoba, Canada 
C1001 Daughters of | (F.D.J.) 
Founded: 1834 in France 
Generalate: Kermaria, France 


C1001a PROVINCE OF WESTERN CANADA 
e 900a) 
Notre Dame Convent 
Edmonton, Alberta, Canada 


St. Catherine’s Hospital 
Mackenzie Avenue 
Lac La Biche, Alberta, Canada 


St. Vincent’s Hospital 
Pincher Creek, Alberta, Canada 


C1001b PROVINCE OF EASTERN CANADA 
1193 Boulevard St. Louis 
Trois Rivieres, Quebec, Canada 


Hotel Dieu-St. Joseph 
Dalhousie, New Brunswick, Canada 


St. Ann’s Hospital 
Arichat, Nova Scotia, Canada 


Sacred Heart Hospital 
Cheticamp, Nova Scotia, Canada 


Hopital Notre Dame du Detour 
Notre Dame du lac, Quebec, Canada 


DIRECTORY NUMBER 
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Hopital-Sanatorium Cooke 
rue Ste-Marguerite 
Trois Rivieres, Quebec, Canada (pn) 


C1002 _ Sisters of the Love of Jesus 
Founded: 1937 in Canada 
Generalate: St. Mary’s Priory 
442 a Avenue 
Victoria, B. C., Canada 


St. Mary’s Priory Hospital 
Langford, British Columbia, Canada 


C1006 Religious of the Enfant Jesus (r.e.j.) 
Founded: 1859 in France 
Generalate: Scone-es- Lowe, France 


C1006a CANADIAN PROVINCE 
Convent of St. Francis Xavier 
Riviere-du-Loup, Quebec, Canada 


Hopital Notre Dame de Fatima 
5 ieme Avenue 
Ste-Anne-de-la-Pocatiere, 
Quebec, Canada 


C1010 Religious of Notre Dame of the 
Sacred Heart (r.n.d.s.c.) 
Founded: 1924 in Canada 
Generalate: 125 King Street 
Moncton, New Brunswick 


Stella Maris Hospital 
Bouctouche, New Brunswick 
c1021 rere ky Hospitallers of St. Joseph 
r.h.s.j. 
Founded: 1659 in Canada 
Generalate: 251 Ouest Ave-des-Pins 
Montreal, Quebec, Canada 


C1021a PROVINCE OF VILLE-MARIE 
(See 907a) 
2450 St. Catherine Road 
Montreal, Quebec, Canada 


Hotel Dieu of St. Joseph 
Whitelaw, Alberta, Canada 


Hotel Dieu of St. Joseph 
1030 Ouellette Ave. 
Windsor, Ontario, Canada (s) 


Hotel-Dieu de St-Joseph 
Avenue des Erables 
Arthabaska, Quebec, Canada (s) 


Hotel Dieu 
Hauterive, Quebec, Canada 


Hotel-Dieu de Montreal 
3840 rue St. Urbain 
Montreal, Quebec, Canada (s) 


Hotel Dieu 
rue Montign 
St. Jerome, Quebec, Canada (s) 


C10216 a OF NotTrRE DAME DE L’AS- 
PTION 
Vallee reg New Brunswick, Canada 


Hotel Dieu of St. Joseph 
Murray St., 
Bathurst, New Brunswick, Canada 


Hotel Dieu of St. Joseph 

4 Arran St. 

Campbellton, 

New Brunswick, Canada (s, pn) 


(s, pn) 


Hotel Dieu of St. Joseph 


21st Avenue 

Edmundston, N. B., Canada (s) 
Hotel Dieu de St. Joseph 

Lameque, New Brunswick, Canada 


Hotel Dieu of St. Joseph 
Perth, New Brunswick, Canada 


Hotel Dieu of > Joseph Hospital 
Madawaska 
St. Basile, New _— Canada 


Sanatorium of St. Joseph 
St. Basile, New Runswick, Canada 


Hotel-Dieu St. Jose 
St. Quentin, New a Canada 


Hotel-Dieu de St. Joseph 
Gloucester County 

Tracadie, New cute, Canada (s, pn) 
Le Pavillon La Dauversiere 

Vallee Lourdes, N.B., a 


Sanatorium Notre Dame de Lourdes 
Vallee Lourdes, New Brunswick, Canada 


Hotel Dieu de Sorel 
80, Chemin, Ste-Anne 
Sorel, Quebec, Canada (pn) 


C1021¢ PROVINCE OF ST. JOSEPH (See 907c) 
Kingston, Ontario, Canada 


Hotel Dieu Hospital 
Loban Avenue 
Chatham, New Brunswick, Canada 


Hotel Dieu 
McConnell Avenue 
Cornwall, Ontario, Canada (s) 


Macdonell Memorial Hospital 
211 Water Street, West 
Cornwall, Ontario, Canada 


Hotel Dieu 
omen and Brock Streets 
ingston, Ontario, Canada (s) 


Hotel Dieu of St. Joseph 
168 Ontario Street 
St. Catharines, Ontario, Canada 


C1028 Sisters of St. fonats (C.S.J.) 
Founded: 1650 in France 
Generalate: St. Joseph’s Convent 
St. Alban Street 
Toronto, Ontario, Canada 


St. Joseph’s Hospital 
Comox, British ‘Columbia, Canada 


Our Lady of Mercy Hospital 
100 Sunnyside Avenue 
Toronto, Ontario, Canada 


St. Joseph's a, 
1830 Queen Street, W., 


Toronto, Ontario, Canada (s) 
St. Michael’s Hospital 

30 Bond Street 

Toronto, Tcasie, Canada (s) 


C1030 Sisters of St. Joseph 
Founded: 1650 in France 
Generalate: Me. St. Joseph 
Peterboro, Ontario, Canada 


St. Joseph’s General Hospital 
116 Church St., 
Parry Sound, Ontario, Canada 


St. fuet s Hospital 
384 Roger St. 
Peterboro, Ontario, Canada (s) 


St. Joseph’s Hospital 
Ist Ave., 
Estevan, "Saskatchewan, Canada 


C1031 Sisters of St. Joseph (C.S.J.) 
Founded: 1650 in France 
Generalate: Mt. St. Joseph 
Queen’s Avenue 
London, Ontario, Canada 


+ Sens, s Hospital 
Chetham> Galatia, Canada (s) 


St. Joseph’s Hospital 
Richmond & Grosvenor Sts., 
London, Ontario, Canada (s) 


St. Mary’s Hospital 
Grosvenor & Richmond Streets 
London, Ontario, Canada 


St. Joseph’s Hospital 
London Rd. & Russell St. 
Sarnia, Ontario, Canada 


C10314a PROVINCIALATE FOR WESTERN 
CANADA 


Sacred Heart Convent 
Edmonton, Alberta, Canada 


St. Jose - 's Hospital 
Galahad, Alberta, Canada 


General Hospital 
Killam, Alberta, Canada 


C1032 Streees of St. Joseph (C.S.J.) 
Founded: 1650 in France 
Generalate: St. Joseph’s Convent 
P.O. Box 
Hamilton, Ontario, Canada 


t. Jeane 's Hospital 
Pee 
Brantford, Ontario, Canada (pn) 


House of Providence 
Dundas, Ontario, Canada 


St. Joseph’s Hospital 
Westmount Street 
Guelph, Ontario, Canada (s) 


St. Joseph’s Hospital 
300 John Street 
Hamilton, Ont., Canada (s) 
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St. Mary's Hospital 
Vo wed Mount Crescent 
itchener, Ontario, Canada (s) 


C1033 ue w St. Joseph of Sault Ste-Marie 
( 


oe "1650 in France 
Generalate: College of St. Joseph 
North Bay, Ontario, Canada 


St. Joseph’s General Hospital 
Blind River, Ontario, Canada 


St. Joseph's General Hospital 
Spine Road 
Elliot Lake, Ontario, Canada 


St. Joseph’s General Loy se 
Little Current, Ontario, Canada 


St. Joseph’s General Hospital 
McLaren St., 
North Bay, Ontario, Canada (s) 


St. Joseph’s General Hospital 
35 Algoma St., 
Port Arthur, Ontario, Canada (s) 


St. Joseph’s Manor 
Red River Road 
Port Arthur, Ontario, Canada 


Sudbury General Hospital 

Paris Street 

Sudbury, Ontario, Canada (s) 
C1034 shige ne St. Joseph of Pembroke 
Founded: 1650 in France 
Generalate: St. Joseph’s on the Lake 
Pembroke, Ontario, Canada 


St. Joseph’s Hospital 
Barrhead, Alberta, Canada 


Radville Community Hospital 
Radville, Saskatchewan, Canada 


C1040 oe of St. Joseph of Newark 
S.J.) (See 943) 
Founded: 1888 in England 
Generalate: Mt. St. Joseph 
Glendola Road 
Spring Lake, New Jersey 


C1040a Our LaDy’S PROVINCE (See 943a) 
Mount St. Mary's 
1655 Killarney Way 
Bellevue, Washington 


Mater Misericordiae Hospital 
1961 Georgia St., . 
Rossland, British Columbia, Canada 


C1045 Sisters of St. Joseph of St. Vallier 
Founded: 683 in France 


Generalate: Drome, France 


C1045a CANADIAN PROVINCE 
Convent St. Joseph 
560 Chemin Ste-Foy 
Quebec 6, Quebec, Canada 


ital St-Joseph-du-Lac 
— Quebec, Canada 


ge St- Jose == -de-Bellevue 
hemin 


Se 6, Quebec, Canada 


C1101 Sisters of St. Martha (C.S.M.) 
Founded: 1900 in Canada 
Generalate: Bethany Convent 
Antigonish, Nova Scotia, Canada 


Banff a, Springs Hospital 
Spray A 
Banff, Ainenn, Canada 


St. Michael’s Hospital 
13th St. & 9th Ave., West 
Lethbridge, Alberta, Canada (s) 


R. K. MacDonald Guest House 
Pleasant Street 
Antigonish, Nova Scotia, Canada 


St. Martha's Hospital 

Bay Street 

Antigonish, Nova Scotia, Canada (s, pn) 
St. Joseph's Hospital 

193 Main Street 

Glace Bay, N.S., Canada (s) 


St. Mary's Hospital 
Railway Sct., 
Inverness, Nova Scotia, Canada 
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St. Rita’s Hospital 
Kings Road 
Sydney, Nova Scotia, Canada (s) 


St. Michael’s Hospital 
Beryl Street 
Broadview, Saskatchewan, Canada 


St. Peter's Hospital, 
Alberta St., 
Melville, Saskatchewan, Canada 


Mercy Hospital 
2416 Victoria Ave 
Regina, Sask., Canada 


Martha (C.S.M.) 
Founded: 1916 in Canada 


Generalate: Met. St. Mary's Convent 
Charlottetown, P. E. I. 


C1103 Sisters of St. (See 
1102 


Western Hospital 
Popular Street 
Alberton, Prince Edward Island, Canada 


Charlottetown Hospital 
17 Haviland 
Charlottetown, P.E.I., Canada (s) 


Sacred Heart Home 
13 Haviland Street 
Charlottetown, P.E.I., Can. 


C1104 Sisters, Marianites of the Holy Cross 
e S.C.) (See 1101) 
1841 in France 

Le Mans, Sarthe, France 


Founded: 
Generalate: 


€1104a AMERICAN PROVINCE (See 1101a) 
The Great Road 
Princeton, New Jersey 


Hopital St-Joseph 
Lac Megantic, Quebec, Canada 


Hopital Notre Dame de Ste-Croix 
Mont Laurier, Quebec, Canada 


C1105 Sisters, Servants of the Immaculate 
Heart of Mary of the Good Shepherd 
of Quebec (S.C.I.M) (See 1114) 
Founded: 1850 in Canada 
Generalate: 1080 Rue Lachevrotiere 
Quebec, Quebec, Canada 


C110Sa_ PROVINCE OF QUEBEC 
1080 Rue Lachevrotiere 
Quebec, Quebec, Canada 


Holy Heart of Mary Maternity Hospital 
8 McGill Street 
Hawkesbury, Ontario, Canada 


Maison-Mere du Bon-Pasteur 
1080, rue Lachevrotiere 
Quebec 4, Quebec, Canada 


Hopital ‘de la Misericorde 
1210, Chemin Ste-Foy 
Quebec 6, Quebec, Canada 


Hopital Notre Dame de Recouvrance 
233, Avenue Giguere 
Quebec, Quebec, Canada 


C1107 ‘ ed of Misericorde (s.m.) 


3) 
Founded: 1848 in Canada 
Generalate: 12435 Avenue de la Misericorde 
(Cartierville) 
Montreal, Quebec, Canada 


(See 


eecoute +a? 
9830—11 
Edmonton, gol Canada (s) 


Misericordia General Hospital 
99 Cornish Avenue 
Winnipeg, Manitoba, Canada (s) 


Misericordia Hospital 
Georgina St., 

Haileybury, Ontario, Canada (pn) 
Scarborough General Hospital 
McGowan’s Rd. & Lawrence Ave. 
Scarborough, Ontario, Canada 


Hopital General de la Misericorde 
1051, rue St-Hubert 
Montreal, Quebec, eet (s) 


Hopital St. Joseph 
5689, Boulevard Rosemont 
Montreal, Quebec, Canada 


ioe Ste-Marie 
1991, Boul du Carmel 


Trois-Rivieres, Quebec, Canada (pn) 


C1109 Religious Hospitallers of the Miseri. 
corde of Jesus (0.s.a) 
Founded: 1155 in France 
Generalate: Hotel Dieu St-Vallier 
Chicoutimi, Quebec, Canada 


Hotel Dieu d’Alma 
Alma, Quebec, Canada (s) 


Hotel Dieu St-Vallier 
Chicoutimi, Quebec, Canada (s) 


Hotel Dieu du Sacre-Coeur 
Dolbeau, Quebec, Canada (pn) 

Hotel Dieu Notre Dame de 1!’Assomption 
Jonquiere, Quebec, Canada 


C1110 Religious Hospitallers of the Miseri- 
corde of Jesus (0.s.a) 
Founded: 1155 in France 
Generalate: Hotel Dieu du Sacre-Coeur 
Avenue du Sacre-Coeur 
Quebec 8, Quebec, Canada 


Hopital du Sacre-Coeur de Jesus 
Ave du Sacre-Coeur 
Quebec, Quebec, Canada 


C1111 Religious Hospitallers of the Miseri- 
corde of Jesus (0.s.a) 

Founded: 1155 in France 

Generalate: Gaspe, Quebec, Canada 


Hotel-Dieu de Notre-Dame-des-Neiges 
Gaspe Harbor 
Gaspe, Quebec, Canada (s) 


C1113 Religious Hospitallers of the Miseri- 
corde of Jesus (0.s.a.) 
Founded: 1155 in France 
Generalate: Hotel Dieu de Coeur 
Agonisant de Jesus 
Levis, Quebec Canada 


Hotel Dieu de Levis 
143, rue Wolfe 
Levis, Quebec, Canada (s) 


Hotel Dieu de St. Augustine 
Montmagny, Quebec, Canada (pn) 
C1115 Religious Hospitallers of the Miseri- 
corde of Jesus (0.s.a.) 
Founded: 1155 in France 
Generalate: 11 Cote du Palais 
Quebec, Quebec, Canada 


Root General de Quebec 
Boul. Langelier 
oto Quebec, Canada 


7 Hotel Dieu de Quebec 
11, Cote du Palais 
Quebec, Quebec, Canada (s) 


L’Hotel Dieu Notre Dame de Beauce 
St. George, Quebec, Canada (s) 


C1117 Religious Hospitallers of the Miseri- 
corde of Jesus (0.s.a.) 
Founded: 1155 in France 
Generalate: Hotel Dieu St. Michel 
Roberval, Quebec, Canada 


Hotel Dieu St-Michel 
rue St-Jose 
uebec, Canada 


Roberval, (pn) 


C1201 _ Sisters of Notre Dame of Chambriac 


Founded: 1732 in France 
Generalate: Puy de Dome, France 


C1201a PROVINCE OF CANADA 
Ponteix, Saskatchewan, Canada 


Gabriel de St. Joseph Hospital 
Ponteix, Saskatchewan, Canada 


Notre Dame Hospital 
Val Marie, Saskatchewan, Canada 


Notre Dame de |’Assumption Hospital 
Zenon Park, Saskatchewan, Canada 


C1203 Sisters of Charity of Notre Dame of 


vron 
Founded: 1681 in France 
Generalate: Evron, France 


C1203a PROVINCE OF CANADA 
t. Mary's Convent 
ney Alberta, Canada 


St. Louis Hospital, 
Bonnyville, Alberta, Canada 


St. Therese’s Hospital 
Drawer 490 
Tisdale, Saskatchewan, Canada 
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St. Mary’s Hospital & 
Box 1 
Trochu, Alberta, Canada 


Vegreville General Hospital 
Vegreville, Alberta, Canada (s) 


C1205 Congregation of Notre Dame 
Founded: 1658 in Canada 
Generalate: 3040 Sherbrooke-Ouest 
Montreal, Quebec, Canada 


C1205a PROVINCE OF MONTREAL 
3040 Sherbrooke-Ouest 
Montreal, Quebec, Canada 


Sanatorium Notre-Dame-des-Monts 
Ste-Adele, Quebec, Canada 


c1301 Spore of St. Paul de Chartres (s.p.d.c.) 
Founded: 1694 in France 
Grameen Chartres, France 


C1301a PROVINCE OF CANADA 
Maison-Provinciale N.D. de la Paix 
Ste-Anne-des-Monts, Quebec, Canada 


Hopital Notre Dame 
Charny, Quebec, Canada 


Hopital Notre Dame de Chartres 
Maria, Quebec, Canada 


Hopital Ste-Anne des Monts 
Ste-Anne-des-Monts, Quebec, Canada 


C1302 prenaionay « § Sisters of the Precious 


Founded: {S85 in ) south Africa 
Generalate: Aarle-Rixtel, Holland 


C1302a@ PROVINCE OF CANADA 
St. Bernard's Convent 
Willowdale, Ontario, Canada 


St. Bernard's Convalescent Hospital 
Willowdale, Ontario, Canada 


C1303 Sisters of Charity of 
(f.c.s.p.) (See 1317) 
Founded: 1843 in Canada 
Generalate: 2311 Est. Ste. Catherine 
Montreal, Quebec, Canada 


Providence 


Hopital Notre Dame 
Hearst, Ontario, Canada 


St. Joseph's Hospital 
Kenora, Ontario, Canada 


Hopital de la Providence 
318 rue Princess 
Lachute, Quebec, Canada 


Providence Ste-Genevieve 
4078, rue Delorimier 
Montreal, Quebec, Canada 


C13034a PROVINCE OF THE HOLY ANGELS 
Lacombe Home 
Midnapore, Alberta, Canada 


St. Martin's Hospital 
Desmarais ( Wabaska), Alberta, Canada 


St. Theresa’s Hospital 
Fort Vermilion, Alberta, Canada 


Providence Hospital 
High Prairie, Alberta, Canada 


Sacred Heart Hospital 
McLennan, Alberta, Canada 


St. Eugene’s Hospital 
Cranbrook, B.C., Canada 


St. Joseph’s General Hospital 
Dawson Creek, B.C., Canada 


Providence Hospital 
Fort St. John, B.C., Canada 


St. Mary’s Hospital 
New Westminster, B.C., Canada 


St. Paul’s Hospital 
1081 Burrard St., 
Vancouver, B.C., Canada (s) 


St. John Hospital 
Vanderhoof, B.C., Canada 


Notre Dame Hospital 
North Battleford, Sask., Canada 


C1303b PROVINCE OF ST. JOSEPH 
56, rue Notre Dame 
Joliette, Quebec, Canada 


Hotel Dieu de |’Assumption Hospital 


Providence Street 
Moncton, New Brunswick, Canada (s) 
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Hopital St-Eusebe 
Blvd. Manseau 
Joliette, Quebec, Canada (s) 


Hospice Gamelin 
1440, rue Dufresne 
Montreal, Quebec, Canada 


Hopital St-Joseph 
31, rue Ste-Julie 
Trois Rivieres, Quebec, Canada (s) 


C1303¢ PROVINCE OF OuR LADY OF THE 
SEVEN DOLORS 
Asile de la Providence 
551 Ste-Catherine, Est. 
Montreal 24, Quebec, Canada 


Hopital-Hospice de la Providence 
Chandler, Quebec, Canada 


Hopital St-Joseph 
225, rue St-Louis 
Montreal (Lachine), Quebec, Canada (s) 


Hopital Notre-Dame-de-Lourdes 
1870, Blvd. Pie 1X, 
Montreal, Quebec, Canada 


Hopital du Sacre-Coeur 
5400, Gouin Blvd., Ouest 
Montreal, Quebec, Canada (s) 


Mont Providence 
7200 est Boulevard Gouin 
Montreal, Quebec, Canada 


Hopital St-Joseph du Precieux-Sang 
29, rue Joly 
Riviere du Loup, Quebec, Canada (s) 


Hospice St. Vincent de Paul, 
Valleyfield, Quebec, Canada 


Hotel Dieu 
245, rue Sallaberry 
Valleyfield, Quebec, Canada 


Hopital General du Christ-Roi 
4000, Blvd. LaSalle 
Verdun (Montreal), Quebec, Canada (5) 


C1303d PROVINCE OF ST. VINCENT DE PAUL 
See 1317c) 
324, rue de Boucherville 
Montreal, Quebec, Canada 


Hopital St-Jean-de-Dieu 
rue Notre Dame 
Montreal (Gamelin), Quebec, Canada (s) 


Hopital du Sacre-Coeur 
222, rue Laurier 
Hull, Quebec, Canada (s) 


St. Mary's Hospital, 
43—5th Avenue 
Timmins, Ontario, Canada (s) 


C1305 Sisters of Providence of St. Vincent 


e Pau Ae 
Founded: 1861 in Canada 
Generalate: ‘‘Healthfield’’ Box 215 


Kingston, Ontario, Canada 


St. Vincent de Paul Home 
Athabasca, Alberta, Canada 


Providence General Hospital 
Mitchell Street & Jackson Ave., 
Daysland, Alberta, Canada 


St. Mary's Hospital 
Normal Hill 
Camrose City, Alberta, Canada 


St. Joseph’s Convalescent Hospital 
8210—107th Street 
Edmonton, Alberta, Canada 


Holy Family Hospital 
7801 Argyle Street 
Vancouver, British Columbia 


St. Vincent de Paul Hospital 
Pine & Garden Streets 
Brockville, Ontario, Canada (pn) 


House of Providence 
Ordnance Street 
Kingston, Ontario, Canada 


St. Mary’s of the Lake Hospital 
355 King St. West 
Kingston, Ontario, Canada 


St. Francis General Hospital 
71 Elmsley St., 
Smith Falls, Ontario, Canada 


St. Mary’s Hospital 
3830, rue Lacombe 
Montreal, Quebec, Canada (s) 


Providence Hospital 
Lilloet Street, E., 
Moose Jaw, Saskatchewan, Canada (s) 


St. Anthony’s Home 
University Heights 
Moose Jaw, Saskatchewan, Canada 


C1401 Daughters of Charity of the Sacred 
Heart of Jesus (f.c.s.c.) 

Founded: 1823 in France 

Generalate: Angers, France 


C1401a PROVINCE OF CANADA 
605 Avenue Bowen-Su 
Sherbrooke, Quebec, Canada 


Hopital de la Providence 
93 rue Main 
Magog, Quebec, Canada 


Hotel Dieu de Sherbrooke 
0, rue Bowen sud 


Sherbrooke, Quebec, Canada  (s) 


C1403 Sisters of Service 
Founded: 1922 in Canada 
Generalate: 2 Wellesley Place 
Toronto, Ontario, Canada 


St. John’s Hospital 
Edson, Alberta, Canada 


Our Lady's Hospital 
Vilna, Alberta, Canada 


C1501 Sisters of Charity of St. Vincent de 
Paul (S.C.H.) 
Founded: 1809 in United States 


Generalate: Mount St. Vincent 
Halifax, Nova Scotia, Canada 


St. Anne’s Hospital 
Hardisty, Alberta, Canada 


Seton Hospital 
Robson Street 
Jasper, Alberta, Canada 


Immaculata Hospital 
Westlock, Alberta, Canada 


Halifax Infirmary 
Quee 


n St. 
Halifax, Nova Scotia, Canada (s) 


Mount St. Vincent College 
Department of Nursing 
Halifax, Nova Scotia, Canada (ne) 


Our Lady of Lourdes Sanitarium 
Bernard Street 
Lourdes, Nova Scotia, Canada 


St. Elizabeth Hospital 
Purves Street 
North Sydney, Nova Scotia, Canada (s) 


C1505 Daughters of Charity of St. Vincent 
de Paul (D.C.) (See 1701) 
Founded: 1633 in France 
Generalate: Paris, France 


Hopital St-Luc 
Asbestos, Quebec, Canada 


Hopital Ste-Catherine Laboure 
Coaticook, Quebec, Canada (pn) 


C1601 Daughters of Wisdom (E.S.) 
Founded: 1703 in France 


Generalate: Vendee, France 


C1601a PROVINCE OF ONTARIO (Sce 1801a) 
430 Montreal Road 
Ottawa, Ontario, Canada 


Our Lady of the Rosary Hospital 
Young Street 
Castor, Alberta, Canada 


St. Louis Marie de Montfort Hospital 
Chemin de Montreal 


Ottawa, Ontario, Canada (s) 

St. Jean-de-Brebeuf Hospital 

John Street 

Sturgeon Falls, Ontario, Canada (pn) 


C1601b PROVINCE OF QUEBEC 
92 St-Jean-Baptiste Street 
Nicolet, Quebec, Canada 
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Sanitarium St-Jean 
Macamic, Quebec, Canada 


Hopital Sainte-Justine 
3175 Chemin Ste-Catherine 
Montreal, Quebec, Canada 


Hopital St-Sauveur 
Val O’Or, Quebec, Canada 


N100 Sisters of Mercy 
Founded: 1831 in Ireland 
Generalate: Military Road 
St. John’s, Newfoundland 


St. Clare’s Mercy Hospital 
Le Marchant Road 
St. John’s, Newfoundland 
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OTHER GROUPS 


C D 20 Les Oblates Missionaries 
de 1l’Immaculee 
Hopital de l’Assomption 
Grand Falls, New Brunswick, Canada 


Hopital de Ste-Agathe 
19 rue Tour-du-Lac 
Ste-Agathe-des-Monts, Quebec, Canada 


CVI Lay Management Under _ Catholic 
uspices 


Hopital St-Luc 
1058, rue St-Denis 
Montreal, Quebec, Canada (s) 


ORGANIZATIONS CONDUCTING SPECIAL 
EDUCATIONAL PROGRAMS 


CD25 Archdiocese of Montreal 
University of Montreal 
Institute Marguerite d'’Youville 
1185 rue St. Mathieu 
Montreal 25, Quebec, Canada (ne) 


CD31 Diocese of Antigonish 
St. Francis Xavier University 
Department of Education 
Antigonish, Nova Scotia, Canada (ne) 


C2015 Oblates of Mary Immaculate 
University of Ottawa 
School of Nursing 
30 Stewart Sc. 
Ottawa 2, Ontario, Canada (ne) 
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LISTING OF RELIGIOUS ORDERS, CONGREGATIONS AND OTHER ORGANIZATIONS 


4 ENGAGED IN HOSPITALS, RELATED HEALTH FACILITIES AND NURSING ACTIVITY 
4 UNITED STATES AND PUERTO RICO 








RELIGIOUS ORDERS OF MEN 


M-1 Congregation of the Cellites (C.F.A.) 
(Alexian Brothers) 
Founded: 1309 in Germany 
Generalate: Signal Mountain, Tennessee 


Mela IMMACULATE icra PROVINCE 
1200 W. Belden Ave. 
Chicago 14, ilinois 


Alexian Brothers Hospital 
1200 West Belden Avenue 
Chicago 14, Illinois (s) 


Boys Town Memorial Hospital 
Boys Town, Nebraska 


Alexian Brothers Hospital 
3933 South Broadway 
St. Louis 18, Missouri 


Alexian Brothers Hospital 
655 East Jersey Street 
Elizabeth 1, New Jersey 


Alexian Brothers Rest Home 
100 James Boulevard 
Signal Mountain, Tennessee 


Alexian Brothers Home 
1129 Jackson Street 
Oshkosh, Wisconsin 


M-2 Garies Regular, Servants of the Sick 
4 (O.S. me, Ore Fathers) 
Founded: 1 in Rome 
Generalate: Rome, Italy 


M-24 CAMILLIAN PROVINCIALATE 
St. Camillus Novitiate 
Durward’s Glen 
Route 2 
Baraboo, Wisconsin 


House of St. Camillus 
7 Chester Street 
Cambridge 40, Massachusetts 


St. Camillus Hospital 
10100 West Bluemound Road 
Wauwatosa 13, Wisconsin 


Society of Jesus (S.J.) 
(Jesuits) 

Founded: 1540 in Spain 

Generalate: Rome, Italy 


M-34 CHICAGO PROVINCE 
509 North Oak Park Avenue 
Oak Park, Illinois 


Loyola University School of Nursing 
820 North Michigan Avenue 
Chicago 11, Illinois (s) 


M-3b MIssouRI PROVINCE 
4511 West Pine Boulevard 
St. Louis 3, Missouri 


St. Louis University School of Nursing 
and Health Services 

1402 South Grand Boulevard 

St. Louis 4, Missouri (s) 


M-3¢ PROVINCE OF MARYLAND 
St. Ignatius Rectory 
720 North Calvert Street 
Baltimore 2, Maryland 


Georgetown University 

School of Nursing 

3700 Reservoir Road, N.W. 
Washington 7, D.C. (s) 


Seven Spring Sanatorium 
Monroe, New York 


M-3e NEw ENGLAND PROVINCE 
Boston College School of Nursing 
Commonwealth Avenue 
Chestnut Hill 67, Massachusetts 


M-3f OREGON PROVINCE 
615 N. W. 20th Avenue 
Portland 9, Oregon 


Seattle University School of Nursing 
900 Broadway 
Seattle 22, Wablosws (s) 


M-3g CALIFORNIA PROVINCE 
University of San Francisco 
hool of Nursing 
2460 Lyon Street 
San Francisco 23, California 


| M-3b WISCONSIN PROVINCE 
3109 N. Lake Drive 
Milwaukee 11, Wisconsin 


| DIRECTORY NUMBER 


Creighton University Department of Nursing 
2500 California Street 
Omaha 31, Nebraska (n) 


Marquette University 

College of Nursing 

3058 North 51st Street 
Milwaukee 10, Wisconsin (s) 


M-4 Hospitaller Brothers of St. John of God 
(O.H.) (See CM 1) 
Founded: 1537 in Spain 
Generalate: Rome, Italy 
M-4a AMERICAN PROVINCE 
2035 W. Adams Boulevard 
Los Angeles 18, California 
S 3gonn of God Hospital 
5 W. Adams Boulevard 
bg emia 18, California 
= Joseph’s Nursing Home 
Box 170, Route No. 
Ojai, California 
M-4b NOVITIATE FOR THE UNITED STATES 
Ojai, California 


St. John of God Hospital 
Brookline, Massachusetts 


M-S5_ Franciscan Missionary Brothers of the 
Sacred Heart of Jesus ( F.) 
Founded: 1934 in the United States 
Generalate: Eureka, Missouri 
St. Joseph’s Hill Infirmary 
R. R. 3, Box 39 
Eureka, Missouri 


M-6_ Brothers of aay! (F.M.M.) 
Founded: 1856 in Germany 
Generalate: Montabour, Germany 


M-6a St. JOHN OF GOD PROVINCE 
Ransom Road 
Clarence, New York 
Mercy Manor 
1016 Locust Street 
Kansas City 6, Missouri 
Home of St. John of God 
183 Jewett Parkway 
Buffalo 14, New York 
Sacred Heart Home 
Clarence, New York 
St. Vincents Home 
3501 N. E. 23rd St. 
Oklahoma City 11, Oklahoma 


7 Brothers of the Good Shepherd (B.G.S.) 
‘Rounded: 1951 in the United Srates 
Generalate: 601 Second Street, S.W. 
Albuquerque, New Mexico 


Ozanam Inn 
829 Camp Street 
New Orleans, Louisiana 


Villa Maria Rehabilitation Centre 
Box 126, Re. 
Alameda, New Mexico 


Brother Martin’s Home 
526-534 E. Rich Street 
Columbus 15, Ohio 


M-9_ Society of Mary (S.M.) 
Generalate: Rome, Italy 
M-9a PROVINCE OF CINCINNATI 
4370 Patterson Rd. 
Mt. St. Johns, Ohio 
Catholic University of Puerto Rico 
Department of Nursing 
Ponce, Puerto Rico (s) 
M-10 Congregation of Little Work of Divine 
Providence, (F.D.P.) 
Generalate: Rome, Italy 
M-10a INDIANA PROVINCE 
Providence Home 
Jasper, Indiana 
Providence Home 
Jasper, Indiana 
Don Orione Home 
111 Orient Avenue 
East Boston 28, Mass. 


RELIGIOUS ORDERS OF WOMEN 


101 _ Sisters a, St. Agnes (C.S.A.) 
Founded: 858 in United States 
Generalate: Bs Agnes Convent 

390 E. Division Street 
Fond du Lac, Wisconsin 
St. Thomas Hospital 
South Range Avenue 

Colby, Kansas 

St. Anthony’s Hospital 
307 West 13th Street 
Hays, Kansas (s) 


Marian College 

Division of Nursing 

390 East Division Street 

Fond du Lac, Wisconsin (ne) 


St. Agnes Hospital 
430 East Division Street 
Fond du Lac, Wisconsin (s) 


St. Clare’s Hospital 
515 22nd Avenue 
Monroe, Wisconsin 


103 Little Steere of the Assumption (L.S.A.) 
Founded: 1865 in France 
Generalate: Paris, France 


1034 U. S. NOVITIATE 
“Assumption Vale” 
Coopertown Road 
Haverford, Pennsylvania 


Little Sisters of the Assumption 
5 Monument Square 
Charlestown, Massachusetts 


Little Sisters of the Assumption 
45 Magnolia St. 
Dorchester 25, Massachusetts 


Little Sisters of the Assumption 
55 Lynn Shore Drive 
Lynn, Massachusetts 


Little Sisters of the Assumption 
18 Claremont Street 
Worcester 10, Massachusetts 


Little Sisters of the Assumption 
340 Convent Avenue 
New York, New York 


Little Sisters of the Assumption 
1195 Lexington Avenue 
New York 28, New York 


Little Sisters of the Assumption 
100 Gladstone Avenue 
Walden, New York 


Little Sisters of the Assumption 
1029 Arosa Avenue 
Charlotte, North Carolina 


Little Sisters of the Assumption 
1624 Poplar Street 
Philadelphia, Pennsylvania 


105 Sisters of Charity of St. Augustine 
C.S.A 


Founded: 1223 in France 
Generalate: Mount Augustine 
West Richfield, Ohio 


St. Thomas Hospital 
444 North Main Street 
Akron 10, Ohio (s) 


Mercy Hospital 
723 Market Avenue 
Canton 3, Ohio (s, pn) 


St. Ann Hospital 
2475 East Boulevard 
Cleveland 20, Ohio 


St. John’s Hospital 
7911 Detroit leomes 
Cleveland 2, Ohio (s) 


St. Vincent Charity Hospital 
2222 Central Avenue 
Cleveland 15, Ohio (s) 
Providence Hospital 

2435 Forest Drive 
Columbia 4, South Carolina 


107 Missionary Sisters of St. Augustine 
M.S.S.A. 


Founded: 1897 in Belguim 
Generalate: Heverle-near-Louvain, Belgium 


1074 PROVINCE OF THE UNITED STATES 
AND WEST INDIES 
437 West 47th Street 
New York 36, New York 
St. John Berchmans Convent 
437 West 47th Street 
New York 36, New York 


109 Sisters of St. Anne (S.S.A.) 
Founded: 1848 in Canada 
Generalate: 1950 Provost Street 
Lachine, Quebec, Canada 


1094 PROVINCE OF ST. JOSEPH (See C101la) 
St. Anne’s Academy 
Victoria, B.C., Canada 
St. Ann’s Hospital 
Sixth & Gold Streets 
Juneau, Alaska 


—"" Ses sae 








201 _ Sisters of St. Benedict (O.S.B.) 
Founded: Switzerland 
Generalate: St. Gertrude’s Convent 
Cottonwood, Idaho 


St. Mary's Hospital 
Cottonwood, Idaho 


St. Benedict's Hospital 
Jerome, Idaho (pn) 


202 _ Benedictine Sisters (O.S.B.) 
Generalate: St. Walburg Convent 
250C Amsterdam Road 
Covington, Kentucky 


St. Jonah 's Hospital 
3rd & Washington 
Florence, Colorado 


Sante Fe Hospital 
La Junta, Colorado 


Mount Mary Hospital 
Hazard, Kentucky 


Estill County Hospital 
201 Richmond Street 
Irvine, Kentucky 


203 Sisters of St. Benedict (O.S.B.) 
Generalate: Mount St. Benedict 
Crookston, Minnesota 


St. John’s Hospital 
Browerville, Minnesota 


St. Francis Hospital 
Walsh Street 
Crookston, Minnesota (pn) 


Se. Vincent’s Rest Home 
223 East 7th Street 
Crookston, Minnesota 


Se. Mary's Hospital 
1016 Lincoln Avenue 
Detroit Lakes, Minnesota 


St. John’s Hospital 
Red Lake Falls, Minnesota 


204 Sisters of St. Benedict (O.S.B.) 
Founded: 1947 
Generalate: Convent of the Annunciation 
304 Avenue, A.W. 
Bismark, North Dakota 


Mercy College 

Department of Nursing 

Apple Creek Road 

Bismarck, North Dakota (s) 


St. Alexius Hospital 
311 Ninth Street 
Bismarck, North Dakota (s) 


Garrison Community Hospital 
Garrison, North Dakota 


Memorial Hospital 
Richardton, North Dakota 


205 _ Sisters of St. Benedict (O.S.B.) 
Generalate: Villa Sancta Scholastica 
Duluth, Minnesota 


St. Joesph . Hospital 
523 N. Third Street 
Brainerd, Minnesota 


Miners Hospital 
205 Second St., S.W. 
Crosby, Minnesota 


St. Mary’s Hospital 
407 E. 3rd St. 
Duluth 11, Minnesota 


College of yo 
artment of Nursing 
pat North Fourth Ave., E 

Duluth 5, Minnesota 


Hibbing General Hospital 
2015 Fourth Ave. E. 
Hibbing, Minnesota 


206 Sisters of St. Benedict (O.S.B.) 
Generalate: St. Scholastica’s Convent 
1113 South Alamo Street 
San Antonio 4, Texas 


Se. Benedict's Hospiral 
418 Madison St. 
San Antonio 4, Texas 


207 _ Sisters of >. Benedict (O.S.B.) 
Generalate: Broad Street 
Elizabeth 3, New Jersey 


Benedictine Hospital 
Mary's Avenue 
Kingston, New York (s) 


208 _ Sisters of St. Benedict (O.S.B.) 
Generalate: St. Bede's Priory 
1526 Wilson Street 

Eau Clare, Wisconisn 


St. Benedict's Community Hospital 
nd, Wisconsin 
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209 Sisters of St. Benedict (O.S.B.) 
Generalate: St. Scholastica’s Convent 
Benedictine Heights 
Fort Smith, Arkansas 


Clarksville Hospital 
205 Rogers St. 
Clarksville, Arkansas 


Se. Maer s s eee 
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St. Anthony's Hospital 
202 Green Street 
Morrilton, Arkansas 


Crawford County Memorial Hospital 
Van Buren, Arkansas 


St. Joseph's Hospital 
East Morgan Street 
Boonville, Missouri 


210 Sisters of St. Benedict (O.S.B.) 
Generalate: St. Joseph’s Convent 
303 Church Street 
St. Mary's Pennsylvania 


Andrew Kaul Memorial Hospital 
Maurus St. Extension 
St. Mary's, Pennsylvania 


211 _ Sisters of St. Benedict (O.S.B.) 
Generalate: St. Benedict's Convent 
St. Joseph, Minnesota 


Community Memorial Hospital 
New Prague, Minnesota 

St. Cloud Hospital 

1406—6th Ave., N. 

St. Cloud, Minnesota (s) 
St. Joseph's Sanitarium 

Route No. 1 

St. Cloud, Minnesota 


St. Benedict's Hospital 
3000 Polk Avenue 
Ogden, Utah (s) 
St. Michael’s Hospital 
201 East Sth Street, N. 
Richfield, Utah 


212 Sisters of St. Benedict (O.S.B.) 
—. Convent of the Immaculate 
nce} 
seoliasal, Totes 
Stork Memorial Hospital 
Huntingburg, Indiana 


213 _ Sisters of St. Benedict (O.S.B.) 
Generalate: Route #1 
Madison, Wisconsin 


St. Monica’s Home and Hospital 
45th and Douglas Streets 
Sioux City 18, Iowa 


St. Vincent’s Hospital 
624 Jones St. 
Sioux City 10, Iowa (s) 


214_ Sisters of St. Benedict (O.S.B.) 
Gonereleee: Sacred Heart Convent 
225-14th Avenue, S 
Minot, North Song 


Se. Luke’s Hospital 
Crosby, North Dakota 


215 _ Sisters of St. Benedict (O.S.B.) 
Founded: Switzerland 
Generalate: Sacred Heart Convent 
Yankton, South Dakota 
St. Thomas More Hospital 
431 Macon Ave., 
Canon City, Colorado 


St. Benedict’s Hospital 


ain St. 
Parkston, South Dakota 
Se. Mary’s Hospital 

ota Ave. 

Pierre, South Dakota (pn) 
Se. Michael’s Hospital 
Tyndall, South Dakota 
Sacred Heart Hospital 
West Fourth St. 
Yanktoo, South Dakota (s) 


216 _ Sisters of St. Benedict (O.S.B.) 
Generalate: St. —_ Convent 


Tulsa, Oklahoma 


Benedictine Heights Hospital 
2000 West Warner Street 
Guthrie, Oklahoma 


217 _ Sisters of St. Benedict (O.S.B.) 
Founded: Switzerland 
Generalate: St. Martin’s Convent 
Sturgis, South Dakota 


St. Joseph’s Hospital 


61 Charles Street 
Deadwood, South Dakota 


Our Lady of Lourdes Hospital 

209 W. River Avenue 

Hot Springs, South Dakota 

A Pe s McNamara Hospital 
11th Street 


Ropai City, South tb Dakots (s) 


218_ Sisters of St. Benedict (O.S.B.) 


Founded: 1948 in United States 
Generalate: St. Paul’s Rectory 
301 Summit Avenue 


St. Paul, Minnesota 


St. Mary’s Hospital & Home 
Winstead, Minnesota 


219 Migipoay Dovtiotne Sisters (O.S.B.) 


Founded: 85 in Bavaria 
Generalate: Grottaferrata, Rome, Italy 


2194 AMERICAN NOVITIATE 


1500 Norfolk Ave. P.O. Box 885 
Norfolk, Nebraska 


Hol Taeke “i ital 
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Sacred Heart Hospital 

Lynch, Nebraska 

Our Lady of Lourdes Hospital 

1500 agree Avenue P.O. Box 885 
Norfolk, Ni 


221 Olivetan Benedictine Sisters 


Generalate: Holy Angels Convent 
223 E. Jackson Avenue 
Jonesboro, Arkansas 


Carroll County Hospital 
24 Norris Street 
Eureka Springs, Arkansas 


St. Bernard’s Hospital 
224 E. Matthew Ave. 
Jonesboro, Arkansas 


Iberia Parish Hospital 
2315 East Main St. 
New Iberia, Louisiana 


223 Sisters of Bon Secours (C.B.S.) 


Founded: 1824 in France 
Generalate: Paris, France 


2234 NOVITIATE FOR AMERICA 


n Secours Convent 
2000 W. Baltimore St. 


Baltimore 23, Maryland 


Bon Secours Hospital 
2025 Fayette St. 
Baltimore 23, Maryland (s) 


Bon Secours Hospital 
Mount St. Joseph 
uen, Mass. 


Bon Secours a 
468 Cadieux Road 
Grosse Pointe (Detroit) 30, Michigan 


St. Edmund’s Summer Home 
Laurelton-Near Point Pleasant, N.J. 


Angelus Convalescent Home 
314 E. Pine Ave. 
Wildwood, New Jersey 


Se. Frances Home 
14th and Lansdowne Avenue 
Darby, Pennsylvania (pn) 


Our Lady Help of  Sicteatone Conv. Home 
56th & City Line Ave. 
Philadelphia 31, Penna. 


St. Edmund's Home for Crippled Children 
230 Roberts Rd. 
Rosemont, Penna. 


225_ Sisters of Bon Secours 


Founded: 1840 in France 
meralate: Troyes, France 


2254 PROVINCE ted NEW YORK 


301 


4934 Victory 
West New Tisioen, Staten Island, N.Y. 


Convent of the Sisters of Bon Secours 
1634 Victory Blvd. 
W. New Brighton (Staten Island) N.Y. 


Carmelite Sisters of the Third Order 
C.D.T. 


(O.C.D.T. 
Founded: 1930 
Generalate: Guadalajara, Mexico 


3014 NOVITIATE HOUSE OF THE SACRED 


BART 
920 E. Alhambra Rd. 
Alhambra, California 


Santa Teresita Hospital 
1210 Royal Oaks Drive 
lifornia 
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303, Sisters of St. Casimir (S.S.C.) 
Founded: 1907 in United States 
Generalate: St. Casimir’s Convent 
2601 W. Marquette Road 
Chicago 29, Illinois 


Holy Cross Hospital 
2700 W. 69th Sc. 
Chicago 29, Illinois 


Loretto Hospital 
645 S. Central Ave. 
Chicago 44, Illinois 


Antelope Memorial Hospital 
Neligh, Nebraska 


505, Ra of Divine Charity (F.D.C.) 
1868 in Austria : 
ee Vienna, Austria 
30Sa PROVINCE OF THE UNITED STATES 
St. Joseph = t vepeneed 
850 Hylan B 
Staten Island : ~ York 


St. Elizabeth's Home 
Woodward Avenue, Box 224 
Bloomfield Hills, Michigan 


Villa Madonna 
Allamucky, New Jersey 


306 Sisters of Our Lady of Mount Carmel 


(O.Carm., 
Founded: 1825 in France 
Generalate: 420 Robert E. Lee Boulevard 
New Orleans, Louisiana 


St. jee’ s Hospital 
690 E. First Street 
Thibodaux, Louisiana 


401 Sisters of the Divine Savior (S.D.S.) 
Founded: 1888 in Italy 
Generalate: Rome, Italy 
401a AMERICAN PROVINCE 
3516 West Center St. 
Milwaukee 10, Wisconsin 


Tekakwitha Hospital 
705 Main Street 
Sisseton, South Dakota 


St. Mary’s Hospital 
James and Lewis Streets 
Columbus, Wisconsin 


St. Mary’s Home 
3516 West Center Street 
Milwaukee, Wisconsin 


Divine Savior Hospital 
1015 W. Pleasant Street 
Portage, Wisconsin 


St. Mary’s Hospital 
Forest Park 
Weune, Wisconsin (s) 


Se. Joseph’s Hospital 
4 Ridge Rd Rd. 
West Bend, Wisconsin 


402 Sisters of St. Dominic of the Congrega- 
don of Our Lady of the Sacred Heart 


Generalate: Marywood 
2025 E. Fulton Street 
Grand Rapids 3, Michigan 


Pioneers Momesial Hospital 
. 1, Box 
Brawley, California 
Nazareth Sanatorium 
230 


Route 4, Box 
Albuquerque, New Mexico 


Gaudalupe General Hospital 
Santa Rosa, New Mexico 


403 Sisters of the Third Order of St. 
Dominic (O.P. 
neralate: Immaculate Conception Convent 
3600 Broadway 
Great Bend, Kansas 


Sacred Heart Hospital 
1001 South Main St. 
Lamar, Colorado 


St. Catherine’s Hospital 
608 N. 5th Street 
Garden City, Kansas 
St. Rose Hospital 
3504 Broadway 
pag Bend, Kansas (s) 
t. Joseph Memorial Hospital 
553 Carroll Street . ” 
Larned, Kansas 
404 Sisters of St. Dominic of the Congrega- 
tion of St. Catherine of Sienna (O.P.) 
Gopsralene: Convent of St. Catherine of 


Sie 
1209 "Park Avenue 
Racine, Wisconsin 


St. Joseph Hospital 
} Ron 4 bisbeutin 
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405 Sisters of Se, Dominic of the Congrega- 
tion of St. Catherine of Sienna ( 
Generalate: 559 Seventh Avenue 
Kenosha, Wisconsin 


Sacred Heart Hos; peal 
1025 N. Douty 
Hanford, California 


Mercy Hospital 
2740 M Street 
Merced, California 


Our Lady of Fatima Villa 
Saratoga, California 


Holy Rosary Hospital 
Terrace Heights 
Ontario, Oregon 


St. Catherine’s Hospital 
3556—7th Ave. 
Kenosha, Wisconsin 


406 _ Sisters of St. Dominic (O.P.) 
Generalate: 775 W. Drahner Road 
Oxford, Michigan 


Menscola Convalescent Home 
2380 Watkins Lake Road 
Pontiac, Michigan 


407_ Sisters of St. Dominic (O.P.) 
Founded: 1878 in United States 
Generalate: St. Dominic’s Convent 
Blauvelt, New York 


House of Calvary 
1600 Macombs Road 
New York, New York 


408 ws of St. ' oe Congregation of 
t 
Founded: 1860 in United States 
Generalate: St. Mary’s Dominican Convent 
7214 St. Charles Avenue 
New Orleans 18, Louisiana 


Seventh Ward General Hospital 
P. O. Box 960 
Hammond, Louisiana 


409 Sisters of St. Dominic (O.P.) 
Founded: 1232 in Bavaria 
Generalate: Queen of the Rosary Convent 
Amityville, New York 


Our Lady of Consolation 
Home for the Aged 

Schlegel and ‘Allen yt Avenues 
Amityville, New York 


St. Catherine Hospital 
133 Bushwick Avenue 
Brooklyn, New York (s) 


Our Lady of Providence Depew 
153 Christo St., P.O. No. 2145 
- Juan, Puerto Rico 


gv lemoculece Hospital 
Mn th Ave. 
Jamaica 2, New York (s) 


Molloy Catholic College for Women 
Dept. of Nursin, 

1000 Hempstead Ave. 

Rockville Centre, New York (s) 


St. Joseph’s Sanatorium 
Sullivan County 
St. Joseph, New York 


411_ Sisters of St. Dominic (O.P.) 
Founded. 2 in United States 
Generalate: St. Catherine of Sienna Convent 
St. Catharine, Kentucky 


Rosary Hospital 
College Street 
Concbehori, Kentucky 


Lem po Hospital 
arys R 
| pM wae 
St. Catherine of Siena Hospital 
1206 W. 4th Se. 
McCook, Nebraska 


St. John-Sullivan Memorial Hospital 
Spalding, Nebraska 


413 Sisters of St. Dominic (O.P.) 
Founded: 1237 in Bavaria 
Generalate: Rosary Heights 
P.O. Box 697 
Edmonds, Washington 


St. Joseph’s Hospital 
5th & H Streets 
Aberdeen, Washington 


St. Helen’s Hospital 
1332 Washington Avenue 
Chehalis, Washington 


415 Sisters of St. Dominic, Gonaregation of 
the Most en Name (O.P.) 
Founded: 1850 in United States 
Generalate: San Rafael, California 


St. Joseph’s Hospital 
1860 N. California St. 
Stockton 4, California 


St. Mary's Hospital 
235 West Sixth Street 
Reno, Nevada 


416 Siseers of the Third Order of St. Dominic 


Generalate: Sacred Heart Cogvent 
. Monroe Street 
Springfield, Illinois 


Rogers Memorial Hospital 
Rogers, Arkansas 


Salve Regina Convalescent Home 
975 Pennsylvania Avenue 
Denver, Colorado 


St. Dominic's Hospital 
969 Lakeland Drive 
Jackson, Mississippi (s) 


St. Joseph’s Hospital 
1014 Fifteenth Street 
Wellington, Texas 


417 Douinions Sisters of the ngnavegntion of 
St. Catherine De Ricci (O.P.) 
Generalate: 886 Madison Avenue 
Albany, New York 


419 Dominican Sisters of the Congregation of 
St. Rose of Lima 
‘Servants of Relief for Incurable Cancer 
Founded: 1896 in United States 
Generalate: Rosary Hill Home 
Hawthorne, New York 


Our Lady of Perpetual Help Home 
760 Washington Street, S. SW. 
Atlanta, Georgia 


Rose Hawthorne Lathrop Home 
1600 Bay Street 
Fall River, Massachusetts 


Our Lady of Good Counsel Home 
2076 St. ” Lanes Avenue 
St. Paul, Minnesota 


Rosary Hill Home 
Hawthorne, New York 


St. Rose’s Free Home 
71 Jackson Street 
New York 2, New York 


Holy Family Home 
6707 State Road 
Cleveland 34, Ohio 


Socsat Heart Home 
1315 W. Hunting Park Avenue 
Philadelphia 40, Pennsylvania 


421 Poor School Sisters of oe Third Order 
of Penance Ss. St. Dominic (O.P.) 
Founded: 1852 in Germany 
Generalate: Speyer a Rhine, Germany 


42142 AMERICAN NOVITIATE 
Our Lady of the Valley Convent 
Kettle Falls, Washington 


St. Mary’s Hospital 
Ese 


" St. Joseph’s Hospital 
501 E. Clay Avenue 
Chewalah, Washington 


Mount Carmel Hospital 
330 E. Astor Street 
Colville, Washington 


Holy Family Home 
North 5525 Lidgerwood 
Spokane, Washington 


St. Martin’s Nursing Home for the Aged 
Tonasket, Washington 


423 Dominican Sisters of Charity of the Pres- 
entation of the Blessed Virgin Mary 


(O.P. 
Founded ? 1684 in France 
Generalate: Tours, France 


4234 St. ANNE’S PROVINCE 
795 Middle Street 
Fall River, Massachusetts 


t. Anne’s Hospital 
$53 Middle Street 
Fall River, Massachusetts (s) 


424 Dominican Sisters of the Con nBrerytion of 
the Immaculate Conception ( 
Founded: Poland 
Generalate: Nizna, Poland 


424a AMERICAN MOTHERHOUSE 
Dominican Sisters 
9000 W. 81st Street 
Justice, Illinois 
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Rosary Hill Convalescent Home 
9000 W. 81st Street 
Justice, Illinois 


St. Anne’s Rest Home 
2020 S. Muskegon Avenue 
Milwaukee, Wisconsin 


425 Dominican Sisters of the Sick Poor 
> 


Founded: 1910 in United States 
Generalate: N. E. 210th Street 
New York 67, New York 


Corpus Christi Convent 
2501 Gaylord Street 
Denver 5, Colorado 


Convent of St. Ann 
700 W. Boston Blvd. 
Detroit 2, Michigan 


St. Mary's Convent 
1614 East 24th Street 
Minneapolis 4, Minnesota 


Convent of St. Joseph 
170 E. 210th Street 
New York 67, New York 


House of Calvary Hospital 
1600 Macombs Road 
New York 52, New York 


Immaculate Conception Convent 
535 E. 84th Street 
New York 28, New York 


Queen of the Rosary Convent 
Mariandale 
Ossining, New York 


Convent of St. Dominic 
206 N.W. Taft Road 
Cincinnati 19, Ohio 


St. Rose of Lima Convent 
168 E. Lincoln Street 
Columbus, Ohio 


St. Catherine of Sienna Convent 
225 W. Monument Avenue 
Dayton 2, Ohio 


Convent of the Holy Spirit 
643 High Street 
Springfield, Ohio 


427 Sisters of St. Dominic of the Congseer- 
tion of the Most Holy Rosary (O.P.) 
Generalate: Adrian, Michigan 


Santa Cruz Hospital 
535 Soquel Avenue 
Santa Cruz, California 


ong Hospital 
190 W. Cliff Drive 
Santa Cruz, California 


Barry College 

Department of Nursing 
11500 0 N.E. Second Ave. 

Miams 38, Florida (s) 


Rose de Lima Hospital 
Henderson, Nevada 


429 Dominican Sisters of the Third Order of 
St. Dominic Congregation of St. Mary 
of the Springs (O P. 
Generalate: Columbus 19, Ohio 


St. George Hospital 
3156 Glenmore Avenue 
Cincinnati 11, Ohio 
475 Sisters of St. Elizabeth (S.S.E.) 
Founded: 1931 in United States 
Generalate: St. Elizabeth’s Convent 
745 N. Brookfield Road 
Brookfield, Wisconsin 
St. Elizabeth’s Nursing Home 
107 E. Reservoir Street 
Milwaukee 12, Wisconsin 


501 Felician Sisters, Order of St. Francis 
(C.S.S.F. 
Founded: 1855 in Poland 
Generalate: Rome, Italy 
$Ola nn acca OF THE IMMACULATE CON- 
TION 
South: Main Street 
Lodi, New Jersey 


Blackwell General Hospital 
S. 13th St. & W. Ferguson Ave. 
Blackwell, Oklahoma (pn) 


Immaculate Conception Infirmary 
South Main Street 
i, New Jersey 


St. Joseph’s Hospital 
Girard Ave. & 16th Street 
Philadelphia 30, Pennsylvania (s) 
5016 PROVINCE OF OuR LADY OF THE SACRED 
HEART 


1500 Woodcrest Avenue 
Coraopolis, Pennsylvania 
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$01lc¢ MOTHER OF GOOD COUNSEL PROVINCE 
3800 Peterson Ave. 
Chicago 45, Illinois 


St. Mary’s Hospital 
400 North Pleasant Avenue 
Centralia, Illinois 


St. Francis Hospital 
3249 South 18th Street 
Milwaukee 15, Wisconsin 


501d PROVINCE OF THE IMMACULATE HEART 
OF MARY 
Villa Maria 
600 Doat Street 
Buffalo 11, New York 


Villa Maria 
600 Doat Street 
Buffalo 11, New York 


St. Rita’s Home for Children 
2110 Millersport Highway 
Williamsville 21, New York 


SOle PROVINCE OF OuR LADY OF THE ANGELS 
. O. Box 
Enfield, Connecticut 
St. Joseph’s Hospital 
297 Center Street 
Bangor, Maine 
501f PROVINCE OF THE ASSUMPTION OF THE 
BLESSED VIRGIN MARY 
Assumption Villa, Monument Road 
Ponca City, Oklahoma 


Rosary Hospital 
Corning, Iowa 


Okarche Memorial Hospital 
Okarche, Oklahoma 


Yorktown Memorial Hospital 
Yorktown, Texas 


501g PRESENTATION OF THE BLESSED VIRGIN 
MARY PROVINCE 
Villa St. Felix 
36800 Schoolcraft Road 
Livonia, Michigan 


St. Mary Hospital 
36995 Five Mile Road 
Livonia, Michigan 


502 pened of St. Francis of Our Lady of the 
(B.M.V.A 


Re 1863 in German 
Generalate: Walbreitbach, Germany 


on * poamece OF St. RAPHAEL 
ers Home 
1525 orfolk Avenue 
St. Paul, Minnesota 


St. Francis Hospital 
304 Street 
Shakopee, Minnesota 


St. Joseph's Hospital 
308 Washington Street 
Arcadia, Wisconsin 


503 Sisters of the Third Order Regular of 
St. Francis of Allegany, N.Y. (O.S.F.) 
Founded: 859 in United States 
Generalate: St. Elizabeth’s Convent 
St. Bonaventure, P.O. 
Allegany, New York 


St. Francis Hospital 
Allison Island 
Miami Beach 41, Florida 


St. Anthony’s Hospital 
600—11th St., North 
St. Petersburg, Florida 


Mr pens k s Hospital 
Avenue 
vile 2, Flordia 


St. Mary's Hospital 
900—49th Street 
West Palm icon, Florida (s) 


St. Elizabeth’s Hospital 
736 Cambridge Street 
Brighton (Boston) 35, Mass. (s) 


Our Lady of Lourdes Hospital 
Haddan Ave. & Vesper B Blvd. 
Camden, New Jersey ( s) 


bie Mary Immaculate Convalescent 
os 
Athen. New York 


* Clare’s Hospital 
415 W. 51st Street 
New York 19, New York (s) 


St. Elizabeth’s Hospital 
689 Fr. Washington Ave. 
New York 40, New York 


St. Francis Hospital 
West State St. 
Olean, New York (pn) 


Our Lady of Fatima Hospital 
High Service Avenue 
pap sire Rhode Island (pn) 


t. Joseph’s Hospital 
Brood’ ace & Plenty Streets 
Providence 7, Rhode Island (s) 


504 Bernardine Sisters of the Third Order 
of St. Francis (C.S.B.) 
Founded: 1457 in Europe 
Generalate: 701 Farview Road 
Maryview, Villanova, Pennsylvania 


Sacred Heart Hospital 
9th and Wilson Streets 
Chester, Pennsylvania 


Se. pean a 
687 N. Church 
Hazleton, Pennsylvania 


Holy Infant Hospital 
Main Street 
Hoven, South Dakota 


St. Ann Hospital 
Mount Alvernia 
Watertown, South Dakota 


Mary Immaculate Hospital 
Buxton & Blair Streets | 
Newport News, Virginia (s) 


505 Institute of the Sisters of the Third Order 
of St. Francis (Philadelphia Founda- 
tion) (O.S.F.) 


Founded: 1855 in United States 
Generalate: Convent of Our Lady of the 


ngels 
Glen Riddle, Pennsylvania 


505a IMMACULATE CONCEPTION PROVINCE 
St. Agnes Annex 
1400 Mifflin St. ; 
Philadelphia 45, Pennsylvania 


St. Agnes Hospital 
1900 S. Broad Street ’ 
Philadelphia 45, Pennsylvania (s) 


St. Mary’s Hospital 
1567 Palmer Street 
Philadelphia 25, Pennsylvania (pn) 


St. Joseph’s Hospital 
1215 Walnut Street 
Reading, Pennsylvania (s) 


5056 ST. JOSEPH’S PROVINCE 
1400 North Caroline Street 
Baltimore 13, Maryland 


St. Francis Hospital 
8th & Clayton Streets 
Wilmington 15, Delaware (s) 


Our Lady of Angels Hospital 
133 W. Intendencia Street 
Pensacola, Florida 


*. ie h’s Hospital 
ONC Caroline Street 
ccd 13, Maryland (s) 


5O0S5¢ SACRED HEART PROVINCE 
Convent of Our Lady of the Angels 
858 S.W. Palatine Hill Rd. 
Portland, Oregon 


% ane 2g s Hospital 
2365—4th Street 
Baker, Oregon 


St. Joseph’s Hospital 
4th Street and K Avenue 
LaGrande, Oregon 


St. Anthony’s Hospital 
1606 S. E. Court Beret 
Pendleton, Oregon 


e. Jorarh: s Hospi! 
1812 S. Eye Street 
Tacoma 3, Washington (s) 


$0S5Sd St. ANTHONY’S PROVINCE 
St. Francis Hospital 
Hamilton & Chambers Streets 
Trenton 9, New Jersey 


St. Francis Hospital 
601 Hamilton Avenue 
Trenton, New Jersey (s) 


St. pak: 's Hospital 
202 College Avenue 
Lancaster, Pennsylvania (s) 


506 Sisters of St. Francis of the Immaculate 
Heart of Mary .F.) 
Founded: 1241 in Bavaria ‘ 
Generalate: Dillingen/Danube, Bavaria 
506a PROVINCE OF HANKINSON 
Heart of Mary Motherhouse 
Hankinson, North Dakota 


Towner Coun’ Momesial Hospital 
Cando, North Dakota 
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St. Elizabeth’s Hospital 
Drayton, North Dakota 


St. Gerard’s Community Hospital 
Hankinson, North Dakota 


Oakes Community Hospital 
408 South 5th Street 
Oakes, North Dakota 


Gettysburg Memorial Hospital 
Gettysburg, South Dakota 


507 Sigenrs, of the Third Order of St. Francis 


508 


(OS.F. 
Founded: 1894 in United States 
Generalate: Mount Alverno Convent 
Maryville, Missouri 


St. Elizabeth’s Hospital 
109 Virginia Avenue 
Hannibal, Missouri 


St. Francis Hospital 
E. 1st Street 
Maryville, Missouri 


St. Mary’s Hospital 
14th Street & 3rd Avenue 
Nebraska City, Nebraska 


St. Joseph-of-the-Pines Hospital 
Knollwood, Southern Pines, No. Carolina 


St. Anthony's Hospital 
601 N. W. 9th Street 
Oklahoma City 3, Oklahoma (s) 


Sisters of St. Francis of the Providence 


of God i 
Founded: 1922 in United States 
Generalate: Mr. Providence 
Grove & McRoberts Roads 
Pittsburgh, Pennsylvania 


Good Samaritan Hospital 
605 North 12th Street 
Mount Vernon, Illinois 


509 Sisters of the Third Order of St. Francis 


Founded: 1855 in United States 

eee: St. Francis Convent 
Mt. Alvernia, 146 Hawthorne Road 

Millvale, P. O., Pennsylvania 


St. Francis Hospital 
Yarbrough & Woodruff Roads 
Columbus, Georgia (s) 


ow Castle Hospital 
100 S. Mercer & Phillips Streets 
New Castle, Pennsylvania (s) 


St. Francis General Hospital & 
Rehabilitation Institute 

Forty-Fifth Street 

Pittsburgh 1, Pennsylvania (s) 


511 Sisters of the Third Order of St. Francis 


(O.S.F.) 
Founded: 1875 in United States 
Generalate: St. Francis Convent 
616 N.E. Glen Oak Avenue 
Peoria 4, Illinois 


St. Joseph’s Hospital 
824 W. Jackson Street 
Bloomington, Illinois (s) 


St. Mary’s Hospital 
239 S. Cherry Street 
Galesburg, Illinois 


St. Francis Hospital 
530 N. Glen Oak Avenue 
Peoria, Illinois (s) 


St. James Hospital 
610 East Water Street 
Pontiac, Illinois 


St. Anthony's Hospital 
1401 East State Street 
Rockford, Illinois (s) 


St. Francis Hospital 
210 South Sth Street 
Burlington, Iowa 


Sacred Heart Hospital 
2210 Avenue H 

Fort Madison, ,— 
St. Joseph’s Hospital 
118 S. 14th Street 
Keokuk, Iowa 

St. Francis Hospital 
1018 S. 13th Street 
Escanaba, Michigan 
St. Mary's Hospital 
Fifth & Fisher Street 
Marquette, Michigan 
St. Joseph-Lloyd Hospital 
1110-10th Avenue 
Menominee, Michigan 


DIRECTORY NUMBER 


Religious Orders in Hospital Service 


512 Franciscan Sisters of Our Lady of Perpet- 


ual Help 
Founded: 1901 in United States 
Generalate: 201 Brotherton Lane 
Ferguson 35, Missouri 


Our Lady of Perpetual Help Nursing Home 
3419 Gasconade Street 
St. Louis 18, Missouri 


St. Francis of Oak Ridge Hospital 
North Broadway 
Green Springs, Ohio 


St. Mary’s Hospital, Inc. 
2400 East Mitchell Street 
Humboldt, Tennessee 


513 Sisters of the Third Order of St. Francis 


Founded: 1855 in United States 
Generalate: St. Mary of the Angels 
400 Mill Street 

Williamsville 21, New York 


St. Francis Hospital 
2787 Main Street 
Buffalo, New York 


Mt. St. Mary's Hospital 
515—6th Street 
Niagara Falls, New York 


517 Poor Sisters of St. wor pot of the 


Perpetual Adoration (O.S, 
Founded: 1860 in Germany 
Generalate: Olpe (Westphalia), Germany 


517¢a Ts OF THE IMMACULATE HEART 


F MARY 
St. pat Convent 
Box 377 
Mount Alverno 
Mishawaka, Indiana 


St. James Hospital 
1423 Chicago Road | 
Chicago Heights, Illinois 


St. Francis Hospital 
355 Ridge Avenue 
Evanston, IIlinois (s) 


St. Francis Hospital 
N. 17th Avenue 
Beech Grove, Indiana 


St. Margaret’s Hospital 
25 Douglas Street 
Hammond, Indiana (s) 


St. Elizabeth's Hospital 
1021 N. 14th Street 
Lafayette, Indiana (s) 


St. Joseph’s Hospital 
26th & North Streets 
Logansport, Indiana 


St. Anthony’s Hospital 
Wabash & Ann Streets 
Michigan City, Indiana 


St. Edward's Hospital 

703 E. Spring Street 

New Albany, Indiana 

St. wa Hospital 

1021 th Street 

Terre Haute, Indiana (s) 


St. Anthony’s Hospital 
Barrett & St. Anthony Place 
Louisville 4, Kentucky 


St. Alexis ae 
5163 Broadway 
Cleveland 27, Ohio (s) 


St. Joseph’s Hospital 
264 Jackson Avenue 
Memphis 7, Tennessee (s) 


51 A PROVINCE OF ST. JOSEPH 


St. Francis 
Mi 1067 
Colorado Eastin Colorado 


St. Francis Hospital 
825 E. Pikes Peak Avenue 
Colorado Springs, Colorado 


St. Anthony’s Hospital 
West 16th & Quitman Streets 
Denver 4, Colorado (pn) 


St. Mary’s Hospital 
15th and State Streets 
Emporia, Kansas 


St. Mary’s Hospital 
1618-15th Street 
Columbus, Nebraska 


St. Francis Hospital 
W. Charles Se. 
Grand Island, Nebraska (s) 


Good Samaritan Hesiod 
Central Avenue & 31st Street 
Kearney, Nebraska 


519 


519a 


521 


St. Elizabeth’ : Hospital 
1145 South Street 
Lincoln 2, Nebraska (s) 


Creighton Memorial St. Joseph's Hospital 
2305 South 10th Street 
Omaha 8, Nebraska (s) 


St. Mary's Hospital 
400 E. Hill Street 
Gallup, New Mexico 


Hospital Sisters sf the Third Order of 
St. Francis (O.S 
Founded: 844 in , 
Generalate: (Westphalia), Ger- 
many 


AMERICAN PROVINCE 
St. Francis Convent 


Muenster 


Box 42 

Springfield, Illinois 
Immaculate Heart of Mary Dispensary 
Lukachukai, Arizona 


St. Elizabeth’s Hospital 
211 South 3rd Street 
Belleville, Illinois 


Alverno Home Nursing Center 
1437 West 51st Street 
Chicago 9, Illinois 


St. Mary’s Hospital 
220 S. Weber Street 
Decatur 35, Illinois 


St. Anthony’s Memorial Hospital 
503 Maple Street 
Effingham, Illinois 


St. Joseph’s Hospital 
1515 Main Street 
Highland, Illinois 


St. Clara’s Hospital 
303 Maple Street 
Lincoln, Illinois 


St. Francis Hospital 
706 S. State Street 
Litchfield, Illinois 


St. John’s Hospital 
701 E. Mason Street 
Springfield, Illinois (s) 


St. John’s Sanatorium 
Sangamon Avenue Road 
Springfield, Illinois 


St. Monica Hall 
200 North Grand Avenue 
Springfield, Illinois 


St. Mary’s Hospital 
615 S. Bloomington St. 
Streator, Illinois 


St. Joseph’s Home for the Infirm and Aged 
Sterlington Road 
Monroe, Louisiana 


St. Ann’s Home 
1530 Arlington Street 
Shreveport, Louisiana 


Our Lady of the Ozarks Home Nursing 


nter 
1803 South Main Street 
Carthage, Missouri 


St. Francis Hospital 
812 rd Street 
Washington, Missouri 


St. Joseph’s Hospital 
Pearl and Spruce Streets 
Chippewa Falls, Wisconsin 


Sacred Heart Hospital 
550 North Dewey Street 
Eau Claire, Wisconsin 


St. Vincent Hospital 
835 South Van Buren Street 
Green Bay, Wisconsin 


St. Nicholas Hospital 
920 Huron Avenue 
Sheboygan, Wisconsin 


School o- of St. Francis (O.S.F.) 
Founded: 1874 in United States 
Generalate: 1501 S. Layton Boulevard 


Milwaukee 15, Wisconsin 


St. Joseph’s Hospital 
S. University Ave. & E. Davis Streets 
Beaver Dam, Wisconsin 


Alverno College 

Department of Nursing 

3401 S. 39th St. 

Milwaukee 15, Wisconsin (s) 


Sacred Heart Sanitarium 
1545 S. Layton Blvd. 


Milwaukee 15, Wisconsin (pn) 


267 








Se. Margaret's Hospital St. Joseph’s Hospital 
o, boyd ‘su ae 8th & Vermont Sereets 611 St. Joseph's Street ; 
Milwaukee 4, Wisconsin Kansas City, Kansas (s) ons id, Wisconsin (s) 
Waupun Memorial Hospital Que ley of Bellefonte Hospital Me Mowieal ; 
Waupun, Wisconsin Fr a Kentucky Oshkosh, Wisconsin (s) J 
522 School Sisters of St. Francis (O.S.F.) St. Elizabeth's Hospital St. Mary's Home for the Aged 
Foun’ 1850 in Austria 21st Street & Eastern Avenue 517 Boyd Street 
Generalate: Voecklabruck, Austria Covington, Kentucky (s) Oshkosh, Wisconsin 
f. Francis Hospital Se. Al 
522¢ MISSOURI PROVINCE 1860 Queen Chey eerie Tas ML Misosgemmer tareet 5 
Laverna Heights Cincinnati, Ohio (pn) = Washington, Wisconsin i 


Savannah, Mo. 


St. Francis Hospital 
107 E. Howell Street 
Marceline, Missouri 


La Verna Heights 
Retirement Home for Ladies 
Savannah, Missouri 


Sisters ¥ b a Francis of the Congregation 
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treet 
Cincinnati 14, Ohio 


St. Anthony’s Hospital 
1450 Hawthorne Avenue 
Columbus 3, Ohio (s) 


St. Elizabeth’s Hospital 
49 Hopeland Street 


* Mary's Bowint 
816 Betts S 


s Hospital 
rrr Mtl y + anal 
Rhinelander, Wisconsin 
St. Michael’s Hospital 
313 N. Fremont Street 
Stevens Point, Wisconsin 


Sacred Heart Hospital 
307 E. Washington Avenue 


523 
f Our of Lourdes Dayton, Ohio (s) : f 
Founded: ‘1817 jig United — 5276 PROVINCE OF ST. ANTHONY benches 
ts , . 
ee aco iA: mowe he goed Convent 531 7 tS rx ay the Thied Onder 
a Founded: 1872 in United States 
hg one game “— Warwick, Stew = Comaneions: Se. P mvvid of the Angels Convent 
St. Mary H I levue Avenue 
vaienineienwad 4th = mg a St. Louis 17, Missouri 


St. Marys Hospital 
2nd Street, S. W. 
Rochester, Minnesota (s, pn) 


St. James Nursing Home For The Aged 


Hoboken, New Jersey (s) 


St. Francis Hospital 
1 E. Hamilton Place 
Jersey City 2, New Jersey (s) 





Sc. Francis Hospital 
12948 Gregory Street 
Blue Island, Illinois 


Arcadia Valley po og 
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Sc. James, Biinnstocs St. Michael’s Hospital t. Mary of the Ozar 
College of St. Teresa 306 High Street olan Missouri 
Department of Nursing Newark, New Jersey (s) 
Winona, Minnesota (s) St. Mary's Hospital 
pore ' * Pe i] Honpleel 505 Bolivar Street 
er ospita’ ‘ : : 
1248 Kinney s Lane Brooklyn New York Jefferson City, Missouri 
Portsmouth, Ohio (s) St. Mary's Hospital 
Francis Shervier Home & Hospital 101 Memorial Drive 
$25 Sisters of St., Francis of the Congregation a Vac iw Avenue Kansas City 8, Missouri (s, pn) 
of Our Lady of Lourdes (O.S.F. ° St. Joseph’s Hospital § 
Founded: 1916 in United States Sc, Francis Hoopital oe A 310 Char teen 
neralate: onvent Boulev nd Street rook Avenue 
Sylvania, Ohio New York 54, New York St. — les, Missouri 
East Carroll Parish Hospital St. Joseph's Hospital Ceatioel Glennon Memorial Hospital for ; 
Lake Providence, Louisiana 472 Ren | at = Grand & Park Avenues 
Madison Parish Hospital Se. Clase’s Hi is , St. Louis 4, Missouri 
Tallulah, Louisiana } 3 Ne 4 yN Ry York Firmin Desloos one 
ree Cross Hospital Se. Anthony's Hospital y pas Grand — 
4777 E, Outer Drive Maple pend and Grand Street ° — 
Detroit 34, Michigan Warwick, New Yor! St. Mary’s Hospital 
St. Francis Hospital St. Anthony's Hospital | gr ng 9 O Mis A 
pall Bvaline Sees, 3515 Woodhaven Heatlevard at (oe) 
Hamtramck 12, Michigan Woodhaven, L.I., 21, New York * sere seiomery 
apin Street 5. 
S60 $ Bilber erect —~ Ri cBee blvd, and Vardey Heights St. Louis 3, Missouri 
North Platte, Nebraska Greenville, South Carolina Mt. St, Rose Hospital 
Providence Hospital Ai Pro ay 
1912 Hayes Avenue 529 Sisters of the Sorrowful Mother of the ane issouri 
Sandusky, Ohio (s) R Lan me Onrtes of 7 Francis (S.S.M.) St. Eugene Hos apical 
lounded: in Italy 
on pemerial Ho Hospital Generalate: Rome, Italy hall ree Sealine 
regents oe 5294 6 AMERICAN MoTHERHOUSE * os ays Ranslies ene 
t. John Hospit: ‘eutonia Avenue 
: Becker ing Milwaukee 9, Wisconsin Baraboo, Wisconsin 
teubenville, Ohio St. Mary's Hospital 
Holy Family Hospital R 
St. Jude Hospital 826 N. 8e h Str ot 720 'S. Brooks Street 
1405 North Park Estherville, lowa Madison 5, Wisconsin (8) 
Brenham, Texas $«. Francis Hospital 533 Sisters of the Third Order of St. Francis . 
St. Bia 3 Hospital 929 N. Set. Francis Avenue of Assisi (O.S.F. 54 
300 S. —4 Avenue Wichita 14, Kansas Founded: 1849 in United States 
Bryan, T Mother Frances Rest Home ee lg Ald one 
» Wi in 
Mer ae 401 North 5th Street 
500 Travis Street ame Minnesota St. Coletta School 54 
Liberty, Texas : 123rd_& Wolf Road 
Joseph's Hospital Palos Park, Illinois 
Refugio Hospital 35 Garden Blvd. 
107 Swift Street Mankato, Minnesota (pn) St, Coletta School 
Refugio, Texas 85 Washington St. 
St. Elizabeth's Hospital Braintree, Massachusetts 
A Campbell Avenue 
527 Franciscan Sisters of the Poor (S.F.P.) Wabasha, Minnesota St. Coletta by the Sea 
_ : 2 1645 +~~s Germany St. Clare's Hospital Hanover, Massachusetts 
er et St. Francis Avenue St. Coletta’s School 
5274 Province OF ST. CLARE Denville, New Jersey Rogee 3, Box 95 545 
t. Clare Convent erson, Wisconsin 
2 Comeme Rood Diamond Spring Rosa” St. Ann's Infirm 
Cincinnati, Hartwell 15, Ohio Denville, New Jersey 3221 South Lake Drive 
St. Joseph’s Hospital St. Mary's Hospital ilwaukee 7, Wisconsin 
1315 North Eighth Street 
Quincy, Illinois ced tov lees (oa) 535 Daughters of St. Francis of Asis 
St. pisey' s Hospital St. Ann's Hospital Fosmicde 1892 j in Hungary 
1400 Broadway 800 East 9th Ave., La Vista Heights Generalate: St. Joseph’s Convent 
Quincy, Illinois (s) Truth or Consequences, New Mexico Lacon, Illinois 
Margaret Mary Hospital Se. Pig rk 's Hospital i 
Rosemont Division . 1923 South Utica Avenue fo Heepieal we 
Batesville, Indiana Tulsa 4, Oklahoma (s) Mountain View, Missouri 
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537 Sisters of the Third Order of St. Francis 
of the ~~ Family (O.S.F.) 
Founded: 1864 in Germany 
Generalate: Mt. St. Francis 
Dubuque, Iowa 


Xavier Hospital 
Davis Avenue 
Dubuque, Iowa 


Sacred Heart Hospital 
110 Sixth Avenue, N.E. 
Le Mars, Iowa 


539 Sisters of the Third Order of St. Francis 
of the Immaculate Conception of the 
Blessed Virgin Mary (O.S.F.) 

Founded: 1868 in United States 
Generalate: Mt. St. Clare Convent 
Bluff Roads 

Clinton, Iowa 


St. Francis Hospital 
Johnson Street 
Macomb, Illinois 


Mercy Hospital 
610 North Fourth Street 
Burlington, Iowa (8) 


St. Francis Hospital 
1901 East Fourth Avenue 
Grinnell, Iowa 


540 Sisters of the Third Order of St. Francis 
of Penance and Charity (O.S.F.) 
1869 in United States 


Founded: 
St. Francis Convent 


Generalate: 
Tiffin, Ohio 
Lourdes Hospital 
600 N. Fourth Street 
Paducah, Kentucky 


Linton Hospital 
Linton, North Dakota 


St. Francis Home for the Aged 
Tiffin, Ohio 


541 Sisters of 4 aan of the Martyr St. 


_— "7 1859 in Germany 
Generalate: Thuine, Germany 


541a AMERICAN MOTHERHOUSE 
St. Anthony’s Convent 
2120 Central Avenue 
Alton, Illinois 


St. Anthony’s Hospital 
2120 Central Avenue 
Alton, Illinois 


Mother of Good Counsel Home 
6825 Natural Bridge Road 
Normandy 20, Missouri 


543 Sisters of St. Francis of the Missien of 
the Immaculate Virgin (O.S.F. 
Founded: 1893 in United States 
Generalate: Immaculate Conception Mother- 
house 
Jackson Avenue 
Hastings-on-Hudson 6, New York 


St. Mary’s Hospital 
135 South Center Street 
Orange, New Jersey (s) 


St. Francis Hospital 
Poughkeepsie, New York (s) 


St. Agnes Hospital 
North Street 
White Plains, New York 


545 Sisters of St. Francis of Penance and 
Christian Charity (O.S.F.) 
Founded: 1835 in Holland 
Generalate: Rome, Italy 


545a HOLY NAME PROVINCE 
Christian Charity 
Stella Niagara, ‘ton York 


St. Ann’s Hospital For Women, Inc. 
1555 Bryden Road 
Columbus 5, Ohio 


Mount St. Mary Hospital 
Nelsonville, Ohio 


5456 SACRED HEART PROVINCE 
Marycrest Convent 
5200 Federal Boulevard 
Denver 11, Colorado 


St. Joseph's Hospital 
416 West 11th Street 
Alliance, Nebraska 


St. Joseph’s Hospital 
304 4th Avenue, S.E. 
Minot, North Dakota (s) 


St. Anthony's Hospital 


Second and Adams Street 
O'Neill, Nebraska 


DIRECTORY NUMBER 
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St. Mary's Hospital 
24th & Avenue F 
Scottsbluff, Nebraska 


545e¢ Sr. Lemay oe PROVINCE 
240 Wilson Avenue 
Sierra Madre, California 


St. Francis Hospital 
3630 Imperial Highway 
Lynwood, California 


Our Lady of Perpetual Help Hospital 
124 Souch Airport y tine 7 
Santa Maria, California 


Sacred Heart Hospital 
900 4th Street 
Havre, Montana 


547 Sisters # St. Francis (O.S.F.) 
Founded: 1907 in United States 
Generalate: St. Francis Convent 
1107 E. Orchard Beach Lane 
Rice Lake, Wisconsin 


St. Joseph’s Hospital 
15 West Newton Street 
Rice Lake, Wisconsin 


Sisters of St. Francis of the Immaculate 
Conception (O.S. 

Founded: 1891 in United States 

Generalate: Immaculate Conception Convent 
2408 W. Headwig Avenue 

Peoria i Illinois 


St. Joseph’s Home 


833 West Smith Street 
Peoria, Illinois 


549 Franciscan Sisters of Calais (O.S.F.) 
Founded: 1854 in France 
Generalate: Calais, France 


5494 AMERICAN FOUNDATION 
onroe, Louisiana 
Our Lady of the Lake Hospital 
Baton Rouge, Louisiana (s) 
Our Lady of Lourdes Hospital 
Lafayette, Louisiana 
St. Francis Hospital 
P.O. Box 1901 
Monroe, Louisiana 


548 


551 oe Sisters of Christian Charity 


( ) 
Founded: 1869 in United States 
Generalate: Holy Family Convent 
R.F.D. #1 
Manitowoc, Wisconsin 


Memorial Hospital 
430 North Monitor Street 
West Point, Nebraska 


Good Samaritan Hospital 
1247 Ashland Avenue 
Zanesville, Ohio (s) 


St. Paul’s Convent 
509 West Wisconsin Avenue 
Kaukauna, Wisconsin 


Holy Family Hospital 
23rd and Western Avenue 
Manitowoc, Wisconsin (s) 


Franciscan Sisters of the Immaculate Con- 
ception (O.S.F, 

Founded: 1856 in Germany 

Generalate: Kloster fealeaten, Germany 


552a NORTH AMERICAN PROVINCE 
Nazareth Convent 
291 West North Street 
Buffalo 1, New York 


Nazareth Nursing Home 
291 West North Street 
Buffalo, New York 


552 


Franciscan Sisters of the Immaculate 
Conception (O.S.F.) 
Founded: 1891 in United States 
Generalate: St. Mary of the Angels Convent 
000 30th Street 
Rock Island, Illinois 


St. Francis Hospital 
Elliot & Pros 
Kewanee, Illinois 


St. Anthony's Hospital 
767 30th Street 
Rock Island, IIllinois (s) 


St. Joseph’s Indian Hospital 
Keshena, Wisconsin 


553 


Franciscan Sisters of the Immaculate Con- 
ception (O.S.F. 

Founded: 1891 in United States 

Generalate: St. Francis Convent 

8th Avenue & 2nd Street 

Little Falls, Minnesota 


555 


Our Lady of Mercy Hospital 
700 Cedar Street 
Alexandria, Minnesota 


* Francis Hospital 
415 Oak Street, North 
Breckenridge, Minnesota (s) 


St. Gabriel's Hospital 
S.E. Third Street 
Little Falls, Minnesota (s) 


St. Ansgar’s Hospital 
705 Eleventh Street, North 
Moorhead, Minnesota 


Onamia Hospital, Inc. 
Onamia, Minnesota 


Memorial Hospital, Inc. 
Perham, Minnesota 


St. Michael’s Hospital 
Sauk Centre, Minnesota 


Trinity Memorial Hospital 
5900 South Lake Drive 
Cudahy, Wisconsin 


Memorial Hospital 
Darlington, Wisconsin 


St. Joseph’s Hospital 
825 South Iowa Street 
Dodgeville, Wisconsin 


St. Anthony's Hospital 
1004 North 10th Street 
Milwaukee 3, Wisconsin 


Franciscan Missionary Sisters of the Im- 
maculate Conception of the Third Order 
* as Seraphic Father, St. Francis 


( ) 
Founded: 1874 in Mexico City 
Generalate: 653 Huntington Street S. 
San Fernando, California 


Convent of the Franciscan Sisters 
1714 West 6th Street 
Santa Ana, California 


556 


557 Little Franciscan Sisters of Mur (ote 
Founded: 1889 in United States ( C603) 
Generalate: Baie St. Paul, P.Q., Canada 


Northern Maine General Hospital 
Eagle Lake, Maine 


Peoples Benevolent Hospital 
N. Main Street 
Fort Kent, Maine 


558 Faery Missionaries of Mary 
Founded: 1877 in India 
Generalate: Rome, Italy 

558a PROVINCE OF ST. FRANCIS OF ASSISI 


225 East 45th St. 
New York 17, New York 


Convent of Our Lady of the Angels 
St. Michael's, Arizona 


Kateri Tekakwitha 
Medical Dispensary 
St. Michael's, Arizona 


seph P, Kennedy Jr. Memorial Hospital 
60 Warren Street 
10.00 ¥ 35, Massachusetts 


Cardinal Hayes Memorial Home 
Millbrook, New York 


St. Francis Hospital & Sanatorium 
Port Washington levari 
Roslyn, New York 


559 Posecyene Sisters of the Sacred Heart 


Founded: "1866 in Germany 
Generalate: 372 N. Broadway 
Joliet, Illinois 


Queen of Angels Hospital 
2301 Bellevue Avenue 
Los Angeles 26, California (s) 


St. Anne’s Maternity Hospital 
155 North Occidental Boulevard 
Los Angeles 26, California 


St. Joseph’s Hospital 
300 Buena Vista Avenue 
San Francisco 17, California (s) 


St. Francis Hospital 
601 E. Micheltorena Street 
Santa Barbara, California 


St. Charles Hospital 
79 North 4th & New York Streets 
Aurora, Illinois (s) 


St. Anthony de Padua Hospital 
2875 West 19th Screet 
Chicago 23, Illinois (s) 
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St. Elizabeth's Hospital 
602 Green Street 
Danville, Illinois (s) 


St. Joseph’s Hospital 
277 Jefferson Street 
Elgin, Illinois 


St. Francis Hospital 
1209 South Walnut Avenue 
Freeport, Illinois 


St. Joseph’s Hospital 
372 North Broadway 
Joliet, Llinois (s) 


% Mary’s Hospital 
1015 O'Connor Avenue 
La Salle, Illinois (pn) 


Sisters, Daughters of the 


561 Franciscan as aaeiiom Caae.} 


Sacred Hearts of 


Founded: 1860 in Germany 
Generalate: Paderborn (Westphalia), Ger- 
many 


561a PROVINCE OF ST. CLARA 
Our Lady of the Angels Convent 
P.O. Box 166 
Wheaton, Illinois 


Sacred Heart Home 
2315 Sprague Avenue 
Pueblo, Colorado 


St. Francis Hospital 
1407 Independence Avenue 
Waterloo, lowa 


St. Francis Hospital 
825 Good Hope Street 
Cape Girardeau, Missouri 


St. Anthony's Hospital 
3520 Chippewa Street 
St. Louis 18, Missouri 


St. Elizabeth's Hospital 
1506 South Oneida Street 
Appleton, Wisconsin 


St. Joseph’s Hospital 
S00 We st Chambers Street 
Milwaukee 10, Wisconsin 


St. Michael’s Hospital 
2400 W. Villard Avenue 
Milwaukee 9, Wisconsin 


St. Mary's Hospital 
1526 Grand Avenue 
Racine, Wisconsin 


562 Franciscan Sisters of St. Joseph (F.S.S.J.) 
Founded: 1897 in United States 
Generalate: Immaculate Conception Convent 
Hamburg, New York 


St. Mary's Home 
215 W. Grand Blvd. 
Detroit 16, Michigan 


St. Mary's Hospital 
1298 St. Marks Avenue 
Brooklyn 13, New York (s) 


St. Joseph Intercommunity Hospital 
2605 Harlem Road 
Cheektowaga 25, New York 


St. Anthony’s Home 
5285 South Park Avenue 
Hamburg, New York 


St. Clare’s Manor 
543 Locust Street 
Lockport, New York 


Ozanam Home 
2240 South Moorland Drive 
Waukesha 14, Wisconsin 


563 Franciscan Sisters of Blessed Kunegunda 
(O.S.F.K. } 
Founded: 1894 in United States 
Generalate: 2649 N. Hamlin Avenue 
Chicago, Illinois 


St. Joseph’s Home for the Aged 
2650 No rth Ridgeway Avenue 
Chicago 47, Illinois 


St. Anthony's Convalescent Home 
R. 1, Box 26 
Crown Point, Indiana 


Atkinson Memorial Hospital 
Atkinson, Nebraska 


Alvernia Rest Home 
6765 State Road 
Cleveland 34, Ohio 


Madonna Hall (Home for Aged Women) 
1906 East 82nd Street 
Cleveland 3, Ohio 


St. Joseph Home for the Aged 


6431 Woodland Avenue 
Cleveland 4, Ohio 
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Mother of Grace Hospital 
Gregory, South Dakota 


St. John’s Hospital 
4th & lowa 
Huron, South Dakota (s) 


St. Anthony’s Hospital 
Martin, South Dakota 


565 pmo a ion of Perpetual Adora- 
tion (F.S.P. 
Founded: tag. in United States 
Generalate: St. Rose Convent 
th & Market Streets 
La Crosse, Wisconsin 


Lost Rivers Hospital 
Arco, Idaho 


Sacred Heart Hospital 
Boulevard Avenue 
Idaho Falls, Idaho 

St. Anthony Hospital 
South Clark Street 
Carroll, Iowa (pn) 


St. Joseph’s Memorial Hospital 
Hillsboro, Wisconsin 


St. Francis Hospital 
1020 Market Street 
La Crosse, Wisconsin (s) 


ae > a ae 
R. 


La ) Bonn Wisconsin 


(pn) 


St. Mary’s Hospital 
Main and K Streets 
Sparta, Wisconsin 


567 Third Franciscan Order of Minor Con- 
ventuals (O.S.F.) 
Founded: 1860 in United States 
Generalate: St. Anthony’s Convent 
Court 
Syracuse 8, New York 


Mercy Hospital 
100 Thornton Avenue 
Auburn, New York 


St. Joseph’s Hospital 
301 Prospect Avenue 
Syracuse 3, New York (s) 


St. Elizabeth Hospital 
2209 Genesee Street 
Utica 3, New York (s) 


5674 COMMISSARIAT OF HAWAII 
Generalate: Honolulu, Hawaii 


Kalaupapa General Hospital 
Kalaupapa (Molokai), Hawaii 


St. Francis Hospital 
2260 Liliha Street 
Honolulu, Hawaii (s) 


569 Sisters of St. Joseph of the Third Order 
of St. Francis (S.S.J.) 
Founded: 1901 in United States 
Generalate: 107 S. Greenlawn Avenue 
South Bend? Indiana 


569a PROVINCE OF ST. JOSEPH 
St. Joseph’s Convent 
Maria Drive 
Stevens Point, Wisconsin 


Divine Infant Hospital 
303 Brotherton Street 
Wakefield, Michigan 


River Pines Sanatorium 
Stevens Point, Wisconsin 


569b PROVINCE OF IMMACULATE CONCEP- 
TION 
Immaculata Convent 
5531 S. Karlovy Avenue 
Chicago 29, Illinois 


St. Joseph Hospital 
Cheyenne Wells, Colorado 


Sacred Heart Hospital 
Loup City, Nebraska 


569¢ PROVINCE OF CLEVELAND 
Marymount Convent 
12215 Granger Road 
Garfield Heights 25, Ohio 


St. ioe’ 's Hospital 
2806 12th St. 
Meridian, Mississippi 


hope Hospital 
2300 McCracken Road 
Garfeld Heights 25, Ohio 


603 Sisters of Charity of the General Hospital 
of Montreal (s.g.m.) (See C707) 
Founded: 1737 in Canada 
Generalate: 1190 Rue Guy 
Montreal, Quebec, nea age 


(pn) 


6034 PROVINCE OF ST. JOSEPH 
10 Pelham Rd. 
Lexington, Massachusetts 


Holy Ghost Hospital 
1575 Cambridge Street 
Cambridge 38, Massachusetts 


Posner of Mary Immaculate 
Maple Street 
pthc Massachusetts 


St. Joseph’: i Hospital 
170 Kingsley Street 
Nashua, New Hampshire (s) 


St. Peter’s General Hospital 
Easton Avenue 
New Brunswick, New Jersey (s) 


St. Vincent’s Hospital 
2213 Cherry Street 
Toledo 8, Ohio (s) 


(pn) 


604 _ Sisters of Charity of Quebec (s.c.q.) 
Founded: 1849 in Canada 
Generalate: 5 Rue St. Olivier 
Quebec, Quebec, Canada 


604a PROVINCE OF St. JOSEPH (See C71 1a) 
2915 Avenue de !’Orphelinat 
Giffard, Quebec, Canada 


Sacred Heart Home 
359 Summer Street 
New Bedford, Massachusetts 


605 reer of fone of Charity 
(ope Sh.) ( C705) 
Founded 18905 in Canada 
Generalate: Hotel Dieu St. Hyacinthe 
0 Rue Dessaulles 
Se Hyacinthe, Quebec, Canada 


Marcotte Home 
146-152 Campus Avenue 
Lewiston, Maine 


St. Mary’s General Hospital 
45 Golder Street 
Lewiston, Maine (s) 


St. Louis Hospital 
324 School Street 
Berlin, New Hampshire (s) 


Notre Dame de Lourdes Hospital 
337 Notre Dame Avenue 
Manchester, New Hampshire (s) 


Hospice St. Antoine 
Mendon Road 
North Smithfield, Rhode Island 


607 bo Grey Nuns of i Cross of Ottawa 


(6-6) (See C70 

Foun 1845 in Conada 

Generalate: 9 Brutere Street 
awa, Ontario, Canada 


6074 UNITED STATES PROVINCE 
25 Fairmount Street 
Lowell, Massachusetts 


D’Youville Manor Nursing Home 
981 Varnum Avenue 
Lowell, Massachusetts 


St. Joseph’s Hospital 
832 Merrimack Street 
Lowell, Massachusetts (s) 


609 Geer ane of the Sacred Heart 


Founded: 1738 in Canada 
Generalate: 7500 West Avenue 
Melrose Park, Philadelphia, Pa. 


D’Youville College 
School of Nursing 
320 Porter Avenue 
Buffalo 1, New York (s) 


A. B. Hepburn Hospital 
214 King Street 
Ogdensburg, New York (s) 


Champlain Valley Hospital 
Rugar Street 
Plattsburg, New York (s) 


Griffin Mppresial Hospital 


Box A— 
Kodiak, Alaska 
701 ry ee of Jesus Christ 


Pounded 
Generalate: 


1851 in Germany 
Dernback, Germany 


701a ANCILLA DOMINI PROVINCE 
Convent Ancilla Domini 
Donaldson, Indiana 


St. Anne’s Hospital 


4950 Thomas Street 
Chicago 51, Illinois (s) 
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St. Elizabeth’s Hospital 
1431 North Claremont Avenue 
Chicago 22, Illinois (s) 


St. Mary’s Hospital 
129 North 8th Street 
East St. Louis, Illinois 


St. Vincent’s Home for the Aged 
1340 N. Tenth Street 
Quincy, Illinois 


St. Catherine’s Hospital 
4321 Fir Street 
East Chicago, Indiana 


St. Joseph’s Hospital 
Broadway and West Berry 
Fort Wayne 2, Indiana (s) 


St. Mary’s Mercy Hospital 
Gary, Indiana (s) 


Holy Family Hospital 
205 E. Street 
La Porte, Indiana 


St. Joseph's Hospital 
215 West 4th Street 
Mishawaka, Indiana 


Loretto Hospital 
1515 North 5th Street 
New Ulm, Minnesota 


St. Joseph’s Hospital 
300 East Front Street 
Ashland, Wisconsin 


St. Mary’s Hospital 
Broadway and Clough Avenue 
Superior, Wisconsin 


703 Society of the Helpers of the Holy Souls 


S.A. 
Seneiel 1856 in France 
Generalate: Paris, France 


703a PROVINCE OF THE UNITED STATES 
303 Barry Avenue 
Chicago 14, Illinois 


Convent of the Helpers of the Holy Souls 
204 Haight Street 
San Francisco 2, California 


Convent of the Helpers of the Holy Souls 
303 West Barry Avenue 
Chicago 14, Illinois 


Convent of the Meteors of the Holy Souls 
4012 Washington Blvd. 
St. Louis 8, Missouri 


Comers of the Helpers of the Holy Souls 
112-118 East 86th Street 
New York 28, New York 


705_ Sisters # o pe Holy Cross (C.S.C.) 
ounded: rance 
Generalate: : Mary’s Convent 
Notre Dame, Indiana 


705a EASTERN PROVINCE 
St. Angela Hall 
10701 Rockville Pike 
Rockville, Maryland 


Hawkes Hospital of Mt. Carmel 
793 West State Street 
Columbus 8, Ohio (s) 


705 . Te ge PROVINCE 
E. Jefferson Blvd. 
South Bend 17, Indiana 


St. Mary’s Hospital 
2020 Cedar Street 
Cairo, Illinois 


Our Saviour’s Hospital 
446 East State Street 
Jacksonville, Illinois 


St. John’s Hickey Memorial Hospital 
127 West 19th Street 


Anderson, Indiana 


Holy Cross Central School of Nursing 
410 N. Notre Dame Ave. 
South Bend 22, Indiana (s) 


St. Mary’s College 
Department of Nursing 
Notre Dame 

Notre Dame, Indiana (s) 


St. Joseph Hospital 
811 East Madison Street 
South Bend 22, Indiana 


705¢ WESTERN PROVINCE 
he Provincial House 
St. Mary-of-the-Wasatch 
Salt Lake City 8, Utah 


St. Agnes Hospital 


530 West Floradora Avenue 
resno 5, California 


DIRECTORY NUMBER 
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St. Alphonsus Hospital 
506 North Fifth Street 
Boise, Idaho (s) 


Holy Cross Hospital 
1045 East First South Street 
Salt Lake City 2, Utah (s) 


707_ Daughters of the Holy Ghost (F.S.E.) 
Founded: 1706 in France 
Generalate: Brittany, France 


70742 AMERICAN PROVINCE 
72 Church Street 
Putnam, Connecticut 


Holy Ghost Convent 
50 Pequonnock St. 
Bridgeport, Connecticut 


Holy Ghost Convalescent Hospital 
Uncasville, Connecticut 


Convent of the Holy Ghost 
194 Second Street 
Fall River, Massachusetts 


St. Clare Home 
301 Spring Street 
Newport, Rhode Island 


Holy Ghost Convent 

206 Walcott Street 
Pawtucket, Rhode Island 
Holy Ghost Convent 

18 Parkis Avenue 
Providence 3, Rhode Island 


708 _ Sisters “ the Holy Chane iS H.G.) 


Founded: United S:ates in 1913 
Generalate: 5246 Clarwin Avenue 
West View 


Pittsburgh 29, Pennsylvania 


King’s Daughters’ Hospital 
Martinsburg, West Virginia (s) 


709 Missionary Sisters, Servants of the 
Holy Spirit (S.Sp.S.) 
Founded: 1889 in Holland 
Generalate: Rome, Italy 


70942 AMERICAN MOTHERHOUSE 
Convent of the Holy Spirit 
Techny, IIllinois 


St. Ann’s Home for the Aged 
Waukegan Road 
Techny, Illinois 


St. Ann’s Infirmary 
Waukegan Road 
Techny, Illinois 


St. Therese’s Hospital 
West Washington Street 
Waukegan, Illinois (s) 


St. Joseph’s Me ay 
308 North Maple Avenue 
New Hampton, Iowa 


Sacred Heart Home 
5801 Queens Chapel Road 
Hyattsville, Maryland 


St. Mary’s Hospital 
1301 North Main Street 
Watertown, Wisconsin 


711 Missionary Sisters of the Immaculate 
Conception of the Mother of God 
(Immaculata Sisters) (S.M.I.C.) 

Founded: 1910 in Brazil 
Generalate: Middleville, New Jersey 


Holy Family Residence 
New Street, Box 1858 
Paterson 18, New Jersey 


Holy Cross Hospital 
2600 East 19th Street 
Austin, Texas 


St. Elizabeth’s Hospital 
4514 Lyons Avenue 
Houston 20, Texas 


713 Sisters of the Holy Family of Nazareth 
(C.S.F. 


Founded: 1 875 in Italy 
Generalate: Rome, Italy 


713a SACRED HEART PROVINCE 
Des Plaines, Illinois 


St. Mary of Nazareth Hospital 
1120 North Leavitt Street 
Chicago 22, Illinois (s) 


St. Joseph Hospital 
212 Locust Street 
Clayton, New Mexico 


Holy Cross Hospital 
Santa Fe Road 
Taos, New Mexico 


Nazareth Hospital 
316 N.W. 4th Street 
Mineral Wells, Texas 


713 


713 


Mother Frances Hospital 
825 East Houston Street 
Tyler, Texas (pn) 


Christ the King Hospital 
2006 Pease Street 
Vernon, Texas 


Bethania Hospital 
1600 Eleventh Street 
Wichita Falls, Texas (pn) 


6 St. JOSEPH’s PROVINCE 
285 Bellevue Road 
Pittsburgh 29, Pennsylvania 


Mercy Hospital 
2601 8th Avenue 
Altoona, Pennsylvania (s) 


Holy Family Institute 
201-263 Ohio River Boulevard 
Emsworth, Pittsburgh 2, Pennsylvania 


Ohio valor, General Hospital 
Heckel R 
McKee's Rocks, Pennsylvania (s) 


d IMMACULATE CONCEPTION PROVINCE 
Grant and Frankford Avenues 
Torresdale, Philadelphia 14, Pa. 


Nazareth Hospital 
8050 Holme Avenue 
Philadelphia 15, Pennsylvania 


715 Donahoe of the Most Holy Redeemer 


715 


801 


Fosadels "1849 in Germany 
Generalate: Wuerzburg, Germany 


@ UNITED STATES PROVINCE 
Most Holy Redeemer Convent 
Meadowbrook, Pennsylvania 


St. Joseph’s Hospice 
123 North Second Street 
Easton, Pennsylvania 


Holy Redeemer Hospital, Inc. 
1648 Huntingdon Pike 
Meadowbrook, Pennsylvania 


St. Joseph’s Manor 
1616 Huntingdon Pike 
Meadowbrook, Pennsylvania 


Convent of the Daughters of the Most 
Holy Redeemer 

4425 North Fifth Street 
Philadelphia, Pennsylvania 


Drueding Infirmary 
Lawrence and Master Streets 
Philadelphia, Pennsylvania 


Sisters of Charity of the Incarnate Word 


Founded: 1866 in France 
Generalate: Villa De Matel 
6510 Lawndale Avenue 
Houston 3, Texas 


Sc. Michael’s Hospital 
315 East Fifth Street 
Texarkana, Arkansas 


St. Bernardine’s Hospital 
2101 Waterman Avenue 
San Bernardino, California 


St. Mary’s Long Beach Hospital 
509 East 10th Street 
Long Beach 13, California 


St. Francis Cabrini Hospital 
Alexandria, Louisiana 


St. Patrick’s Hospital 
524 South Ryan Street 
Lake Charles, Louisiana 


St. Charles Legion Memorial Hospital 
Box 344 
Newellton, Louisiana 


T. E. Schumpert Memorial Sanitarium 
941 Margaret Place 
Shreveport 15, Louisiana. 


Hotel Dieu 
1425 Sabine Pass Avenue 
Beaumont, Texas (s) 


San Jose Clinic 
301 Hamilton 
Houston 2, Texas 


St. Therese Hospital 
1105 Broadway 
Beaumont, Texas 


St. Edward’s Rischar Memorial Hospital 
912 North Crockett 
Cameron, Texas 


St. Mary's Infirmary 
715 Market Street 
Galveston, Texas (s) 








St. Joseph's Hospital 
1910 Crawford Street 
Houston 2, Texas 


St. Mary’s Gates Memorial Hospital 
1931 9th Avenue 
Port Arthur, Texas 


803 Sisters of Charity of the Incarnate Word 


Sounded: "1869 in United States 
Generalate: San Antonio, Texas 


803b SAN ANTONIO PROVINCE 
Incarnate Word Convent 
4515 Broadway 
San Antonio 9, Texas 


Spohn Hospital 
1436 Third Street 
Corpus Christi, Texas (s) 


St. h’s Hospital 
ree Main Street 
Fort Worth 4, Texas 


St. John’s Hospital 
2018 Pulliam Street 
San Angelo, Texas 


Incarnate Word College 
Division of Nursing 

4301 Broadway 
San Antonio 9, Texas (s) 


Santa Rosa Hospital 
745 West Houston Street 
San Antonia 7, Texas (pn) 


803c St. LOUIS PROVINCE 
2800 Normandy Drive 
St. Louis 21, Missouri 


Incarnate Word Hospital 
1640 ——- Grand Boulevard 
St. Louis 4, Missouri 


St. Mary's Infirmary 
628 East Creek Street 
McAlester, Oklahoma 


St. Anthony's ag nee 
711 North Polk Street, Box 2540 
Amarillo, Texas ( $) 


St. Joseph's Infirmary 
820 Clarksville Street 
Paris, Texas (pn) 


809 Sisters of the Incarnate Tt and 
Blessed Sacrament (I. eR) 
Founded: 1625 in France 
Generalate: 105 W. Church Street 
Victoria, Texas 


Burns Hospital 
1102 North Gonzales 
Cuero, Texas (pn) 


Mercy Hospital 
Whitfield Heights 
Jourdanton, Texas 


Huth Memorial Hospital 
303 Hubbard Street 
Yoakum, Texas (pn) 


900 Daughters of Jesus (F.J.) 
001) 


1824 in France 
Generalate: Kenmaria, France 


9004 WESTERN CANADIAN PROVINCE 
( C1001a) 


(s, pn) 


Edmonton, Alberta, Canada 


St. Joseph’s Hospital 
211 South High Street 
Lewistown, Montana (pn) 


901 Congregation of the Infant Joous-— Nurs. 
ing Sisters of the Sick Poor (C.1.J.) 
Founded: 1835 in France 
Generalate: 439 Henry Street 
Brooklyn, New York 


Gogvent of Pd Infant Jesus 
39 Henry Street 
Brookins New York 


Convent of St. Francis de Sales 
218 76th Street 
Brooklyn 9, New York 


St. Anthony’s Convent 
Fulton Ave. 
Hempstead (East Meadow), New York 


Our Lady of Victory om 
8654 Midland Parkw: 
Jamaica 32, New York 


Convent of St. Joseph 
38-20 29th Street 
Long Island City 1, New York 


Sacred Heart Convent 
30 Brinkerhoff Lane 
Manhasset, New York 


Mercy Hospital 


North Village Avenue 
Rockville Centre, New York 
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902 Congregation of the Holy Infancy of 


esus 
Founded: 1855 in Germany 
Generalate: Wuerzberg, Germany 


9024 COMMISSARIAT OF TRENTON 
Villa Maria 
Plainfield, New Jersey 


Villa Maria Sanitarium 
641 Somerset Street 
North Plainfield, New Jersey 


St. Elizabeth’s Nursing Home 
Yardville, New Jersey 


907 Rell RUS, Hoaplealions of St. Joseph 
osu C1021) 
pesanal: 659 in Canada 
Generalate: Ti Ouest Ave-des-Pins 
Montreal, Quebec, Canada 


9074 PROVINCE OF VILLE MARIE 
2450 St. Catherine Road 
Montreal, Quebec, Canada 


earn Dame Hospital 
Pool Road 
Biddleford, Maine 


DeGoesbriand Memorial Hospital, Inc. 
Pearl & Prospect Streets 
Burlington, Vermont (s) 


Fanny Allen Hospital 
College Parkway 
Winooski, Vermont (pn) 


907c PROVINCE OF ST JOSEPH (See C102I1c) 
Kingston, Ontario, Canada 


St. Bernard’s Hospital 
6337 South Harvard Avenue 
Chicago 21, Illinois (s) 


St. George’s Hospital 
449 Winneconna Parkway 
Chicago 20, Illinois 


Hotel Dieu Hospital 
1224 South 4th Street 
Polson, Montana 


Lamigte County Memorial Hospital 
112 East 5th Avenue 
Antigo, Wisconsin 


St. Joseph’s Hospital 
1032 East Summer Street 
Hartford, Wisconsin 


Community Hospital 
Hotel Dieu of St. Joseph 
1405 Mills Street 

New London, Wisconsin 


911 _ Sisters of St. —— ($.8.J.) 
Generalate: St. Joseph Convent 
Baden, Pennsylvania 


St. Joseph’s Hospital 
2117 Carson Street 
Pittsburgh 3, Pennsylvania (s) 


913 Sisters of St. Joseph (C.S.J.) 
Founded: 873 in United States 
Generalate: 303 Adams Street 
Milton 86, Massachusetts 


Bethany Convent Infirmary 
Bethany Road 
Framingham, Massachusetts 


915 _ Sisters of St. Joseph—Brooklyn (C.S.J.) 
Generalate: St. Joseph's Convent 
Brentwood, Long Island, N.Y. 


St. [enh s Hospital 
327 Beach 19th Street 
Far Rockaway, New York 


St. John’s Long Island Hospital 
2501 Jackson Avenue 
‘ Long Island City 1, New York (s) 


917* Sisters of St. Joseph (S.S.J.) 
neralate: Mt. St. Joseph Academy 
2064 Main Street 
Buffalo 8, New York 


Our Lady of Victory Hospital 
800 Ridge Road 
Lackawanna 18, New York 


918 Sisters of St. Joseph of Cl S.J.C. 
Founded: 1807 x ence ae 
Generalate: Paris, Game 


9184a AMERICAN NOVITIATE 
Mary Immaculate Queen Novitiate 
Brenton Road 
Newport, Rhode Island 


guile Maris Rest Home 


1 Washington Street 
Newport, Rhode Island 


919 cho “ & Fame h—Chambery (C.S.S.J.) 
Founded rance 
orca ally ymin Italy 


9194 NORTH AMERICAN PROVINCE 
Convent of Mary Immaculate 
27 Park Road : 
West Hartford 5, Connecticut 


St. Francis Hospital 
114 Woodland Street 
Hartford 5, Connecticut (s) 


St. Joseph’s Hospital 
128 Strawberry Hill Avenue 
Stamford, Connecticut 


St. Mary’s Hospital 
56 Franklin Street 
Waterbury 15, Connecticut (s) 


500, Sisters of St. Joseph 
Founded: 1650 in France 
Generalate: Lyons, France 


9204 MAINE PROVINCE 
277 Minot Avenue 
Auburn, Maine 
Murtha Memorial Hospital 
Jackman Station, Maine 


921 Slaters of St. Joseph of Concordia 


Founded: 1836 in United States 
Generalate: Nazareth Convent 
13th & Washington Streets 
Concordia, Kansas 


St. Joseph's Hospital 
1005 Julien Street 
Belvidere, Illinois 


Rawlins Feed Hospital 
Atwood, Kans: 


; oe oseph’s ~ 
$e Street & 3rd Avenue 
Concordia, Kansas 


The Saint Mary Hospital 
11th & Osage Streets 
Manhattan, Kansas 


St. Anthony’s Murdock Memorial Hospital 
South 14th Street 
Sabetha, Kansas 


Marymount College 

Division of Nursing 

East Iron Avenue 

Salina, Kansas (ne) 


St. John’s Hospital 
149 North Penn Street 
Salina, Kansas (s) 


Seneca Hospital 
6th & Nemaha Streets 
Seneca, Kansas 


The Selene Joseph Hospital 
1901 Grandview Avenue 
El Paso, Texas 


923 _ Sisters of St. Joseph (S.S.J.) 
Generalate: Nazareth Convent 
Nazareth, Michigan 


Lee Memorial Hospital 
420 W. High Street 
Dowagiac, Michigan 


St. John Hospital 
22101 Moross Road 
Detroit 36, Michigan 


St. Joseph’s Hospital 
302 Kensington Avenue 
Flint 2, Michigan (s) 


Pome ie Hos vee 
Me ned 17, “Michigan (s) 


Mercy Hospital 
718 North Macomb Street 
Monree, Michigan 


Nazareth College 
Nazareth, Michigan 


Tawas St. Joseph Hospital 
Box 568 
Tawas City, Michigan 


925 Sisters of St. Josep-—-Northwesera 
Pennsylvania (S 
Generalate: Villa Maria College 
West 8th Street 
Erie, Pennsylvania 


St. Mary’s Geriatric Hospital 
607 East 26th Street 
Erie, Pennsylvania 


St. Vincent’s Hospital 
24th & Sassafras Streets 
Erie, Pennsylvania (s) 
Villia Maria College of Erie 
Division of Nursing 
829 West 8th Street 
Erie, Pennsylvania (s) 
, ncer Hospital 
470 Pine Street 
Meadville, Pennsylvania (s) 
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926 Sisters of > oseph (C.S.J.) 
Generalate: ydney, Australia 


Parks il Memorial Hospital 
2100 Jefferson Street 
Napa, California 


927 Sisters of St. Joseph of Orange (C.S.J.) 
Generalate: Nazareth Convent 
380 S. Batavina Street 
Orange, California 


Tet. it 
1350 C Street 
Arcata, California 


Redwood Memorial Hospital 
Renner Drive 
Fortuna, California 


St. Joseph Hospital 
2700 Dolbeer Street 
Eureka, California 


St. Jude Hospital 
2000 North Fullerton Road 
Fullerton, California 


Santa Maria Convalescent Home 
201 East Amerige Street 
Fullerton, California 


St. Joseph’s Hospital 
Orange, California 


St. Luke’s Hospital 
2632 East Washington Street 
Pasadena 8, California 


Santa Rosa Memorial Hospital 
1165 Montgomery Drive 
Santa Rosa, California 


Santa Anita Hospital 
Lake Arrowhead, California 


St. Mary of the Plains 
2605 19th Street 
Lubbock, Texas 


929 Sisters of St. Joseph (S.S.J.) 
Founded: 1650 in France 
Generalate: Mt. St. Joseph 
Chestnut Hill 
Philadelphia 18, Pennsylvania 


St. Joseph's Villa 
Laurel Avenue 
Cheltenham, Pennsylvania 


Mount St. Joseph Infirmary 
Chestnut Hill 
Philadelphia 18, Pennsylvania 


931 Sisters of St. Joseph (S.S.J.) 
neralate: Brighton Station 
Rochester 10, New York 


Good Samaritan Hospital 
1107 Voeglin Street 
Selma, Alabama (pn) 


St. Joseph’s Hospital 
555 East Market Street 
Elmira, New York (s) 


Nazareth College 

Department of Nursing 

4245 East Avenue 

Rochester 10, New York (s) 


Nazareth Convent 
East Avenue 
Rochester 10, New York 


St. Ann’s Home for the Aged 

1971 Lake Avenue 

Rochester 15, New York 

St. Py nk s Villa 

3300 Dewey Avenue 

Rochester 16, New York 

933 Sisters a & Fi (C.S.J.) 

Founded nited States 
ee Hts E. 2nd Street 
Superior, Wisconsin 


Holy Family Hospital 
a Richmond, Wisconsin 
oseph’s Hospital 
Sb yo and Susquehanna Avenue 
Superior, Wisconsin 


935 Pen of St. fonerh (C.S.J.) 
Geneeaiene: St. Joseph’s Convent 


Tic , 


Mercy Hospita! 
1331 Sout ry Street 
Elwood, Indiana 


Se. J h Memorial yg 
1807 West Sycamore Street 
Fe Indiana 


Samaritan Home 
513 East Vaile Avenue 
Kokomo, Indiana 


Villa Maria 
Kokomo, Indiana 
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St. Charles Hospital 
350 Franklin Avenue 
Bend, Oregon 


937 _ Sisters of St. Joseph (S.S.J.) 

Generalate: St. Joseph’s _— 
Mount St. Josep RD. # 
Wheeling, West Vinwnie 


St. Fuad Hospital 
333 Laidley Street 
—— 1, West Virginia (s) 


t. Mary s Hospital 
rr 468 Washington Avenue 
pgm West Virginia (s) 


$s poser s Hospital 
urdock Avenues 
a Rae West Virginia (s) 


Wheeling Hospital 
109 Main Street 
Wheeling, West Virginia (s) 


939 Sisters of St. Joseph (C.S.J.) 
Generalate: Mt. St. Mary’s Convent 
3700 E. Lincoln Street 
Wichita, Kansas 


St. Joseph’s Hospital 
Del Norte, Colorado 


St. Anthony’s Hospital 
1800 Central Avenue 
Dodge City, Kansas 


St. Mary of the Plains College 
Department of Nursing 
240 San Jose Drive 


Dodge City, Kansas (ne) 
Ellinwood District Hospital 
605 N. Main St. 


Ellinwood, Kansas 


Halstead Hospital 
328 Poplar Street 
Halstead, Kansas (s) 


Mount Carmel Hospital 
30th & Michigan 
Pittsburg, Kansas (s) 
Pratt County Hospital 
3rd and Commodore 
Pratt, Kansas 


by Joseph Hospital (s) 


1102 West Douglas Street 
Wichita 18, Kansas 


Unit 2 

3400 Grand Avenue 

Wichita 17, Kansas 

Bob Wilson Memorial—Grant County 
Hospital 

Ulysses, Kansas 


Ponca City Hospital 
14th & Mass Avenue 
Ponca City, Oklahoma (s) 


941 Sisters of St. Joseph of Carondelet 


Fossiele 1650 in France 
Generalate: St. Louis (Frontenac), Missouri 


9414 PROVINCE OF Los ANGELES 
t. Mary’s Provincialate 
11999 Chalon Road 
Los Angeles 49, California 


St. Maer’ s > 


P.O. Bo: 
Se. heey s ‘aa & Silver Bell Avenue 
Tucson, Arizona (s) 


Daniel Freeman Memorial Hospital 
333 North Prairie Avenue 
Inglewood 1, California 


Mount St. Mary’s College 
Department of Nursing 

12001 Chalon Road 

Los Angeles 49, California (s) 


St. Joseph’s Hospital 
415 Sixth Street 
Lewiston, Idaho (pn) 


Our Lady of Lourdes Hospital 
Fourth & Park Streets 
Pasco, Washington 


941b PROVINCE OF ST. Louls 
6400 Minnesota 
St. Louis 11, Missouri 


St. Joseph’s Hospital & Medical Center 
200-210 Michigan 

Hancock, Michigan (s) 

College of St. Teresa 

Department of Nursing 

5600 Main Street 

Kansas City 13, Missouri (s) 


St. Joseph’s Hospital 
2510 East Lieweed Boulevard 
Kansas City 28, Missouri 


St. Joseph’s Hospital 
525 Couch Avenue 
Kirkwood 22, Missouri 


94le PROVINCE OF ST. PAUL 
St. Joseph's Provincial House 
1890 Randolph Street 
St. Paul 2, Minnesota 


Se. pesy's Hospital 
2414 South oth Street 
Minneapolis 6, Minnesota (s) 


College of St. Catherine 
artment of Nursing 

2004 Randolph Street 
t. Paul 1, Minnesota (s) 


ss on seph’s Hospital 
est Exchange Street 
4 Paul 2, Minnesota 


St. John’s Hospital 
365 6th Street South 
Fargo, North Dakota 


St. Michael’s Hospital 
501 Columbia Road 
Grand Forks, North Dakota (s) 


hey Hospital 
1 3rd Avenue, South 
fang North Dakota 


941d PROVINCE OF TROY 
St. Joseph’s Seminary 
Troy, New York 


St. Mary’s Hospital 
47 Guy Park Avenue 
Amsterdam, New York (s) 


94le PROVINCE OF AUGUSTA 
Mt. St. Joseph Convent 
2542 Belleview Avenue 
Augusta, Georgia 


St. Joseph's Hospital 
Augusta, Georgia 


943 eaeeof & of St. Joseph of Newark (C.S.J.) 


Founded: ar 8 in England 
Generalate: Mt. St. Joseph 
Glendola Road 

Spring Lake, New Jersey 


9434 hy) LADY’S PROVINCE (See C1040a) 
"s 


1635 Killara Way 
lievue, Washington 


Sacred Heart General Hospital 
751 East 12th Avenue 
Eugene, Oregon (s) 


St. Joseph’s General Hospital 
255 North Forest Street 
Bellingham, Washington (s) 


St. John’s Hospital 
15th & Doggies Streets 
Longview, Washington 


St. Anthony's Hospital 
Washington Street 
Wenatchee, Washington 


Ketchikan General Hospital 
347 Bawden Street 
Ketchikan, Alaska 


943b St. JOSEPH’s PROVINCE 
St. Michael's Villa 
Englewood, New Jersey 


St. James Hospital 
142 Jefferson Street 
Newark 5, New Jersey 


Holy Name Hospital 
178 Teaneck Road 
Teaneck, New Jersey (s) 


St. Luke’s Hospital 
George & Broad Streets 
New Bern, North Carolina 


950 FOG of St. Joseph of St. Augustine 
Generalate: St. Augustine, Florida 


Mercy Hospital 
3663 South Miami Avenue 
Miami 45, Florida 


955 Sisters of St. Joseph (C.S.J.) 
Founded: 1650 in France 
Generalate: Bourg, France 


955a CROOKSTON PROVINCE 
Crookston, Minnesota 


Trinity Hospital 
Baudette, Minnesota 
Joseph’s Hospital 


St. 
600 Pleasant Avenue 
Park Rapids, Minnesota 








9556 NEW ORLEANS PROVINCE 
1200 Mirabeau Avenue 
New Orleans, Louisiana 


Terrebonne General Hospital 
Houma, Louisiana 


Sisters of St. Joseph Hospital 
166 East Main Street 
New Roads, Louisiana 


1001 Sisters of Charity of Leavenworth 


Founded: 1858 in United States 
Generalate: Xavier, Kansas 


St. John's Hospital 
1328 22nd Street 
Santa Monica, California 


St. Joseph’s Hospital 
1818 Humboldt Street 
Denver 6, Colorado (s) 


St. Mary's Hospital 
7th and Petterson Road 
Grand Junction, Colorado 


St. Vincent’s Hospital 
Xavier Heights 
Leadville, Colorado 


Providence Hospital 
th and Barnett Avenue 
Kansas City 2, Kansas (s) 


St. Francis Hospital 
1719 West Sixth Street 
Topeka, Kansas 


St. Mary College 
Department of Nursing Education 
Xavier, Kansas (ne) 


St. Ann’s Hospital 
600 Oak Street 
Anaconda, Montana 


St. Vincent’s Hospital 
2915-12th Avenue, North 
Billings, Montana 


St. James Community Hospital 
400 South Clark Street 
Butte, Montana 


St. oe ge Hospital 
ary and Dixon Streets 
Deer Lodge, Montana 


St. John’s Hospital 
32 South Ewing 
Helena, Montana 


St. Anthony's Hospital 
8th and Friedman Streets 
Las Vegas, New Mexico 


De Paul Hospital 
Cheyenne, Wyoming 


1101 Sisters, Marianites of the Holy Cross 
See C1104) 


(M.S. 
Founded: 841 in France 
Generalate: Le Mans, Sarthe, France 


1101a NEW YORK PROVINCE 
The Great Road 
Princeton, New Jersey 


French Hospital 
530 West 30th Street 
New York 1, New York 


11016 LOUISIANA PROVINCE 
Provincial House 
3500 St. Claude Avenue 
New Orleans, Louisiana 


General Hospital 
Opelousas, Louisiana 


1102 Sisters of St. Martha (C.S.M.) (See 
C1103) 


Founded: 1916 in Canada 
Generalate: Mt. St. Mary's 
Charlottetown, P.E.I., Canada 


Van Buren Community Hospital 
Van Buren, Maine 


1103 Little Gonpewr, of Mary Nursing 
Sisters (L. 
Founded: 1877 in England 
Generalate: Rome, Italy 


1103a NOVITIATE FOR AMERICA 
9350 S. California Avenue 
Evergreen Park 42, Illinois 


Little Company of - tid tae 


4101 Torrance Boulevar 
Torrance, California 


Little Company of wif Hospital 
2800 West 95th Stree: 
Evergreen Park 42, Tilinois (s) 


Little Company of Mary Hospital 
800 West 9th Street 
Jasper, Indiana 
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Little Company of ng 4 Hospital & Home 
for the Chronically Ill 
San Pierre, Indiana 


St. Mary’s Hospital 
1601 Court Street 
Syracuse 8, New York 


of Go 
Founded: In England 
Generalate: Maryéeld, England 


Maryfield Convalescent Home 
High Point, North Carolina 


St. Mary's Hospital 
916 Virginia Avenue 
Norton, Virginia 


1105 Servants of Mary (O.S.M.) 
Founded: 1285 in Italy 
Generalate: Convent of Our Lady of the 
Sorrowful Mother 
Ladysmith, Wisconsin 
Addolorata Villa 


McHenry Road 
Wheeling, Illinois 


St. Mary’s Kewaunee Area Memorial 
Hospital : 
Kewaunee, Wisconsin 


St. Mary's Hospital 
South Avenue, West 
Ladysmith, Wisconsin 


1104 Sisters, Poor Servants of the Mother 
f God (S.M. G. ) 


1106 California Institute of the Sisters of the 
Immaculate Heart of Mary (1.H.M.) 
Founded: 1848 in Spain 
Generalate: 5515 Franklin Avenue 
Hollywood, California 


St. Mary Desert Valley Hospital 
Apple Valley, California 


Immaculate Heart Hospital 
315 Alameda St. 
Salinas, California 


1107 Sisters of Mary Mother of God 
Founded: 1952 in United States 
Generalate: Culver City, California 


Marycrest Manor 
10664 Cranks Road 
Culver City, California 


1108 Sisters of the Holy Humility of Mary 
(C.H.M 


Founded: 1855 in France be 

Generalate: Convent of the Holy Humility of 
ary 

Ottumwa, Iowa 


St. Joseph’s Hospital 
1600 North Ash Street 
Ottumwa, Iowa 


1109 Sisters of the Holy Humility of Mary 
(H.H.M 


Founded: 1855 in France 
Generalate: Villa Marie Convent 
Villa Maria, ,Pennsylvania 


Rosemary are Graselli Home 
19350 Euclid Avenue t 
Euclid (Cleveland) 17, Ohio 


St. Joseph’s Hospital 
Broadway & 20 — 
Lorain, Ohio (pn) 


St. Joseph's ing Hospital 
1400 Tod Avenue, N 
Warren, Ohio 


St. Elizabeth’s Hospital 
1044 Belmont Avenue 
Youngstown 4, Ohio (s) 


1110 Sisters, Daughters of Mary of the 
Immaculate Conception 
Generalate: Convent Heights 
New Britain, Connecticut 


Sancta Maria Hospital 
350 Memorial Drive 
Cambridge 39, Massachusetts 


1111 Sisters, forsee of Mary (S.M.) 
Founded: 1851 in Spain 
Generalate: Rome, Italy 


1111@ PROVINCE OF UNITED STATES 
800 North 18th Street 
Kansas City, Kansas 


Sisters Servants of Mary Home 
2131 West 27th Street 
Los Angeles 18, California 


Convent of the Sisters, Servants of Mary 
800 North 18th Street 
Kansas City, Kansas 


Convent of the Sisters, Servants of Mary 
5001 Perlita Street 
New Orleans 22, Louisiana 


Convent of the Sisters, Servants of Mary 
3305 Country Club Road 
Bronx 65, New York 


Hospital Conception 
Allen 7 
San Juan, Puerto Rico 


1112 _ Sisters of Charity of Our Lady, 
Mother of Mercy (S.C.O.L.M.) 
Founded: 1874 in Holland 
Generalate: Tilburg, Holland 


1112@ AMERICAN PROVINCE 
Convent of the Holy Family 
Baltic, Connecticut 


Salve Regina Memorial Hospital 
Nininger Roa 
Hastings, Minnesota 


1113 Sisters, Servants of the Holy Heart 
of Mary (S.S.C.M.) (See C805) 

Founded: i 

Generalate: Beauport, Quebec, Canada 


11134 HOLY FAMILY PROVINCE, UNITED 
TATES 


Provincial House 
192 South Fifth Street 
Kankakee, Illinois 


St. Mary's Hospital 
150 South Fifth Street 
Kankakee, Illinois (s) 


Mercy Hospital 
1412 West Park Street 
Urbana-Champaign, Illinois (s) 


1114 Sisters, Servants of the Immaculate 
Heart of Mary of the Good Shepherd 
of Quebec (S.C. ) (See C1105) 

Founded: 1850 in Canada 
Generalate: 1080 Rue Lachevrotiere 
Quebec, Quebec, Canada 


11144 PROVINCE OF THE UNITED STATES 
Bay View, Saco, Maine 


St. Andre’s Home 
407 Pool Road 
Biddeford, Maine 


1115 Sisters, Servants of the Immaculate 
Heart of Ma -H.M. 
Founded: 1845 in United States 
Generalate: Convent of the I.H.M. 
Marywood 
Scranton, Pennsylvania 
St. Joseph’s Hospital 
100 Lincoln Avenue 
Carbondale, Pennsylvania (s) 


St. Joseph Children and Maternity Hos 


pita 
2010 Adams Avenue 
Scranton 9, Pennsylvania 


1116 Sisters, Servants of the Immaculate 
Heart of Mary (1.H.M.) 
Founded: 1845 in United States 
Generalate: Villa Maria 
West Chester, Pennsylvania 


Villa Maria Infirmary 
Wernersville, Pennsylvania 


Villa Maria Infirmary 
West Chester, Pennsylvania 


i. Des hters of St. Mary of Providence 


Founded: : 1872 in Italy 
Generalate: Como, Italy 


1117¢@ AMERICAN NOVITIATE 
St. Mary’s Institute 
4242 North Austin Avenue 
Chicago 34, Illinois 


St. Mary of Providence Infirmary 
4242 North Austin Avenue 
Chicago 34, Illinois 


Divine Providence Home for Aging 
Sleepy Eye, Minnesota 


St. Mary of Providence Institute 
Elverson, Pennsylvania 


St. Bernard’s Providence Hospital 
101 Viola Street 
Milbank, South Dakota 


1118 Hijas Minimas De Maria Immaculada 
Founded: 1886 in Mexico 
Generalate: Guanajuato 
n, Mexico 


St. Joseph’s Hospital 
132 Soniota Avenue 
Nogales, Arizona 


1119 Maryknoll Sisters of St, Dominic (O.P.) 


Founded: 1912 in United States 
Generalate: Maryknoll, New York 
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Maryknoll Hospital and Sanatorium 
Oak Park Lane & Norumbega 
Monrovia, California 


Queen of A World Hospital 
3210 E. 23rd Street 
Kansas City 27, Missouri (pn) 


1121 Sisters of Mercy (S.M.) 
Founded: 1831 in Ireland 
Generalate: Convent of Mercy 
634 New Scotland Avenue 
Albany 3, New York 


St. Peter’s Hospital 
New Scotland and Allen Streets 
Albany, New York ) 


1125 Sisters * Mercy (S.M.) 
Founded: 1831 in Ireland 
Generalate: Sacred Heart Convent 
Belmont, North Carolina 


St. Joseph’s Hospital 
428 Biltmore Avenue 
Asheville, North Carolina 


Mercy Hospital 
East Fifth & Caswell Road 
Charlotte, North Carolina (s) 


1127 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Ireland 
Generalate: Mt. Mercy Convent 
625 Abbott Road 
Buffalo 20, New York 


ir erome’s Hospital 
Batavia, New York (pn) 


St. Luke Manor 
17 Wiard Street 
Batavia, New York 


Mercy Hospital 
565 Abbott Road 
Buffalo 20, New York (s) 


Kenmore Mercy Hospital 
Elmwood Avenue 
Kenmore, New York 


1129 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Ireland 
Generalate: Sacred Heart Convent 
Elmhurst Drive 
Cedar Rapids, Iowa 


Mercy Hospital 
106 West Broadway 
Anamosa, Iowa 


Mercy Hospital 
835 Sixth Avenue, S.E. 
Cedar Rapids, Iowa (s) 


Mercy Hospital 
201 Eighth Avenue, S.E. 
Oelwein, Iowa 


Kalispell General Hospital 
723 Fifth Avenue, East 
Kalispell, Montana 


1131 Sisters of Mercy (S.M.) 
Founded: 1831 in Ireland 
Generalate: emer College 
501 E. 38th Street 
Greenwood Hills 
Erie, Pennsylvania 


Du Bois Hospital 
610 South Main Street 
Du Bois, Pennsylvania 


1137 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Ireland 
Generalate: St. Joseph’s Convent of Mercy 
160 Farmington Avenue 
Hartford 5, Connecticut 


St. Agnes Home 
211 Steele Road 
West Hartford, Connecticut 


1139 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Treland 
Generalate: Mt. St. Mary Convent 
435 Union Street 
Manchester, New Hampshire 


Our Lady of Grace Convalescent Home 
135 Laurel Street 
Manchester, New Hampshire 


Sacred Heart Hospital 
00 Hanover 
Manchester, New Hampshire (s) 


1141 Sisters of Mover (C.R.S.M.) 
Founded: 1831 in Ireland 
Generalate: Mater Misericordiae Convent 
erion, Pennsylvania 


Mercy Hospital 


58th Street & Landis Avenue 
Sea Isle City, New Jersey 
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Fitzgerald Mercy Hospital 
Lansdowne Avenue & Baily Road 
Darby, Pennsylvania (s) 


St. John Vianney Hospital 
Downingtown, Pennsylvania 


Gwynedd-Mercy Junior College 
Department of Nursing 

Gwynedd Valley, Pennsylvania (s) 
Misericordia Hospital 

54th and Cedar Avenue 

Philadelphia 43, Pennsylvania (s) 


1145 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Ireland 
Generalate: Mt. Mercy 
3333 Fifth Avenue 
Oakland Station 
Pittsburgh 13, Pennsylvania 


Holy Cross Hospital 
4701 North Federal Highway 
Fort Lauderdale, Florida 


Mercy Hospital 
Pride and Locust Streets 
Pittsburgh 19, Pennsylvania (s) 


Mount Mercy College 

Department of Nursing 

3333 Fifth Ave. 

Pittsburgh 13, Pennsylvania (s) 


St. Paul’s Orphan Asylum 
Noblestown Ro: 
Pittsburgh 5, Pennsylvania 


1147 _ Sisters of Mercy (S.M.) 
Founded: 1831 in Ireland 
Generalate: Convent of Mercy 
1437 Blossom Road 
Rochester 10, New York 


St. James Mercy Hospital 
411 Canisteo Street 
Hornell, New York (s) 


1149 Sisters ¢ Mercy (S.M.) 
Founded: 1831 in Ireland 
Generalate: Convent of our Lady of Mercy 
Route 3, Box 3216 
Auburn, California 


Mercy Hongien! 
Clairmont Heights 
Redding, California 


Mercy Hospital 
4001 J Street 
Sacramento 19, California 


1153 Sisters of Charity of Our Lady of 


ercy (O.L.M.) 
Founded: 1829 in United States 
Generalate: 68 Legare Street 
Charleston 4, South Carolina 


St. Francis Xavier Hospital 
266 Calhoun Street 
Charleston 16, South Carolina (s) 


Divine Saviour Hospital 
109 South Congress Street 
York, South Carolina 


1155 Sisters of Mercy (R.S.M.) 
Founded: 1831 in Ireland 
Generalate: St. Joseph’s Convent 
605 Stevens Avenue 
Portland, Maine 


Holy Innocents’ Home 
30 Mellen Street 
Portland, Maine 


Madigan Memorial Hospital 
97 Military Street 
Houlton, Maine 


Mercy Hospital 
144 State Street 
Portland 3, Maine (s) 


1157 Sisters of Mercy (S.M.) 
Founded: 1831 in fc ireland 
Generalate: Convent of Our Lady of Mercy 
2300 Adeline Drive 
Burlingame, California 


St. Joseph’s Hospital 
350 West Thomas Road 
Phoenix, Arizona (s) 


Mercy Hospital 
2215 Truxtun Avenue 
Bakersfield, California 


St. John’s Hospital 
333 North F Street 
Oxnard, California 


Mercy Hospital 

Hillcrest Drive 

San Diego 3, California (s) 
Notre Dame Hospital 

1590 Broadway 

San Francisco 9, California 

St. Mary’s Hospital 

2200 Hayes Street 

San Francisco 17, California (pn) 


J158 Daughters of Our jot of Mercy 
Founded: 1837 in Italy 


Generalate: Savona, Italy 


1158a PROVINCE OF THE UNITED STATES 
Villa Rossello 
Catawba Street 
Newfield, New Jersey 


Convalescent Hospital 
505 Roosevelt Avenue 
York, Pennsylvania 


1159 a. of Mercy of the Holy Cross 


.C.5.C. 
Founded: 1856 in Switzerland 
Generalate: Ingenbohl, Switzerland 


11594 PROVINCE OF UNITED STATES 
Holy Cross Convent 
Merrill, Wisconsin 


St. Joseph’s Hospital 
250-350 Cherry Street 
Breese, Illinois 


St. Joseph's Hos ~. 


First Avenue, 
Dickinson, eh *Dehots (pn) 


Holy Cross Hospital 
Federal Highway 51 
Merrill, Wisconsin 


1161 Sisters of Mercy of the Union (R.S.M.) 


Founded: 1831 in Ireland 
Generalate: Villa Mercy 
1000 Kendale Road 
Bethesda 

Washington 14, D. C. 


11614 PROVINCE OF BALTIMORE 
Provincial House 
t. Washington 
Baltimore 9, Maryland 


Villa Mercy 
Daphne, Alabama 


Blessed Martin de Porres Hospital 
704 Virginia Street 

Mobile 21, Alabama 

St. Joseph's Infirmary 

265 Ivy St., N.E. 

Atlanta 3, Georgia (s) 


St. Joseph’s Hospital 
322 East Taylor Street 
Savannah, Georgia (s) 


Mercy Hospital 
Calvert & Saratoga Streets 
Baltimore 2, Maryland (s) 


Mount St. Agnes College 
Division of Nursing 

Mount Washington 

Baltimore 9, Maryland (s) 


Mercy Villa 
6400 Bellona Avenue 
Baltimore 12, Maryland 


11616 PROVINCE OF CHICAGO 
10024 S. Central Park Avenue 
Chicago 42, Illinois 


Mercyville Sanitarium 
Station 9, Lincoln Highway 
Aurora, Illinois 

St. Joseph’s "take Sureee a 
421 North Lake Street 

Aurora, Illinois 

Mercy Hospital 

2537 Prairie Avenue 
Chicago 16, Illinois 
Misericordia Home 

2 West 47th Street 
Chicago 32, Illinois 

St. Xavier College 

School of Nursing 

103rd St. & Central Park Ave. 
Chicago 43, Illinois (s) 
St. Mary’s Hospital 

DeKalb, Illinois 

Mercy Hospital 

1326 Lombard 

Davenport, Iowa (s) 
Mercy Hospital 

214 North Van Buren Street 
Iowa City, Iowa $s) 
Mercy Hospital 

1209 State Street 

Penna sh “re (pn) 


bree Oia Washington Street 
Janesville, Wisconsin (s) 


1161¢ PROVINCE OF CINCINNATI 
20 Victory Parkway 
Cincinnati 6, Ohio 
Our Lady of Mercy Hospital 
204 East Main Street 
Morganfield, Kentucky 
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Our Lady of Mercy Hos a 
Ford Avenue & Robin 
Owensboro, Kentucky 


Our Lady of Cincinnati College 
Department of Nursing 
Edgecliffe 

Cincinnati 6, Ohio (ne) 


Our Lady of Mercy Hospital 
Coldwene, Ohio ” . 


ies Hospital 
16 Dayton Street 
femiione Ohio (s) 


St. Rita’s Hospital 
801 West High Street 
Lima, Ohio (s) 


Our Lady of Mercy Hospital 
Rowan Hill Drive & Miami Road 
Mariemont 27, Ohio 


Mercy Hospital 
1343 North Fountain Avenue 
Springfield, = (pn) 


Mercy Hospi 
485 on 0 — Street 
Tiffin, Ohi 


rt Hogptal 
2221 Madison Avenue 
Toledo 2, Ohio (s) 


St. Charles Hospital 
Navarre Ave. & Wheeling St. 
Toledo 5, Ohio 


Mercy Memorial Hospital 
Scioto Street 
Urbana, Ohio 


St. Mary's Memorial Hospital 
East Oakhill Avenue 
Knoxville 17, Tennessee (s) 


1161d PROVINCE OF NEW YORK 
Provincial House 
Wilson Park 
Tarrytown, New York 


Sanatorium Gabriels 
State Highway 
Gabriels, New York 


St. Margaret Nursing Home 
State Highway 
Gabriels, New York 


Se. Francis Hospital 
160 East Main Street 
Port Jervis, New York 


St. Vincent de Paul Nursing Home 
245 North Main Street 
Spring Valley, New York 


St. Michael Home 
1380 Arthur Kill Road 
Staten Island 12, New York 


Our Lady of Mercy Infirmary 
Wilson Park 
Tarrytown, New York 


Mosc Gopecel Hospital 
114 Wawbeek Avenue 
Tupper Lake, New York 


Mercy Hospital 
218 Stone Street 
Watertown, New York (s) 


116le PROVINCE OF OMAHA 
Provincial House 
1901 S. 72nd Street 
Omaha 14, Nebraska 


St. Elizabeth’s Hospital 
402 Main Street 

Red Bluff, California 
Mercy Hospital 

1619 Milwaukee Street 
Denver 6, Colorado (s) 
og Hospital 

1905 East Third Avenue 
Durango, Colorado 
Mercy Hospital 

1615 8th Street, South 
Nampa, Idaho (pn) 


St. patent s Mercy Hospital 


650 North 7th Street 
Pocatello, Idaho pe) 
es ~~ ital 


ashington Avenue 

Council ‘Bluffs, Iowa (s) 
St. Bernard's Hospital 
521 Harmony Street 
Council Bluffs, lowa 
Bishop Drumm Home 
1409 Clark Street 

Moines 4, Iowa 
Mercy Hospital 
5th & Ascension Streets 
Des Moines 14, Iowa (s) 
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St. Joseph Mercy Hospital 
768-710 touch Mein Street 
Centerville, lowa ' 

St. John’s Hospital 


2226 Jackson Avenue 
Joplin, Missouri (s) 


St. Catherine’s Hospital 
811 Forest Avenue 


Omaha 8, Nebraska (s) 
t. James Orp Nurse. 
$500 North 6 60th Street 
Omaha 4, Nebraska 


St. Vincent’s Home for the Aged 
45th St. & Ames Ave. 
Omaha, Nebraska 


Mercy Hospital 
East enth Street 
Devils Lake, North Dakota (pn) 


Mercy Hospital 
570 Chautaugua Boulevard 
Valley City, North Dakota (s) 


Mercy Hospital 
309 Washington Avenue 
Williston, North Dakota 


McAuley Hospital 
780 Commercial Street 
om Bay, Oregon 


Mercy Home 
2185" Sherman Avenue 
North Bend, Oregon 


Mt. St. Joseph Home 
3060 S. E. Stark Avenue 
Portland 15, Oregon 


or Hospital 
621 W. Madrone Avenue 
Roseburg, Oregon 


116 af. BS she on DETROIT 
West Outer Drive 
ed 19, Michigan 


Our Lads of Mercy Hospital 
Lincoln Highway 
Dyer, Indiana 


St. Ann’s Home 
5927 Columbia Avenue 
Hammond, Indiana 


St. Ann’s Hospital 
South Phillips Street 
Algona, Iowa 


St. Joseph’s Mercy Hospital 
1410 North 4th Street 
Clinton, Iowa 


oseph’s Mercy Hospital 
4 West Second Street 
Cresco, lowa 


St. Joseph’s Mercy Hospital 
— & Peabody Streets 
ubuque, Iowa (s) 


St. Joseph’ s Sanitarium 
2420 Asbury Road 
Dubuque, Iowa 


St. Jeeph 3 Mercy Hospital 
101 S. Taylor 
Fort Dodge, Iowa 


St. Joseph’s Mercy Hospital 
84 Beaumont Drive 
Mason City, lowa (s) 


St. Joseph’s Mercy Hospital 
2101 Court Street 
Sioux City 19, Iowa (s) 


St. Joseph’s Mercy Hospital 
312 Oth Street, S.W. 
Waverly, Iowa 


Mercywood Sanitarium 
4038 Jackson Road (Box 65) 
Ann Arbor, Michigan 


St. Joseph’s Mercy Hospital 
be North I wd Strest 
Ann Arbor, Michigan 


Leila Y. Post Montgomery Hospital 
mmett Street 

Battle Creek, Michigan 

Mercy Hospital 


100 15th Street 
Bay City, Michigan 


Mercy Hospital 
Oak & Hobart Streets 
3 Michigan (pn) 


rcy College 
Bera of ny 
8200 West Outer Drive 
Detroit 19, Michigan (s) 


Mercy School of Nursing of Detroit 
6131 West Outer Drive 
Detroit 35, Michigan (s) 


Mt. Carmel Mercy Hospital 
6071 West Outer Drive 
Detroit 35, Michigan 


St. Joseph’s Mercy Hospital 
2200 East Gr and 4 over d 
Detroit 11, Michigan 


St. Mary’s Hospital 
201 Lafayette Street, S.E. 
Grand Rapids 3, Michigan (s) 


Mercy Hospital 
1100 Michigan Avenue 
Grayling, Michigan (pn) 


Mercy Hospital 
524 Lansi “ ing Avenue 
Jackson, Michigan (s) 


St. Lawrence Hospital 
1210 West Saginaw Street 
Lansing 15, Michigan (s) 


Mercy Hospital 
51 Vine Street 
Manistee, Michigan (pn) 


Mercy Hospital 
1520 Fifth Street 
Muskegon, Michigan (s) 


St. Joseph's Mercy Hospital 
900 Woodward Avenue 
Pontiac, Michigan (pn) 


Mercy Hospital 
2601 Electric Avenue 
Port Huron, Michigan 


1161g PROVINCE OF ST. Louis 
Sisters of Mercy-Provincial House 
2039 N. Geyer Road 
St. Louis 31, Missouri 


Mercy Hospital—Gazzola Memorial 
Brinkley, Arkansas 


Warner Brown Hospital 
460 West Oak Street 
El Dorado, Arkansas (s) 


St. Edward’s Mercy Hospital 
1411 Rogers Avenue 
Fort Smith, Arkansas (s) 


St. Joseph’s Hospital 
Whittington & Cedar Streets 
Hot Springs, Arkansas (s) 


Mercy Hospital 
810 Burke Street 
Fort Scott, Kansas (8) 


St. Mar; *s Mercy Hospital 
1527 Madison Street 
Fredonia, Kansas 


St. Elizabeth’s Mercy Hospital 
500 West 20th Street 
Hutchinson, ne 


Mer ay 1 ital 
816 yrtle Street 
indessueaan Kansas 


Mercy Hoe ital—Soniat Memorial 
erson Davis Parkway 
New Orleans 19, Louisiana (s) 


Mercy Hospital—Street Memorial 
100 McAuley Drive 
Vicksburg, Mississippi (s) 


St. John’s Hospital 
307 South Euclid Avenue 
St. Louis 10, Missouri (s) 


rity Hos =o 
1015 N. 
Springfield, Missouri (pn) 


St. John’s Hospital 
1235 East Cherokee Street 
Springfield, Missouri (s) 


Mercy Hospital 
501 Ni. W. 12th Street 
Oklahoma City 3, Oklahoma (s) 


Mercy Hospital 
1040 West  jeferson Street 
Brownsville, Texas (pn) 


Money Hospital 
eRe n Street 
ies ‘exas (pn) 


Messy Hospital 


19th and Division Streets 
Slaton, Texas 
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11616 PROVINCE OF SCRANTON 
Provincial House 
Villa St. Teresa 
Dallas, Pennsylvania 


Coline Misericordia 
pogo of Nursing Education 
Pennsylvania (ne) 


Mercy Hospital 
1020 Franklin Street 
Johnstown, Pennsylvania (s) 


Mercy Hospital 
746 Jefferson Avenue 
Scranton 10, Pennsylvania (s) 


it. Mary’s Hospital 
S50 Hickory Street 
Scranton 5, Pennsylvania (pn) 


Doecy, Hospice 
196 Hanover Street 
Wilkes-Barre, Pennsylvania (s) 


11613 poorueen 6 OF PROVIDENCE 
ogee 
D. 3 Conhuined, Rhode Island 


Salve Regina College 
ae of Nursing 

1 Ochre Point Avenue 
Newport, Rhode Island (s) 


1163 Slacese of Misericorde (s.m.) (See 


Founded: 1848 in Canada 
Generalate: 12435 Avenue de la Misericorde 
Montreal, Quebec, Canada 


Santa Marta Maternity Hospital 
328 North Humphrey Street 
Los Angeles 22, California 


Oak Park Hospital 
525 Wisconsin Avenue 
Oak Park, Illinois (s) 


Huber Memorial Hospital 
9 South Locust Street 
Pana, Illinois 


Misericordia Hospital 
600 East 233rd Street 
Bronx 66, New York (s) 


St. Mary’s Hospital 
West Shawano Avenue 
Green Bay, Wisconsin 


Misericordia Hospital 
1255 North 22nd Street 
Milwaukee 3, Wisconsin (s) 


1165 Medical Mission Sisters (S.C.M.M.) 
Founded: 1925 in Washington, D.C. 
Generalate: Rome, Italy 


1165@¢ AMERICAN PROVINCE 
8400 Pine Road 
Philadelphia 11, Pennsylvania 


Catholic Colored Clinic 
348 Forrest Street, N.E. 
Atlanta, Georgia 


St. Vincent’s Hospital 
70th Street & Woodland Avenue 
Philadelphia 42, Pennsylvania 


1180 the fou of the Blessed Virgin Mary of 
mmaculate Conception (Sisters of 
ristian Chari v7 

Fousden 1849 in Germany 
neralate: Rome, Italy 


1180a EASTERN PROVINCE 
Mallinckrodt Convent 
Mendham, New Jersey 


Divine Providence Hospital 
1100 Grampian Blvd. 
Williamsport, Pennsylvania 


1201 Sisters of Chorley of Ties Mp (S.C.N.) 
Founded: 1812 in 
Gonataleee: Nelson aan 
Nazareth, Kentucky 


tok Femily Hospital 
1915 19th Street 

Ensley 8, Ala 

Our Lady of Nazareth Home 

1000 High Street 

Little Rock, Arkansas 

St. Vincent Infir: 

Markham & Hayes Streets 

Little Rock, Adhoases (s) 

Georgetown University Hospital 
3800 Reservoir Road, N. 

Washington 7, D.C. (pn) 

Flaget Memorial Hospital 

Bardstown, Keatecky’ 

St. Joseph’s Hospital 

1400 Harrodsburg Road 

Lexington, Kentucky (s) 
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Marymount Hospital 
6th & Hospital Streets 
London, Kentucky 


Our Lady of Peace Beepienl 
2020 Newburg Road 
Louisville 5, Eonete 


Nazareth Coll 

Department of Daten 

851 South 4th Street 
Louisville 3, Kentucky (s) 


St. Joseph’s Infirmary 
735 io Parkway 
Louisville 17, Taamachy (s, pn) 


SS. Mary & Elizabeth Hospital 
4400 Churchman Avenue 
Louisville 10, Kentucky (s) 


Mercy Hospital 
117 East High Street 
Mount Vernon, Ohio 


Memorial Hospital 
2500 Citico Avenue 
Chattanooga (Glenwood), Tennessee 


1202 Neomisia Escurra 
Generalate: Madrid, Spain 


Convent of the Servants of Mary 
Mayaguez, Puerto Rico 


1203 School rrnty of Notre Dame (S.S.N.D.) 
Founded: 1833 in France 
Generalate: Rome, Italy 


12036 SOUTHERN PROVINCE 
Sancta Maria in Ripa 
320 Ripa Avenue 
Se. Louis 25, Missouri 


1203¢ EASTERN PROVINCE 
Convent of Notre Dame 
6401 North Charles Street 
Baltimore 12, Maryland 


Villa Maria Sanatorium 
Notch Cliff, Glenarm P. O. 
Baltimore, Maryland 


1203¢d NORTHWESTERN PROVINCE 
Counsel Hill 
Mankato, Minnesota 


St. Peter Fourier Sanitarium 
Good Counsel Hill 
Mankato, Minnesota 


1204 Sisters of Notre Dame (S.N.D.) 
Founded: 1850 in Germany 
Generalate: eae, Italy 


12044 COVINGTON PROVINCE 
St. Joseph’s Heights 
1601 Dixie Highway 
Covington, Kentucky 


Notre Dame Hospital 
Lynch, Kentucky 


1301 coer of Pallottine Missionary Society 


(C. 
Founded: 1843 in Italy 
Generalate: Limburg, Nassau, Germany 


1904¢ AMERICAN PROVINCE 
ary’s Convent 
560 McCoy Road 
aes va West Virginia 


s Hospital 
West Otel treet 
Sdkeaeon West Virginia 


br Mary's Hospital 
2900 First Avenue 
untington 2, West Virginia (s) 


Vincent Pallotti Hospital 
330 Willey Street 
Morgantown, West Virginia 


Sacred Heart Hospital 
Riverside Addition 
Richwood, West Virginia 


1303 Sisters ¢ the Precious Blood (C.Pp.S.) 
Founded: 1834 im Switzerland 
Generalate: Regina Heights 
4830 Salem Avenue 
Dayton 6, Ohio 


Kneipp Springs Sanitarium 
Rome City, Indiana 


1305 Sisters Adorers of the Most Precious 
Blood (Ad.PP.S.) 
Founded: 1834 in Italy 
Generalate: Rome, Italy 


1305a PROVINCE OF RUMA 
Provincial Motherhouse 
Ruma (P.O. Red Bud), Illinois 


St. Joseph Memorial Hospital 
800 North Second Street 
Murphysboro, Illinois 


Se. Clement's Hospital 
ed Bud, Illinois 


St, Vincent Memorial Hospital 
201 E, Pleasant Street 
Taylorville, Illinois 


130 PROVINCE OF WICHITA 
1165 Southwest Boulevard 
Wichita 13, Kansas 


St. Luke Hospi 
1014-24 E, Pica St. 
Marion, Kansas 


St. Francis Xavier Hospital 
109 North Guadalupe Street 
Carlsbad, New Mexico (pn) 


St. Mary’s Hospital 
502 East Oklahoma Avenue 
Enid, Oklahoma 


Villa Madonna 
501 W. Randolph Avenue 
Enid, Oklahoma 


St. Francis Hospital 
6161 South Yale 
Tulsa, Oklahoma 


1307 Slerate of St. Mary of the Presentation 


Founded: 1828 in France 
Generalate: Broons, Cotes-de-Nord, France 


13074 SOUTHERN PROVINCE 
St. Margaret’s Novitiate 
Spring Valley, Illinois 


St. Margaret’s Hospital 
600 East First Street 
Spring Valley, Illinois 


13076 NORTHERN PROVINCE 
St. Catherine’s Convent 
Valley City, North Dakota 


St. Andrew's Hospital 
Bottineau, North Dakota (s) 


St. Aloisius Hospital 
401 Brewster rae. 5 East 
Harvey, North Da! 


Rolla Community Hospital 
» Rolla, North Dakota 


1309 Sesees of the Presentation of the Blessed 
P.B.V.M.) 


vie in Mary 

Found 1775 in Ireland 
Generalate: Presentation Academy 
Presentation Heights 

Aberdeen, South Dakota 


Holy Rosary Hospital 
2102 Clark Street 
Miles City, Montana 


St. Luke’s Hospital 
305 South State Street 
Aberdeen, South Dakota (8) 


t. Joseph’s Hospital 
td East Fifth y an 
Mitchell, South Dakota (pn) 


McKennan Hospital 
Seventh Avenue & 21st Street 
Sioux Falls, South Dakota (s) 


1311 Gesese ¢ the Fscgentaeion of the Blessed 


B.V.M. 
Founda nF ie Treland 
Genesalene: war "Heart Convent 
Fargo, North Dakota 


S50 ae et Avtoe, NY. 
ighth Avenue 
Cartingnoe, North Dakota 


St. Joseph's sion «a 
Grafton, No 


St. Mary's Hospital 
Langdon, North Dakota 


Ge Hospital 
New Rockford, North Dakota 


St. Ansgar’s Hospital 
Park eo North Dakota 


1315 Sisters of Providence (S.P.) 
Founded: 1861 in Canada 

Generalate: Providence Motherhouse 
Holyoke, Massachusetts 

Greylock Rest 

Adams, Massachusetts 

Providence Hospital 

Main Street 

Holyoke, Massachusetts (8) 

Farren Memorial Hospital 


Main 
Montague City, Massachusetts 








St. Luke’s Hospital 
379 East Street 
Pittsfield, Massachusetts (s) 


Mercy Hospital 
233 Carew Street 
Springfield 4, Massachusetis (s) 


St. Vincent Hospital 
25 Winthrop Street 
Worcester, Massachusetts (s) 


Providence Hospital 
Murphy, North Carolina 


1317 Sisters of Charity of Providence 
(F.C.S.P.) (See C1303) 
Founded 1843 in Canada 
Generalate: Montreal, Quebec, Canada 


13174 PROVINCE OF THE SACRED HEART 
ig of Providence 
Me. St. Vincent 
4831 35th Avenue, S.W. 
Seattle 6, Washington 


Providence Hospital 
Eighth and L Streets 
Anchorage, Alaska 


St. Joseph Hospital 
North Cushman Avenue 
Fairbanks, Alaska 


St. Joseph Hospital 
501 South Buena Vista Street 
Burbank, California 


Providence Hospital 
378 30th Street 
Oakland, California (s) 


St. Mary Hospital 
1508 Exchange Street 
Astoria, Oregon 


Sacred Heart Hospital 
Medford Heights 
Medford, Oregon 


Providence Hospital 
700 N.E. 47th Street 
Portland 13, Oregon (s) 


St. Vincent Hospital 
2447 N.W. Westover Road 
Portland 10, Oregon 


St. Luke Infirmary 
701 H Street © 
Centralia, Washington 


Providence Hospital 
Pacific and Nassau Streets 
Everett, Washington 


St. Peter Hospital 
420 Sherman Street 
Olympia, Washington (pn) 


St. John Hospital 
Sheridan Avenue 
Port Townsend, Washington 


Providence Hospital 
th and Jefferson Streets 
Seattle 22, Washington 


St. Vincent Home for the Aged 
4831 35th Avenue, S.W. 
Seattle 6, Washington 


Ozanam Home for the Aged 
1812 South Yakima Avenue 
Tacoma 3, Washington 


St. Joseph Hospital 
500 East 12th Street 
Vancouver, Washington 


St. Elizabeth Hospital 
South Ninth Avenue 
Yakima, Washington (s) 


13176 PROVINCE OF ST. IGNATIUS 
Mt. St. Joseph 
East Ninth Avenue 
Spokane 3, Washington 


Providence Hospital 
Canyon Avenue 
Wallace, Idaho 


St. Clare’s Hospital 
Chouteau Street 
Fort Benton, Montana 


Columbus Hospital 
1600 Second Avenue, N. 
Great Falls, Montana (s) 


College of Great Falls 
Department of Nursing 
1301 Twentieth St., South 


Great Falls, Montana (ne) 
St. Patrick’s Hospital 

33 en Street 

Missoula, Montana (s) 


Holy Family Hospital 
St. Ignatius, Montana 
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St. ionnies Hospital 
vous 1009 Mill Street 
lfax, Washington 


ha Heart Hospital 
101 West 8th Avenue 
Spokane 4, Washington (s) 


St. Joseph’s Home for the Aged 
707 East Mission Avenue 
Spokane, Washington 


St. Mary Hospital 
5th & Poplar Streets 
Walla Walla, Washington 


1317¢ PROVINCE OF ST. VINCENT DE PAUL 
( See C1303d) 
324 Rue de Boucherville 
Montreal, Quebec, Canada 


Lewis Memorial Maternity Hospital 
3001 South Michigan Avenue 
Chicago 16, Illinois 


St. Ann’s Home for the Aged 
Jersey City, New Jersey 


St. Johnsbury Hospital 
9 Prospect Street 
St. Johnsbury, Vermont 


1319 Sisters of Divine Providence (C.D.P.) 
Founded: 1851 in Germany 
Generalate: Rome 6-62, Italy 


1319a St. PETERS’S PROVINCE 
Providence oo 
9000 Babcock Boulevard 
Allison Park, Pennsylvania 


Braddock Hospital 
Holland & 4th Street 
Braddock, Pennsylvania 


San Rosario Medical & Surgical Convales- 
cent Hospital 

110 Canfield Street 

Cambridge Springs, Pennsylvania 


Divies Providence Hospital 
15 W. Montgomery Avenue 
Saaeak 12, Pennsylvania 


1319b St. LOUIS PROVINCE 
Mt. Providence 
8351 Florissant Road 
Normandy 21, Missouri 


St. Elizabeth Hospital 
2100 Madison Avenue 
Granite City, Illinois 


1321 Sisters of Divine Providence (C.D.P.) 
Founded: 1762 in Alsace-Lorraine 
Generalate: Our Lady of the Lake Convent 
515 S.W. 24th Street 
San Antonio 7, Texas 


St. Ann’s Hospital 
1325 Cedar Street 
Abilene, Texas 


Madonna Hospital 
401 East Hull Street 
Denison, Texas 


Memorial Hospital 
East Heights 
Floresville, Texas 


1323 Sisters of Divine Providence of Kentucky 


(C.D.P. 
Founded: 762 in France 
Generalate: Moselle, France 


13234@ AMERICAN PROVINCE 
St. Anne Convent 
Melbourne, Kentucky 


Sharon Heights Hospital 
Jenkins, Kentucky 


Our Lady of the Way Hospital 
Martin, Kentucky 


1417 Daugheers of the Divine Redeemer 


em 


1349 i in Hungary 
Generalate: 


Rome, Italy 


14174 AMERICAN PROVINCE 
St. Joseph’s Convent 
R.D. 1, Box 357 
Elizabeth, Pennsylvania 


Divine Redeemer Home for Aged 
4680 Lander Road 
Chagrin Falls, Ohio 


Little Flower Manor 
Springfield Avenue & Providence Road 
Darby, Pennsylvania 


1420 Sisters of the emsceection (C.R.) 
Founded: 1891 in Italy 
Generalate: Rome, Italy 


1420a WESTERN PROVINCE 
7432 Tarcott Avenue 
Norwood Park 
Chicago, Illinois 


Resurrection Hospital 
743 Talbott Avenue 
Chicago 31, Illinois 


Mount Loretto Convalescent and Rest Home 
Amsterdam, New Yor 


1420b EASTERN PROVINCE 
t. St. Josep 
Castleton on Hudson, New York 


Resurrection Rest Home 
Mount St. Joseph 
Castleton-on-Hudson, New York 


1460 Sisters of St. Thomas of Villanova 
Founded: 1661 in France 
Generalate: Neuilly-sur-Seine, France 


14602 AMERICAN FOUNDATION 
Norwalk, Connecticut 


Notre Dame Convalescent Home 
West Rocks Roa 
Norwalk, Connecticut 


1501 Missionary Sisters of the Sacred Heart 
(M.S.C. 


Founded: 1880 in Italy 
Generalate: Rome, Italy 


15014 AMERICAN NOVITIATE 
Sacred Heart Novitiate 
West Park, New York 


Columbus Hospital 
2520 North Lakeview Avenue 
Chicago 14, Illinois (s) 


Frank Cuneo Hospital 
4420 Clarendon Avenue 
Chicago 40, Illinois 


Mother Cabrini Memorial Hospital 
1200 West Cabrini Street 
Chicago 7, Illinois (pn) 


Columbus Hospital 
227 East 19th Street 
New York 3, New York 


Mother Cabrini Memorial Hospital 
611 Edgecombe Avenue 
New York 32, New York 


Sacred Heart Orphanage 
West Park, Ulster County, New York 


St. Frances Cabrini Hospital 
1019 Madison Street 
Seattle 9, Washington (s) 


Sacred Heart Orphanage 
5301 East 50th Street 
Seattle 5, Washington 


1503 Missionary Sisters of the Most Sacred 
Heart of Jesus (M.S.C.) 
Founded: 1899 in Germany 
Generalate: Rome, Italy 


15034 NORTH AMERICAN PROVINCE 
St. Michael’s Convent 
Hyde Park f 
Reading, Pennsylvania 


St. Mary’s Hospital 


360 Milledge Avenue 
Athens, Georgia 


St. Joseph’s Health Resort 
Sulphur Lick Spring 
Wedron, Illinois 


Sacred Heart Hospital 

4th and Chew Streets 

Allentown, Pennsylvania (s) 
Sacred Heart Hospital 

1430 DeKalb St. 

Norristown, Pennsylvania (pn) 
The A. C. Milliken Hospital 

E. Norwegian and Tremont Streets 
Pottsville, Pennsylvania 


1601 Missionary Sise Siecoes of the Most Blessed 
Trinity ( 
Founded: 1912 in Baked States 
Generalate: 3501 Solly Street 
Philadelphia 36, Pennsylvania 


Holy Name of Jesus Hospital 
Gadsden, Alabama (s) 


1701 PariDes of Chari ob St St. Vincent de 


See 
Founded: 1633 in France 
Generalate: 


Paris, France 


17014 EASTERN PROVINCE 
St. Joseph’s Central House 
Emmitsburg, Maryland 


St. Vincent’s Hospital 
2820 Main Street 
Bridgeport 6, Connecticut (s) 
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Religious Orders in Hospital Service 
Providence Hospital St. Margaret’s Hospital 1701c__ PUERTO RICO PROVINCE 
1150 Varnum St., N.E 834 ‘Adams S Street Hospital Santo Asilo d 
Washington, D. C. oom, §, Alsbems (s) Marta a Steet lo de Male 
St. Ann’s Infant & Maternity Home : , : ‘Once, FUEKO Rico s) 
2200 California Street, N, W. LY yecrne $ Hlos ie 
Washington, D. C. tes Angeles 57, Coliteanie (s) 1702 i Bvay” of the Blessed Virgin 
Home ef pissy ‘e 4 Mary s Help Hospital Founded? 1833 in United States 
45 Gunmee tame neralate: St. Joseph’s Convent 
Jacksonville 4, Florida (s) ae Snadeen 5, Calltecnte (s) Dubuque, Iowa 
Sacred Heart Hospital : Mc Carme! Infr 
1010 North 12th Avenue &, Elizabeth’s Infant Hospital . pare | emaey 
Pensacola 6, Florida (s) 100 Masonic Avenue fubaaei fone 
si ser * Ho tes San Francisco 18, California 
ighw treet Y i 1703 Sis f 
Wenwood Ser oO" Connor Hos ital A ters 0 t Guethy of St. Elizabeth (S.C.) 
Jenkins Memorial Hospital Sen Jose 14, California (s) Coons gs Se ey ty ‘ic 
1000 Caton Avenue 4 
Baltimore 29, Maryland st Fe wg epinl Hospital of ; of *, Repheel 
St. Agnes Hospital Alton, Illinois (s) New Haven ss Connecticut (s) 
Wilkins and Caton Avenue 
Baltimore, Maryland (s) St. Joseph’s Hospital St. Anne Villa 
St. Vincent's Infant Home 2160 B ey in packs eon 
6700 Reisterstown Road . _ (s) . Pe S piel 
Heart Meese —— St. Ss, Vigoone' Be ag 5 Bénsacniey Hospital Elizabeth 4, New Jersey (s) 
e Seton Institute . . - 
6420 Reisterstown Road ioe 10, Illinois % yincene s Hospital 
Baltimore 15, Maryland St. Mary’s Hospital Montclair, New Jersey (pn) 
: 3700 Washington Avenue : 
Seeged, Means Kospinel Evansville 15, Indiana (s) ag tas oy 
Cumberland, Maryland ist 
umberlan: arylan a Morristown, New Jersey (s) 
St. Joseph’s College 611 First Avenue Mt. St. Andrew’s Villa 
Division of Nursing Evansville 10, Indiana Midland Avenue 
Emmitsburg, Maryland (s) Paramus, New Jersey 
St. Vincent’s Hospital St. M 
Carney Hospital 120 West Fall Creek Parkwa t, Mary's, Hospital 
arch A 211 Peanington Avenue 
ag poser theony (s) eepopos 8, Indians ds) Passaic, New Jersey (s) 
J, 1 
Laboure Center Home Nursing Service ¥en eee aetce hap Se Josmnh' pg et 
371 W. Fourth St. Paterson 3, New Je: (s) 
South Boston 27, Massachusetts Lafayette Ghesiey Hospital nd 
St. Margaret's Hospital Eecaeee Temiens Good Samaritan Hospital 
90 Cushing Avenue Suffern wrens York 
Dorchester 25, Massachusetts oF Hospital of Louisiana i 
ulane Avenue : . 
St. John's Hospital ieee Orleans 15, Loulslena (s) 1704 Sisters pt Chasky of St. Joan Antida 
Lowell, Massachusetts De Paul Hospital Founded: 1799 in France 
Panini 1038 Henry Clay Avenue Generalate: Rome, Italy 
25200 Were Michigan Avenue New Orleans 1, Louisiana jai aan 
: a 
Oe = m > ‘ a mitieide, Cote Mest Peis, Bont 
rovidence Hospita est 1s isconsin 
2500 West Grand Blvd. New Orleans 19, Louisiana (s) és: eae aeaaiiaee 
Detroit 8, a (s) £, Anthonys s Home 5 for Infants $6 pring wa Road 
St. Mary's Hospita A est Allis, Wisconsin 
ered 830 South Jefferson Avenue Kansas City, Miseourt ’ ) 
Saginaw, Michigan (s) Child Center of Our Lady of Grace i eo A (S.C.) 
F ; 7900 Natural Bridge ee 
* Ui, Bande Megnater Bary ital Normandy (St. Louis) 21, Missouri Gener &. Josph rennniad 
Albany 5, New York Marillac College Greensburg, Pennsylvania 
Our Lady of Lourdes Memorial Department of Nursing Providence Hospital 
169 Riverside Drive 7800 Natural Bridge Road 900 Third Avenue ; 
Binghampton, New York Normandy 21, Missouri (s) Beaver Falls, Pennsylvania (s) 
s fC St. Joseph’s Hospital Jeannette District Hospital 
Se Nitin erace ene 923 Powell Serese Jefferson Street 
Buffalo 14, New York (s) St. Joseph iS Missouri Jeannette, Pennsylvania 
Emer ency. Hospital De Paul Hospital McGuire Memorial Home 
ine Street 2415 North Kingshighway Mercer B ? 
108 4, New York St. Louis 13, Missouri (s) New Brighton, Pennsylvania 
Astor Home for Children Ann's H Pittsburgh Hospital 
Rhinebeck, New York Sot Pose a 6655 Frankstown Avenue 
St. Louis 12, Missouri Pittsburgh, Pennsylvania (s) 
St. Mary’s Meaiet dli l 
89 Genesee S St. Vincent’s Hospital Roselis = Foune ling Hospita 
Rochester it "ie York (s) 7300 St. Charles Rock Road 5632 Bet h 19 Somn 1 
St. Louis 33, Missouri a » Penneyivenia 
> Seale Ties ital of Troy 
akwor venue Sis f rity of innati (S.C. 
ised Troy. New York (s) S600" Hayes —— tg 4 - sappljapeigaceds . 
Nashville 4, 4, Tennessee (s) Generalate: Mt. St. Joseph Convent 
De Paul Hospital Mt. St. Joseph, Ohio 
Granby Street and Kingsley Road Seton Hospital 
Norfolk 5, Virginia (s) 600 West eth Street The Penrose Hospital 
Austin 21, Texas (s) 2200 North Tejon Street 
Colorado Springs, Colorado (s, pn) 
17016 WESTERN PROVINCE 
Marillac Seminary ; si 21 Beran Seect ee ae a. 
de Normandy 21, Missouri Dallas 1, Texas (s) Pueblo, Colorado (s) 
St. Vincent's Hospital 
Mount &. Vinceat ott Mesh Seen toe 1 Sane nae 
Birmingham 5, Alabama (s) El Paso, Texas (s) Trinidad, Colorado 
Allen Memorial Home Providence Hospital loseph’s Hospital 
170 Catherine Street 1725 Colcord Avenue 56 arkevi lew Avenue 
Mobile 17, Alabama pay Texas Mount Clemens, Michigan (pn) 
Providence Hospital "s Hospital losep! i 
1504 Springhil arenes 520 orth Take Drive +49 Yar me oer Ss ‘ee 
Mobile 17, Alabama (s) Milwaukee 11, Wisconsin (s) Albuquerque, New Mexico (s) 
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St. Vincent's Hospital 
Palace Avenue 5 
Santa Fe, New Mexico (pn) 


Good Samaritan Hospital 
Clifton Avenue 
Cincinnati, Ohio (s) 


Good Samaritan Hospital 
1425 West Fairview Avenue 
Dayton 6, Ohio (s) 


San Antonio Hospital 
320 North Wayne Avenue 
Kenton, Ohio 


College of ae, <2 Joseph on the Ohio 
artment ursing 
Mee Joseph, Ohio (s) 


1709 Sisters of Charity of St. Vincent de Paul 


Founded: 1809 p 
Generalate: College of Mt. St. Vincent 
261st Street & Riverdale Avenue 

New York 71, New York 


St. Vincent's Hospital of Westchester County 


North Street 
Harrison, New York 


New York Foundling Hospital 
1175 Third Avenue 
New York 21, New York 


Se. Vigconte eppieal 
1 ¢ 11th Street 
New York 11, New York (s) 


St. Eleanora’s Home 
575 Scarsdale Road 
Tuckahoe 7, New York 


St. Vincent's Hospital 
West New Brighton 

Staten Island 10, New York 
Jase 
Yonkers, New York (pn) 


1711 Vincentian Sisters of Charity (V.S.C.) 

Founded: 1835 in Austria 

Generalate: St. Vincent Hill 

8200 McKnight Road é 

Pittsburgh 37, Pennsylvania 
St. Jude's Hospleal 
Fairview & Oak Streets 
Montgomery, Alabama 


Mother Mary Mission Clinic 
1301 Seale Road 

enix City, Alabama 
Sc. Vincent’s Hospital! 
801 Lincoln Avenue 
Monett, Missouri 


Vincentian Home for Chronically II! 
Perrymont Road 
Pittsburgh 37, Pennsylvania 


Villa de Marillac 
5300 Stanton Avenue _ 
Pittsburgh 6, Pennsylvania 


1801 Daughters of Wisdom (D.W.) 
Founded: 1703 in France 
Generalate: Rome, Italy 


18014 AMERICAN PROVINCE (See C1601a) 


101-19 103rd Street 
Ozone Park 16, L.I., New York 


Hospital of the Holy Family 
7 in Street 
Brooklyn 2, New York 


St. Charles Hospital 
277 Hicks Street 
Brooklyn 2, New York 


St. Charles Hospital 
Prospect Street 
Port Jefferson, New York 


Good Samaritan Hospital 
West Islip, L.I., New York 


Maryview Hospital 
200 County Road | 
Portsmouth, Virginia (s) 


D 4 _ Archdiocese of Denver 
Denver, Colorado 


Ava Maria Clinics 
735 Curtis Street 
Denver, Colorado 
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D7_ Diocese of Brooklyn 
Brooklyn, New York 


Se. John’s Coney Island Summer Home 
Surf Avenue & West 28th Street 
Coney Island, New York 


D 8 Diocese of Indianapolis 
Indianapolis, Indiana 


St. Elizabeth’s Home 
2500 Churchman Street 
Indianapolis, Indiana 


D 9_ Archdiocese of New York 
New York, New York 


Catholic Charities Child Guidance Institution 
122 East 22nd Street 
New York 10, New York 


D 10 Diocese of Oklahoma City and Tulsa 
Oklahoma City, Oklahoma 
Our Lady of Victory Maternity Hospital 


611 N.E. Eighth Street 
Oklahoma City, Oklahoma 


ORGANIZATIONS CONDUCTING SPECIAL 
EDUCATIONAL PROGRAMS 


2007 Congregation of the Holy Cross 
Founded in France 


20074 PROVINCE OF THE UNITED STATES 


2475 N.W. Westover Road 
Portland 10, Oregon (s) 


2011 9 | Ghost Fathers 
Founded in France 


20114 PROVINCE OF THE UNITED STATES 


Duquesne University 

School of Nursing 

811 Bluff Street 

Pittsburgh 19, Pennsylvania (s) 


2014 Society of Mary 
Founded in Belgium 


20144 PROVINCE OF CINCINNATI 


University of Dayton 
Department of Nursing 

300 College Park Ave 
Dayton 9, Ohio (ne) 


2017 Congregation of the Mission 
(Vincentian Fathers) 


Founded: 1625 in France 
Generalate: Paris, France 


20174 EASTERN PROVINCE, U.S.A. 
Germantown, Pennsylvania 


St. John’s University 
Department of Nursing Education 
96 Schermerhorn St. 
Brooklyn,1, New York (ne) 


Bilegere University 

College of Nursing 

Lewiston Road 

Niagara University, New York (s) 


20176 WESTERN PROVINCE, U.S.A. 


DePaul University | 
Department of Nursing 

25 E. Jackson Blvd. 
Chicago 4, Illinois (ne) 


2020 Benedictine Fathers 
Se. Anselm’s College 
Department of Nursing Education 
College Ri 
Manchester, New Hampshire (s) 


2026 Dominican Sisters of the Third Order— 
Congregation of the Sacred Heart 


Sacred Heart Dominican College 
St. Joseph’s Department of Nursing 
2401 E. Holcombe Blvd. 

Houston 21, Texas (s) 


2028 Augustinian Fathers 
Founded in Italy 


20284 PROVINCE OF ST. THOMAS OF VILLA- 
OVA 


Villanova University 
Division of Nursing 
Villanova, Pennsylvania (8) 


2041 Sisters of Loretto at the Foot of the 
Cross 


Founded: 1812 in the United States 
Generalate: Loretto, Kentucky 


Loretto Heights College 
Division of Nursing 
Loretto, Colorado (s) 


2050 Ursuline Sisters 


Founded: 1535 in Italy 
Generalate: 2413 Collingwood Blvd. 
Toledo, Ohio 
Mary Manse College 
Department of Nursing Education 
2436 Parkwood Avenue 
Toledo 10, Ohio (ne) 


D-21 AMERICAN HIERARCHY 


Catholic University of America 
School of Nursing 

3800 Brookland Avenue, N.E. 
Washington 17, D.C. (s) 


D-25 ARCHDIOCESE OF NEWARK 


Seton Hall University—Urban Division 
School of Nursing 

31 Clinton Street 

Newark 2, New Jersey (s) 


D-27 DIOCESE OF CLEVELAND 


St. John’s College of Cleveland 
Division of Nursing 

Cathedral Square 

Cleveland 14, Ohio (s) 


D-28 DIOCESE OF DAVENPORT 


St. Ambrose College 
Division of Nursing 

518 W. Locust Street 
Davenport, Iowa (ne) 


D-31 DIOCESE OF HELENA 


Carroll College 
Sisters of Charity School of Nursing 
Helena, Montana (s) 


RELIGIOUS ORGANIZATIONS AND 
INSTITUTIONS CONCERNING WHICH 
INFORMATION IS INCOMPLETE 


vV-3 Dengan of Charity of St. Vincent de 
au 
Mayaguez, Puerto Rico 


St. Aadeade Hospital 
Mayaguez, Puerto Rico 


V-4 Sisters of Charity 
San German, Puerto Rico 
San Juan, Puerto Rico 


Hospital de la Concepcion 
Calle de la Concepcion 
San German, Puerto Rico (pn) 


® Hospital Auxiolo Mutuo 


San Juan, Puerto Rico 


Hospital Auxilio Mutuo 
Hato Rey 
Rio Piedras, Puerto Rico 


V-8 Yauco Hospital 
Yauco, Puerto Rico 


V-19 Hospital San Alberto & Anexo Sana- 
torium 
Hato Tejas, Road No. 2 
Bayamon, Puerto Rico 


V-20 Sisters of Mercy 
Hato Rey, Puerto Rico 
Clinico Fernandez Garcia 
Hato Rey, Puerto Rico 
V-21 Sisters of the Poor 
San Juan, Puerto Rico 


Asylum for Aged and Infirm 
Avenida Ponce de Leon 
San Juan, Puerto Rico 


V-22 Carmelite Sisters 
Hato Rey, Puerto Rico 


Clinic Julia é 
Hato Rey, Puerto Rico 
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LISTING OF RELIGIOUS ORDERS, CONGREGATIONS AND OTHER ORGANIZATIONS 
ENGAGED IN HOSPITALS, RELATED HEALTH FACILITIES 
AND NURSING ACTIVITY—CANADA 








RELIGIOUS ORDERS OF MEN 


CM1 Hospitaller Brothers of St. John of 
God M4) 


(o.h.) (See 
Founded: 1537 in Spain 
Generalate: Rome, Italy 


CMla PROVINCE OF OUR LADY OF MERCY 
667 Ouest Boul Gouin 
Montreal, Quebec, Canada 


Hepital Saint-A tin 
AatleanaLaceun Cake, Canada 


Hopital Notre-Dame-de-la-Merci 
555 Blvd., Gouin, Ouest 
Montreal, Quebec, Canada 


Hopital Se. Charles-Borromee 
66 east Blvd. Dorchester 
Montreal, Quebec 


CM2_ Brothers of Charity 
Founded: 1807 in Belgium 
Generalate: Ghent, Belgium 


CM2a¢ PROVINCE FOR CANADA 
1245 Redpath Crescent 
Montreal 25, Quebec, Canada 


Retraite St-Benoit 
8050, Notre Dame Est 
Montreal, Quebec, Canada 


CM4  Basilian Fathers (C.S.B.) 
95 St. Joseph Street 
Founded: 1822 
Generalate: Toronto, Ontario, Canada 


Assumption University of Windsor 
Department of Nursing 

400 Huron Line 

Windsor, Ontario, Canada (s) 


RELIGIOUS ORDERS OF WOMEN 


C101 Sisters of St. Ann (S.S.A.) (See 109) 
Founded: 1850 in Canada 
Generalate: 1950 Provost Street 
Lachine, Quebec, Canada 


C1014 PROVINCE OF ST. JOSEPH (See 109a) 
St. Anne's Academy 
Victoria, British Columbia, Canada 


Mount St. Francis Hospital 
Nelson, B.C., Canada 


St. Martin’s Hospital 
Oliver, B.C., Canada 


Bulkley Valley Districe Hospital 
Smithers, B.C., Canada 


Hopital Ste-Anne de Beaupre 
239, rue Royal 
Ste-Anne de Beaupre, Quebec, Canada 


Mount St. Mary’s House of Providence 
999 Burdette Avenue 
Victoria, B.C., Canada 


St. Joseph’s Hospital 
841 Collinson Street 
Victoria, B.C., Canada (s) 


St. Mary’s Hospital 
First Avenue 
Dawson, Yukon, Canada 


C103 lee Sisters of the Assumption (See 


Founded: 1865 in France 
Generalate: Paris, France 


C103¢ CANADIAN PROVINCE 
1626, rue St-Hubert 
Montreal, Quebec, Canada 


Les Petites Soeurs 

de l’Assomption 
1626 Rue St. Hubert 
Montreal, Quebec, Canada 


Les Petites Soeurs 

de l’Assomption 
105 Rue Gordon 
Sherbrooke, Quebec, Canada 


DIRECTORY NUMBER 


C201 Sisters of St. Benedict (O.S.B.) 
Founded: 1912 in Canada 
Generalate: Arborg, Manitoba 


Birtle District Hospital 


x 
Birtle, Manitoba, Canada 


Johnson Memorial Hospital 
Gimli, Manitoba, Canada 


Sacred Heart Hospital 
Assiniboine Avenue 
Russell, Manitoba, Canada 


Crerar Hospital 
Winnipegosis, Manitoba, Canada 


C301 Sisters of Our Lady of the Cross 
Founded: 1832 in France 
Generalate: Murinais, Isere, France 


C3014 CANADIAN PROVINCE 
Convent of St. Joseph 
Forget, Saskatchewan, Canada 


Montmartre Union Hospital 
Montmartre, Saskatchewan, Canada 


Mount St. Joseph 
Prince Albert, Saskatchewan, Canada 


‘oan of Arc Home 

ia Whitew 
St. Hubert Mission 
Saskatchewan, Canada 


Mount St. Mary 
Weyburn, Saskatchewan, Canada 


C305 Dougie of the Cross—Sisters of St. 
André 


r 
Founded: 1805 in France 
Generalate: 567 Archibald Street 
St. Boniface, Manitoba 


St. Claude Hospital 
St. Claude, Manitoba, Canada 


C401 Dominican Sisters of the Infant Jesus 
Founded: 1887 in Canada 
Generalate: 1045 Rue St. Cyrille 
Quebec, Quebec, Canada 


Hospital du Tres St. Redempteur 
2, rue Thibault 
Matane, Quebec, Canada 


Hopital de L’Enfant Jesus 
1401, 18¢ rue 
Quebec, Quebec, Canada (s) 


C501 _ Sisters of St. Elizabeth (O.S.F.) 
Founded: 1626 in Aix la Chapelle ( Aachen) 
Generalate: St. Elizabeth’s Convent 
Humboldt, Saskatchewan, Canada 


St. Michael’s Hospital 
Cudworth, Saskatchewan, Canada 


St. Elizabeth’s Hospital 
Ninth Street 
Humboldt, Saskatchewan, Canada (s) 


St. Joseph's Hospital 
Macklin, Saskatchewan, Canada 


C601 Religious of St. Francis of Assisi (s.f.a.) 
Founded: 1838 in France 
Generalate: Lyons, France 


C601la PROVINCE STE-JEANNE-D’ARC 
Provincial House 


Gros-Pin 
Charlesbourg, Quebec, Canada 


Hopital Ste-Jeanne d’Arc 
110, Ouest Prince Arthur 
Montreal, Quebec, Canada (s) 


Hopital St-Francois d’Assise 

1695, Premiere Avenue 

Quebec, Quebec, Canada (s) 
Foseckeng, Sisters of Mary 


C603 = Little 
m.) (See 


p.f.m. 
Founded: 1889 in Canada 
Generalate: Charlevoix 
Baie St-Paul, Quebec, Canada 


Hopital Ste-Anne 
Baie St-Paul, Quebec, Canada 


Residence Morin 
6365, de St-Valier 
Montreal, Quebec, Canada 


Residence Ste-Brigide 
1065, rue Maisonneuve 
Montreal, Quebec, Canada 


Hopital Ste-Elizabeth 
Roberval, Quebec, Canada 


C605 Cae Franciscan Sisters of St. Joseph 


0.f.8.j. 
see ido9 in Canada 
Generalate: 11822 Bois-de-Boulogne 
Montreal, Quebec, Canada 


Hopital St-Joseph des Convalescents 
11844, Bois-de-Boulogne 
Bordeaux, Quebec, Canada (pn) 


Hopital Notre Dame Du Sourire 
Lachute, Queb«c, Canada 


Hopital St-Francois 
La Sarre, Quebec, Canada 


KH: pital ag des Convalescents 
4585, rue Berr: 
Montreal, Quebec, Canada 


C701 The Gr 


(9.54) (See 

Feonded: 1845 in Canada 

Generalate: 9 Brutere Street 
awa, Ontario, Canada 


Nuns of the Cross of Ottawa 


Holy Angels Asylum for Indians and Dis- 
nsary for Sick Children 
Albany (Baie James), Ontario, Canada 


Hopital Ste-Marie 
Baie James, via Moosonee 
Attawapiskat, Ontario, Canada 


Ste-Anne Indian Residential Hospital 
it. Albany (Lac Ste-Anne) Ontario, Canada 


Notre Dame Hospital 
1 lew a Street 
Hawkesbury, Ontario, Canada 


St. Joseph's General Hospital 
Mattawa, Ontario, Canada 


Assomption Hospital 
Moosonee, Ontario, Canada 


Ottawa General Hospital 
43 Bruyere Street 
Ottawa, Ontario, Canada 


St. Vincent’s Hospital 
26 Cambridge Street 
Ottawa, Ontario, Canada (pn) 


St. Joseph’s Hospital 
Mount St. Josep 
Sudbury, Ontario, Canada (s) 


Hospital Sainte-Croix 
Spirit River, Alberta, Canada 


Hopital St-Michel 
60 rue MacLaren 
Buckingham, Quebec, Canada (pn) 


Hopital Ste-Therese 
rue Georges 
Shawinigan Falls, Quebec, Canada (s) 


Hopital Ste-Therese 
Fe- ge, (Baie James), Quebec, Canada 


Sanatorium St-Laurent 
20 rue Pharand 
Hull, Quebec, Canada 


Hopital St-Joseph 
Maniwaki, Coabec, Canada 
Hopital d’Youville 


Co. de Temiskamin 
Noranda, Quebec, Canada (s) 


Hopital Ste-Famille 
Co. Temiskamingue 
Ville Marie, Quebec, Canada 


C703 Grey Sisters of the Immaculate Con- 
ception (G.S.1.C.) 
Founded: 1926 in Canada 
Generalate: 700 McKay Street 
Pembroke, Ontario, Canada 


Pembroke General Hospital 
705 Mackay Street 
Pembroke, Ontario, Canada (s) 


General Hospital 
35 Jeffrey Street s 
Penetanguishene, Ontario, Canada 


General Hospital 


41 Queen Street, East 
Sault Ste. Marie, Ontario, Canada (s) 
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C705 Soctow of the 


Seuned: 
Generalate: 
St. Hyacinthe, Quebec, Canada 


St. Anthony's Hospital 
Esterhazy, Saskatchewan, Canada 


St. Joseph’s Hospital 
Lestock, Saskatchewan, Canada 


Sisters of Charity 
h.) (See 605) 

* 1840 in Canada 
10 rue Dessaulles 


Flin Flon General Hospital 
Third Avenue 
Flin Flon, Manitoba, Canada 


St. Anthony's Hospital 
First Street 
Le Pas, Manitoba, Canada 


Hospice Ste-Elizabeth 
rue St-Pau 
Farnham, Quebec, Canada 


Hopital St-Joseph 
Blvd. Leclerc 
Granby, Quebec, Canada (pn) 


Hospice, Ste-Croix 
Marieville, Quebec, Canada 


Hopital St-Charles 
2750, rue Laframboise 
St- Hyacinthe, Quebec, Canada (s) 


Hotel Dieu de St-Hyacinthe 

10, rue Dessaulles 

St-Hyacinthe, Quebec, Canada 

Ouvroir Ste-Genevieve 

68, rue St-Antoine 

St- Hyacinthe, Quebec, Canada 
yt Gopecel | “eee de-Paul 

Snag + ll Canada (s) 


Hopital d’Youville 
Sherbrooke, Quebec, Canada 


Hopital General 
Sorel, Quebec, Canada 


C707 Sisters of Charity of the General Hos- 


Founded: 1737 


pital of Montreal (s.g.m.) (See 603) 


in Canada 


Generalate: 1190 Rue Guy 
Montreal, Quebec, Canada 


cnie ing nt - DIVINE PROVIDENCE 


Fort Smith, N 


Ann’s H ital 
orthwest Territory, Canada 


St. Gabriel’s Hospital 
McMurray, Alberta, Canada 


Sacred Heart Convent 
Fort Providence, N.W.T., Canada 


Faraud's Hospital 
Fort Rae, N.W.T., Canada 


St. Joseph’s Hospital 
Fort Resolution, N.W.T., Canada 


St. Anne’s General Hospital 
Mackenzie County 
Fort Smith, N.W. rT. Canada 


St. Marguerite’s Hospital 
Fort Simpson, N.W.T., Canada 


C707b PROVINCE OF NICOLET 
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Hotel Dieu de Nicolet 
Nicolet, Quebec, Canada 


Hotel Dieu 
Harricane 
Amos, Quebec, Canada (pn) 


Hopital Ste-Croix 
rue Heriot 
Drummondville, Quebec, Canada (s) 


Hopital St-Joseph 
Commerciale 
La Tuque, Quebec, Canada (pn) 


Hopital du Christ-Roi 
Ste-Jean-Baptiste 
Nicolet, Quebec, Canada 


Hotel Dieu Nicolet 
Nicolet, Quebec, Canada 


Foyer Sainte-Anne 
Saint-Celestin 
(Nicolet) Quebec, Canada 


Hospital Ste-Therese de |’ Enfant Jesus 
Chesterfield Inlet, N.W.T., Canada 


C711 
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C707¢ gt net OF ST. ALBERT 


Youville 
St. Albert, Abens, Canada 


Edmonton General Hospital 
111th Streets & 100th Avenue 
Edmonton, Alberta, Canada (s) 


Holy Cross Hospital 
22nd Avenue & 2nd Street West 
Calgary, Alberta, Canada (s) 


St. Theresa Hospital 
St. Paul, Alberta, Canada 


St. Margaret's Hospital 
Second Avenue 
Biggar, Saskatchewan, Canada 


St. Joseph’s Hospital 
Ile a la Crosse, Saskatchewan, Canada 


Hopital St-Martin 
La Loche, Saskatchewan, Canada 


St. Paul’s Hospital 
Avenue P. and 20th Street 
Saskatoon, Saskatchewan, Canada (s) 


C707d PROVINCE OF ST. BONIFACE 


151 Despins Street 
St. Boniface, Manitoba, Canada 


Notre Dame des Neiges Hospital 
Berens River, Manitoba, Canada 


St. Boniface Home for Aged and Infirm 
Tache Avenue 
St. Boniface, Manitoba, Canada 


St. Boniface Hospital 
Tache Avenue 
St. Boniface, Manitoba, Canada (s) 


St. Rose Hospital 
St. Rose du Lac, Manitoba, Canada 


St. Boniface Sanatorium 
River Road, Lot 55 
St. Vital, Manitoba, Canada 


La Verendrye Hospital 
Victoria Avenue 
Fort Frances, Ontario, Canada (pn) 


St. Joseph’s Hospital 
Gravelbourg, Saskatchewan, Canada 


Regina Grey Nuns Hospital 
Dewdney Street 
Regina, Saskatchewan, Canada (s) 


C707 PROVINCE OF hi MARIE 


5633 est, rue Sherbrooke 
Montreal 5, Quebec, Canada 


t 
Instute de Cardiologie de Montreal 
5415 L’Assomption Blvd. 
Montreal 36, Quebec, Canada 


Hopital Maisonneuve 
5415 Blvd. del’Assomption 
Montreal 36, Quebec, Canada (s) 


Hopital Notre Dame 

1560 est, rue Sherbrooke 
Montreal 24, Quebec, Canada (s, pn) 
Hopital Pasteur 

3095 est, rue Sherbrooke 

Montreal 24, Quebec, Canada 


Po mecbg = St-Jean 
Longueuil 
St-Jean, Quebec, Canada (s) 


Creche d'Youville 
5705 Chemin Cote de Liesse 
Montreal 9, Quebec, Canada 


Foyer LeJemmarais 
rue Youville 
Varennes, Quebec, Canada 


Sisters of Charity of Quebec (s.c.q.) 
Founded: 1849 in Canada 

Generalate: 5 Rue Se. Olivier 

Quebec 5, Quebec, Canada 


Hospice des Soeurs de la Charite 
945, rue St-Oliver 
Quebec City 4, Quebec, Canada 


C711a PROVINCE ST.-JOSEPH (See 604a) 


2915, Avenue de l’Orphelinat 
Giffard, Quebec, Comal 


Hopital St-Joseph 
albaie, Quebec, Canada 


C711b PROVINCE D’ YOUVILLE 


Hopital St-Michel Archange 


Mastai, Quebec, Canada 


Hopital Civique 
2480, Chemin de la Canardiere 
Mastai, Quebec, Canada 


Hopital St-Michel-Archange 
Mastai, Quebec, Canada (s) 


cris PROVINCE DU SACRE COEUR 


Pye St-Julien 
erdinand, Quebec, Canada 


Hopital St-Joseph 
Beauceville, Quebec, Canada 


Hopital du Sacre Coeur 
181, rue St-Calixte 
Plessisville, Quebec, Canada 


Hopital St-Julien 
St-Ferdinand, Quebec, Canada 


Hopital St-Joseph 
Co. Megantic 
Thetford Mines, Quebec, Canada (pn) 


C711d PROVINCE NOTRE DAME 
Convent of St. Jean Baptiste 
508 Rue St. Jean 
Quebec, Quebec, Canada 


Hopiral Ste-Jean Eudes 
Cote Norde 
Havre St-Pierre, Quebec, Canada 


Clinique Roy-Rousseau 
Chemin de la Canardiere 
Quebec, Quebec, Canada 


Hopital Laval 
Ste-Foy 
Fa ll Quebec, Canada 


Hospital St-Sacrament 
1050 Chemin Ste-Foy 
Quebec City, Quebec, Canada (s) 


C711le PROVINCE MALLET 
Hospice St. Jose eS de la Deliverance 


Levis, Quebec, 


c80ol 


Generalate: 


C801a 


Hopital Cloutier 
Cap de la Madeleine, Quebec, Canada 


Hopital Notre-Dame de la Garde 
Cap-aux-Meules 
Iles de la Madeleine, Quebec, Canada 


Hopital St-Joseph de la Deliverance 
rue St-Louis 
Levis, Quebec, Canada 


Sanatorium Mastai 
Mastai, Quebec, Canada 


Hospice St-Thomas 
8, rue St. Joseph 
Montmagny, Quebec, Canada 


Hopital St-Joseph 
65, rue Ste-Marie 
Rimouski, Quebec, Canada (s) 


Sisters of the Holy Family (Sisters of 
Hope) (s.h.f.) 
1820 in France 

Bordeaux, France 


PROVINCE OF CANADA 


Provincial House 


374 Pine Avenue West 


Montreal, Quebec, Canada 


Hopital Notre Dame de l’Esperance 
Rue du Pont 
Amqui, Quebec, Canada 


Hopital Lourdes du Blanc Sablon 
Lourdes-du-Blanc-Sablon, Quebec, Canada 


Hopital Notre Dame de |'Esperance 
383, Chemin Ste-Foy 
Quebec City, Quebec, Canada 


Hopital Notre Dame de I’Esperance 
1275 Cote Vertu 
St-Laurent, Quebec, Canada (s) 


Hopital Notre Dame de I|’Esperance 
St-Paul-l’Ermite, Quebec, Canada 


Hospital Notre-Dame de |’Esperance 
Sept-Iles, Quebec, Canada 
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C805 Servants of, the ew Heart of Mary 
(s.s.c.m.) (See 1113 
a 1860 - S Posie, rance 
Generalate: Beauport, Quebec, Canada 


(805a PROVINCE Du SACRE COEUR DE MARIE 
37 Avenue des Cascades 
Beauport, Quebec, Canada 


Hopital St. Alexandre 
Les Escoumins, Quebec, Canada 


Hopital Comtois 
Louisville, Quebec, Canada 


(901 Sisters of Charity of the Immaculate 
Conception (S.C.I.C.) 
Founded: 1854 in Canada 
Generalate: St. Vincent’s Convent 
33-35 Cliff Street 
St. John, New Brunswick, Canada 


> Ja s Hospital 
(ox 
Radway Centre, Alberta, Canada 


Our Lady of Mercy Home 
54th Avenue and Oak Street 
Vancouver, British Columbia, Canada 


St. Vincent’s Hospital 
33rd & Heather Street 
Vancouver, British Columbia, Canada 


Mater Misericordia Home & Hospital 
103 Waterloo Street 
St. John, New Brunswick, Canada 


St. Joseph's Hospital 
Bayard Drive 
St. John, New Brunswick, Canada (s) 


Holy Family Hospital 
15th Street, West 
Prince Albert, Saskatchewan, Canada  (s) 


C903 Missionary Sisters of the Immaculate 
Conception (M.I.C. 
Founded: 1902 in Canada 
Generalate: 2900 Chemin Ste-Catherine 
Montreal 26, Quebec, Canada 


Mt. St. Joseph’s Hospital 
Prince Edward Street & 15th Avenue, East 
Vancouver, British Columbia, Canada 


~ ital Chinois 

Ouest, Rue Lagauchetiere 
adh Quebec, Canada 
Montreal Chinese Hospital 
112 Lagauchetiere West 
Montreal, Quebec, Canada 


C905 Sisters, Servants of Mary Immaculate 


(S.S.M.L.) 
Founded: 1892 in Poland 
Generalate: Rome, Italy 
C90Sa PROVINCE OF CHRIST THE KING 


5 Austin Terrace 
Toronto, Ontario, Canada 


Mundare General Hospital 
Mundare, Alberta, Canada 


Sisters’ General Hospital 
Willingdon, Alberta, Canada 


Holy Family Home 
165 Aberdeen Ave., E. 
Winnipeg, Manitoba, Canada 


C1001 Daughters of Jesus (F.D.J.) 
Founded: 1834 in France 
Generalate: | die France 


C10014 PROVINCE OF WESTERN CANADA 
(See 900a) 
Notre Dame Convent 
Edmonton, Alberta, Canada 


St. Catherine’s Hospital 
Mackenzie Avenue 
Lac La Biche, Alberta, Canada 


St. Vincent’s Hospital 
Pincher Creek, Alberta, Canada 


C1001b PROVINCE OF EASTERN CANADA 
1193 Boulevard St. Louis 
Trois Rivieres, Quebec, Canada 


Hotel Dieu-St. Joseph 
Dalhousie, New Brunswick, Canada 


St. Ann’s Hospital 
Arichat, Nova Scotia, Canada 


Sacred Heart Hospital 
Cheticamp, Nova Scotia, Canada 


Hopital Notre Dame du Detour 
Notre Dame du lac, Quebec, Canada 


DIRECTORY NUMBER 
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Hopital-Sanatorium Cooke 
rue Ste-Marguerite 
Trois Rivieres, Quebec, Canada (pn) 


C1002 Sisters of the Love of Jesus 
Founded: 1937 in da 
Generalate: St. Mary’s Priory 
442 Barnard Avenue 
Victoria, B. C., Canada 


St. Mary’s Priory Hospital 
Langford, British Columbia, Canada 


C1006 Baligions of the Enfant Jesus (r.e.j.) 
Founded: 1859 in France 
Generalate: Saone-et-Loire, France 


C10064a CANADIAN PROVINCE 
Convent of St. Francis Xavier 
Riviere-du-Loup, Quebec, Canada 


Hopital Notre Dame de Fatima 
5 ieme Avenue 
Ste-Anne-de-la-Pocatiere, 
Quebec, Canada 


C1010 Religious of Notre Dame of the 
Sacred Heart (r.n.d.s.c.) 
Founded: 1924 in Canada 
Generalate: 125 King Street 
Moncton, New Brunswick 


Stella Maris Hospital 
Bouctouche, New Brunswick 


c1021 Religions Hospitallers of St. 


) 

fee” 1659 in Canada 
Generalate: 251 Ouest Ave-des-Pins 
Montreal, Quebec, Canada 


C1021a PROVINCE OF VILLE-MARIE 
(See 907a) 
2450 St. Catherine Road 
Montreal, Quebec, Canada 


Hotel Dieu of St. Joseph 
Whitelaw, Alberta, Canada 


Hotel Dieu of St. Joseph 
1030 Ouellette Ave. 
Windsor, Ontario, Canada (s) 


Hotel-Dieu de St-Joseph 
Avenue des Erables 
Arthabaska, Quebec, Canada (s) 


Hotel Dieu 
Hauterive, Quebec, Canada 


Hotel-Dieu de Montreal 
3840 rue St. Urbain 
Montreal, Quebec, Canada (s) 


Hotel Dieu 
rue Montign 
St. Jerome, 


Joseph 


uebec, Canada (s) 


C1021b PROVINCE OF NOTRE DAME DE L’As- 


SUMPTIO! 
Vallee Lourdes, New Brunswick, Canada 


Hotel Dieu of St. Joseph 

Murray St., 

Bathurst, New Brunswick, Canada (s, pn) 
Hotel Dieu of St. Joseph 

4 Arran St. 

Campbellto 

New eaeks, Canada (s, pn) 


Hotel Dieu of St. Joseph 
21st Avenue 
Edmundston, N. B., Canada (s) 


Hotel Dieu de St. Joseph 
Lameque, New Rosaowich, Canada 


Hotel Dieu of St. Josep 
Perth, New Banke wg _ 


Hotel Dieu of St. Joseph Hospital 
Madawaska + 
St. Basile, New Brunswick, Canada 


Sanatorium of St. Joseph 
St. Basile, New Brunswick, Canada 


Hotel-Dieu St. J 
St. Quentin, New stile Canada 


Hotel-Dieu de 4... Agee 
Gloucester 

Tracadie, New  Paanonich, Canada (s, pn) 
Le Pavillon La Dauversiere 

Vallee Lourdes, N.B., a 


Sanatorium Notre Dame de Lourdes 
Vallee Lourdes, New Brunswick, Canada 


Hotel Dieu de Sorel 
80, Chemin, Ste-Anne 
Sorel, Quebec, Canada (pn) 


cidate PROVINCE OF ST. JOSEPH (See 907c) 
Kingston, Ontario, Canada 


Hotel Dieu Hospital 
Loban Avenue 
Cha » New Brunswick, Canada 


Hotel Dieu 
McConnell Avenue 
Cornwall, Ontario, Canada (s) 


Macdonell Memorial Hospital 
211 Water Street, West 
Cornwall, Ontario, Canada 


Hotel Dieu 
Sydachem and Brock Streets 
ingston, Ontario, Canada (s) 


Hotel Dieu of St. Joseph 
168 Ontario Street 
St. Catharines, Ontario, Canada 


C1028 siscere of St. fough (C.S.J.) 
lounded: 1650 in 
Goammians St. Preity : Convent 
St. Alban Street 
Toronto, Ontario, Canada 


St. Joseph’s Hospital 
Comox, British Columbia, Canada 


Our Lady of Mercy Hospital 
100 jean ide y= hom 
Toronto, Ontario, Canada 


St. Joseph’s Hospital 
1830 Queen Street, W., 
Toronto, Ontario, Canada (s) 


St. Michael’s Hospital 
30 Bond Street 
Toronto, Ontario, Canada (s) 


C1030 = Sisters of St. Joseph 
Founded: 1650 in France 
Generalate: Mt. St. gomee 
Peterboro, Ontario, Canada 


* By wd : Hospital 
ure 
hae Sound, Ontario, Canada 


Se. ero - nace 

th Ontario, Canada (s) 
* eats 's Hospital 

Estevan, Saskatchewan, Canada 


C1031 Sisters of St. ——_ (CS. 
Founded: 1650 in France “ 
Generalate: Mt. St. Joseph 
Queen’s Avenue 
London, Ontario, Canada 


% SSeS. s Hospital 
Chines Baits, Canada (s) 


oseph’s Hospital 
Rickoseet & yee Sts., 
London, Ontario, Canada (s) 


St. Mary’s Hospital 

Grosvenor & Richmond Streets 
London, Ontario, Canada 

St. Joseph’s Hospital 


London Rd. & Russell St. 
Sarnia, Ontario, Canada 


C1031a PROVINCIALATE FOR WESTERN 


A) 
Sacred Heart Convent 
Edmonton, Alberta, Canada 


Se. J h’s Hospital 
Galahad, Alberta, Canada 


General Hospital 
Killam, Alberta, Canada 


ci Signe of St. ferroh (C.S.J.) 
Found 1650 in France 
bee i St. Joseph’s Convent 
P.O. Box 155 
Hamilton, Ontario, Canada 


St. h’s Hospital 
w— 


ar’ 
Brantford, Ontario, Canada (pn) 


House of Providence 
Dundas, Ontario, Canada 


St. Joseph’s Hospital 
Westmount Street 
Guelph, Ontario, Canada (s) 


St. Joseph’s Hospital 
300 John Street 
Hamilton, Ont., Canada (s) 
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St. Mary's Hospital 
ere Mount Crescent 
itchener, Ontario, Canada (s) 


C1033 Sisters of St. Joseph of Sault Ste-Marie 
(S.S.J.) 


Founded: 1650 in France 
Generalate: College of St. Joseph 
North Bay, Ontario, Canada 


St. Joseph’s General Hospital 
Blind River, Ontario, Canada 


St. Joseph's General Hospital 
Spine Road 
Elliot Lake, Ontario, Canada 


St. Joseph’s General Hospital 
Little Current, Ontario, Canada 


Se. soap’ General Hospital 
McLaren 
North es “Ontario, Canada (s) 


St. Joseph’s General Hospital 
35 Algoma St., 
Port Arthur, Ontario, Canada (s) 


t. Joseph’s Manor 
River Road 
Port Arthur, Ontario, Canada 


Sudbury General Hospital 

Paris Street 

Sudbury, Ontario, Canada (s) 
C1034 ax of St. Joseph of Pembroke 
Founded: 1650 in France 
Generalate: St. Joseph’s on the Lake 
Pembroke, Ontario, Canada 


St. Joseph’s Hospital 
Barrhead, Alberta, Canada 


Radville Community Hospital 
Radville, Saskatchewan, Canada 


C1040 Sisters of St. Joseph of Newark 
(C.S.J.) (See 943) 


Founded: 1888 in England 
Generalate: Mt. St. Joseph 
Glendola Road 

Spring Lake, New Jersey 


C1040a Our LADY’s PROVINCE (See 943a) 
Mount Set. Mary’s 
1655 Killarney Way 
Bellevue, Washington 


Mater Misericordiae Hospital 
1961 Georgia St., 
Rossland, British Columbia, Canada 


C1045 Sisters of St. Joseph of St. Vallier 
Founded: 1683 in France 


Generalate: Drome, France 


C1045a CANADIAN ae 
Convent St. Joseph 
560 Chemin Ste-Foy 
Quebec 6, Quebec, Canada 


Hopital St-Joseph-du-Lac 
St-Eleuthere, Quebec, Canada 


_ ital St-Joseph-de-Bellevue 
Chemin Ste-Fo 


Ne Wa 6, Quebec, 


anada 


C1101 Sisters of St. Martha (C.S.M.) 
Founded: 1900 in Canada 
Generalate: Bethany Convent 
Antigonish, Nova Scotia, Canada 


Banff Mineral Springs Hospital 
Spray Ave., 
Banf, Alberta, Canada 


St. Michael’s Hospital 
13th St. & 9th Ave., West 
Lethbridge, Alberta, Canada (s) 


R. K. MacDonald Guest House 
Pleasant Street 
Antigonish, Nova Scotia, Canada 


St. Martha’s Hospital 

Bay Street 

Antigonish, Nova Scotia, Canada (s, pn) 
St. Joseph's Hospital 

193 Main Street 

Glace Bay, N.S., Canada (s) 

St. Mary’ 4 Hospital 


Railway 
lovernaes, ems Scotia, Canada 
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St. Rita’s Hospital 
Kings Road 
Sydney, Nova Scotia, Canada (s) 


St. Michael’s Hospital 
Beryl Street 
Broadview, Saskatchewan, Canada 


St. Peter’s Hospital, 


Alberta St., 
Melville, Saskatchewan, Canada 


Mercy Hospital 
2416 Victoria Ave 
Regina, Sask., Canada 


C1103 Sissers of St. Martha (C.S.M.) (See 


Founded: 1916 in Canada 
Generalate: Mt. St. Mary’s Convent 
Charlottetown, P. E. I. 


Western Hospital 
Popular Street 
Alberton, Prince Edward Island, Canada 


Charlottetown Hospital 
17 Haviland 
Charlottetown, P.E.I., Canada (s) 


Sacred Heart Home 
13 Haviland Street 
Charlottetown, P.E.I., Can. 


C1104 Sisters, Marianites of the Holy Cross 
M. de S.C.) (See 1101) 
Founded: 1841 in France 
Generalate: Le Mans, Sarthe, France 


C1104a AMERICAN PROVINCE (See 1101a) 
The Great Road 
Princeton, New Jersey 


Hopital St-Joseph 
Lac Megantic, Quebec, Canada 


Hopital Notre Dame de Ste-Croix 
Mont Laurier, Quebec, Canada 


C1105 _ Sisters, Servants af the Immaculate 


eart of Mary o! ie Good + ae 
of Quebec (Sim) “(See 1114) 
Founded: 1850 in Canada 


Generalate: 1080 Rue Lachevrotiere 
Quebec, Quebec, Canada 


C110Sa PROVINCE OF QUEBEC 
1080 Rue Lachevrotiere 
ebec, Quebec, 


Holy Heart of Mary Maternity Hospital 
8 McGill Street 
Hawkesbury, Ontario, Canada 


Maison-Mere du Bon-Pasteur 
1080, rue Lachevrotiere 
Quebec 4, Quebec, Canada 


Hopital de la Misericorde 
1210, Chemin Ste-Foy 
Quebec 6, Quebec, Canada 


Ho ital Notre Dame de Recouvrance 
Avenue Giguere 
aa Quebec, Canada 


C1107 Sievers of Misericorde (s.m.) (See 


1163) 

Founded: 1848 in Canada 

Generalate: 12435 Avenue de la Misericorde 
(Cartierville) 

Montreal, Quebec, Canada 


Misericordia Hospital 
9830—111th St., 
Edmonton, Alberta, Canada (s) 


Misericordia General Hospital 
99 Cornish Avenue 
Winnipeg, Manitoba, Canada (s) 


aoioortie Hospital 
rgina 
Haleery,’ Ontario, Canada (pn) 


Scarborough General Hospital 
McGowan’s Rd. & Lawrence Ave. 
Scarborough, Ontario, Canada 


Hopital General de la Misericorde 
1051, rue St-Hubert 
Montreal, Quebec, Canada (s) 


Hopital St. Joseph 
5 8 » Boulevard Rosemont 
Montreal, Quebec, Canada 


Hopital Ste-Marie 
1991, Boul du Carmel 
Trois-Rivieres, Quebec, Canada (pn) 


C1109 Bette Hospitallers of the Miseri. 
cord “< fe 0.8.a) 
Founded: 155 in France 
Generalate: Hoel Dieu St-Vallier 
Chicoutimi, Quebec, Canada 


Hotel Dieu d’Alma 
Alma, Quebec, Canada (s) 


Hotel Dieu St-Vallier 
Chicoutimi, Quebec, Canada (s) 


Hotel Dieu du Sacre-Coeur 
Dolbeau, Quebec, Canada (pn) 


Hotel Dieu Notre Dame de 1!’Assomption 
Jonquiere, Quebec, Canada 


C1110 Relies Hospitallers of the Miseri- 
corde of Jesus (0.s.a) 
Founded: 1155 in France 
Generalate: Hotel Dieu du Sacre-Coeur 
Avenue du Sacre-Coeur 
Quebec 8, Quebec, Canada 


Hopital du Sacre-Coeur de Jesus 
Ave du Sacre-Coeur 
Quebec, Quebec, Canada 


C1111 Religious Hospitallers of the Miseri- 
corde of Jesus (0.s.a) 
Founded: 1155 in France 


Generalate: Gaspe, Quebec, Canada 


Hotel-Dieu de Notre-Dame-des-Neiges 
Gaspe Harbor 
Gaspe, Quebec, Canada (s) 


C1113 Religious Hospitallers of the Miseri- 
corde of Jesus (0.s.a.) 
Founded: 1155 in France 
Generalate: Hotel Dieu de Coeur 
Agonisant de Jesus 
Levis, Quebec. Canada 


Hotel Dieu de Levis 
143, rue Wolfe 
Levis, Quebec, Canada (s) 


Hotel Dieu de St. Augustine 
Montmagny, Quebec, Canada (pn) 


C1115 Relisfoss Hospitallers of the Miseri- 
corde of Jesus (0.3.a.) 
Founded: 1155 in France 
Generalate: 11 Cote du Palais 
Quebec, Quebec, Canada 


Hopisel Gene General ge Quebec 
Langelier 
hy ey Canada 


¥ Panel Dieu de Quebec 
» Cote du = 
aca Quebec, Canada (s) 


L’Hotel Dieu Notre Dame de Beauce 
St. George, Quebec, Canada (s) 


C1117 Religious Hospitallers of the Miseri- 
corde of Jesus (0.s.a.) 
Founded: 1155 in France 
Generalate: Hotel Dieu St. Michel 
Roberval, Quebec, Canada 


Hotel Dieu pontine 


rue St-Jose; 
Roberval, Quebec, Canada (pn) 


C1201 Sisters of Notre Dame of Chambriac 
Founded: 1732 in France 
Generalate: Puy de Dome, France 


C1201a PROVINCE OF CANADA 
Ponteix, Saskatchewan, Canada 


Gabriel de St. Joseph Hospital 
Ponteix, Saskatchewan, Canada 


Notre Dame Hospital 
Val Marie, hadiauiewen, Canada 


Notre Dame de |’Assumption Hospital 
Zenon Park, Saskatchewan, Canada 


C1203 Sisters of Charity of Notre Dame of 


vron 
Founded: 1681 in France 
Generalate: Evron, France 


C12034 PROVINCE OF CANADA 
St. Mary's Convent 
Trochu, Alberta, Canada 


St. Louis Hospi 


Bonnyville, yoo , Canada 


St. Therese’s Hospital 
Drawer 490 
Tisdale, Saskatchewan, Canada 
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St. Mary’s Hospital 
Box 100 
Trochu, Alberta, Canada 


Vegreville General Hospital 
Vegreville, Alberta, Canada (s) 


€1205 Conan psiee of | of + aed Dame 
Founded 
Generalate: bn om J nA la 
Montreal, Quebec, Canada 


C€1205a PROVINCE OF MONTREAL 
- 3040 Sherbrooke-Ouest 
Montreal, Quebec, Canada 


Sanatorium Notre-Dame-des-Monts 
Ste-Adele, Quebec, Canada 


C1301 Sisters of St. Paul de Chartres (s.p.d.c.) 
Founded: 1694 in France 
Generalate: Chartres, France 


C€1301a PROVINCE OF CANADA 
Maison-Provinciale N.D. de la Paix 
Ste-Anne-des-Monts, Quebec, Canada 


Hopital Notre Dame 
Charny, Quebec, Canada 


Hopital Notre Dame de Chartres 
Maria, Quebec, Canada 


Hopital Ste-Anne des Monts 
Ste-Anne-des-Monts, Quebec, Canada 


C1302 pplissionsy «5 Sisters of the Precious 


Founded: {S85 in south Africa 
Generalate: Aarle-Rixtel, Holland 


C13024 PROVINCE OF CANADA 
St. Bernard’s Convent 
Willowdale, Ontario, Canada 


St. Bernard's Convalescent Hospital 
Willowdale, Ontario, Canada 


C1303 Sisters of Charity of 
(f.c.s.p.) (See 1317) 
Founded: 1843 in Canada 
Generalate: 2311 Est. Ste. Catherine 
Montreal, Quebec, Canada 


Providence 


Hopital Notre Dame 
Hearst, Ontario, Canada 


St. Joseph’s Hospital 
Kenora, Ontario, Canada 


Hopital de la Providence 
318 rue Princess 
Lachute, Quebec, Canada 


Providence Ste-Genevieve 
4078, rue Delorimier 
Montreal, Quebec, Canada 


C13034 PROVINCE OF THE HOLY ANGELS 
Lacombe Home 
Midnapore, Alberta, Canada 


St. Martin’s Hospital 
Desmarais ( Wabaska), Alberta, Canada 


St. Theresa's Hospital 
Fort Vermilion, Alberta, Canada 


Providence Hospital 
High Prairie, Alberta, Canada 


Sacred Heart Hospital 
McLennan, Alberta, Canada 


St. Eugene’s Hospital 
Cranbrook, B.C., Canada 


St. Joseph’s General Hospital 
Dawson Creek, B.C., Canada 


Providence Hospital 
Fort St. John, B.C., Canada 


St. Mary’s Hospital 
New Westminster, B.C., Canada 


St. Paul’s Hospital 
1081 Burrard St., 
Vancouver, B.C., Canada (s) 


St. John Hospital 
Vanderhoof, B.C., Canada 


Notre Dame Hospital 
North Battleford, "ia. Canada 


C1303b Rapvence ne ST. JOSEPH 
56, rue Notre Dam: 


Joliette, Quebec, Coneda 
Hotel Dieu de |’Assumption Hospital 


Providence Street 
Moncton, New Brunswick, Canada (s) 


DIRECTORY NUMBER 
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Hopital St-Eusebe 
Blvd. Manseau 
Joliette, Quebec, Canada (s) 


Hospice Gamelin 
1440, rue Dufresne 
Montreal, Quebec, Canada 


ae St-Joseph 
rue Ste-Julie 
Trois Rivieres, Quebec, Canada (s) 


C1303¢ PROVINCE OF OUR LADY OF THB 
SEVEN DOLORS 
Asile de la Providence 
551 Ste-Catherine, Est. 
Montreal 24, Quebec, Canada 


Hopital-Hospice de la Providence 
Chandler, Quebec, Canada 


Hopital St-Joseph 
225, rue St-Louis 
Montreal (Lachine), Quebec, Canada (s) 


Hopital Notre-Dame-de-Lourdes 
1870, Blvd. Pie 1X, 
Montreal, Quebec, Canada 


Hopital du Sacre-Coeur 
5400, Gouin Bivd., Ouest 
Montreal, Quebec, Canada (s) 


Mont Providence 
7200 est Boulevard Gouin 
Montreal, Quebec, Canada 


Hopital Se Jongh du Precieux-Sang 
29, rue Jol “ 
Riviere du Loup, Quebec, Canada (s) 


Hospice St. Vincent de Paul, 
Valleyfield, Quebec, Canada 


Hotel Dieu 
245, rue Sallaberry 
Valleyfield, Quebec, Canada 


> ' | Sapeent de du Christ-Roi 
a 
Vordda thane, Quebec, Canada (5) 


C13034 ager ." St. VINCENT DE PAUL 
e c 
324, rue de Boucherville 
Montreal, Quebec, Canada 


Hopital St-Jean-de-Dieu 
rue Notre Dame 
Montreal (Gamelin), Quebec, Canada (s) 


Hopital du Sacre-Coeur 
222, rue Laurier 
Hull, Quebec, Canada (s) 


St. Mary's Hospital, 


43—5th Avenue 
Timmins, Ontario, Canada (s) 


C1305 Siem a Providence of St. Vincent 


de Pau ; 
Founded: 1861 in Canada 
Generalate: ‘‘Healthfield’’ Box 215 


Kingston, Ontario, Canada 


St. Vincent de Paul Home 
Athabasca, Alberta, Canada 


Providence General Hospital 
Mitchell Street & Jackson Ave., 
Daysland, Alberta, Canada 


St. Mary's Hospital 
Normal Hill 
Camrose City, Alberta, Canada 


St. Joseph's Convalescent Hospital 
8210—107th Street 
Edmonton, Alberta, Canada 


Holy Family Hospital 
7801 Argyle Street 
Vancouver, British Columbia 


St. Vincent de Paul Hospital 
Pine & Garden Streets 
Brockville, Ontario, Canada (pn) 


House of Providence 
Ordnance Street 
Kingston, Ontario, Canada 


St. Mary's of the Lake Hospital 
355 King Sct. West 
Kingston, Ontario, Canada 


St. Francis Sve Hospital 
71 Elmsi 
Smith Taie.nc Ontario, Canada 


St. Mary’s Hospital 
3830, rue Lacombe 
Montreal, Quebec, Canada (s) 


Providence Hospital 
Lilloet Street, E., 
Moose Jaw, Saskatchewan, Canada (s) 


St. Anthony’s Home 
University Heights 
Moose Jaw, Saskatchewan, Canada 


C1401 Daughters of Charity of the Sacred 
Heart of Jesus (f.c.s.c.) 

Founded: 1823 in France 

Generalate: Angers, France 


C1401a PROVINCE OF CANADA 
605 Avenue Bowen-Su 
Sherbrooke, Quebec, Canada 


Topial ¢ de la Providence 
93 rue Main 
Magog, Quebec, Canada 


Hotel Dieu de Sherbrooke 
0, rue Bowen s 
Sherbrooke, Quebec, Canada  (s) 


C1403 Sisters of Service 
Founded: 1922 in Canada 
Generalate: 2 Wellesley Place 
Toronto, Ontario, Canada 


St. John’s Hospital 
Edson, Alberta, Canada 


Our Lady’s Hospital 
Vilna, Alberta, Canada 


C1501 Sisters of Charity of St. Vincent de 
‘au .C.H. 
Founded: 1809 in United States 


Generalate: Mount St. Vincent 
Halifax, Nova Scotia, Canada 


St. Anne’s Hospital 
Hardisty, Alberta, Canada 


Seton Hospital 
Robson Street 
Jasper, Alberta, Canada 


Immaculata Hospital 
Westlock, Alberta, Canada 


Halifax Infirmary 
Mor St. ; 
alifax, Nova Scotia, Canada (s) 


Mount St. Vincent College 
Department of Nursing 
Halifax, Nova Scotia, Canada (ne) 


Our Lady of Lourdes Sanitarium 
Bernard Street 
Lourdes, Nova Scotia, Canada 


St. Elizabeth Hospital 
rves Street 
North Sydney, Nova Scotia, Canada (s) 


C1505 Denghesrs of Charity of St. Vincent 
aul (D.C.) (See 1701) 
Founded: 1633 in France 
Generalate: Paris, France 


Hopital St-Luc 
Asbestos, Quebec, Canada 


Hopital Ste-Catherine Laboure 
Coaticook, Quebec, Canada (pn) 


C1601 Daughters of Wisdom (F.S.) 
Founded: 1703 in France 


Generalate: Vendee, France 


C16014a PROVINCE OF ONTARIO (Sce 1801a) 
430 Montreal Road 
Ottawa, Ontario, Canada 


Our Lady of the Rosary Hospital 
Young Street 
Castor, Alberta, Canada 


St. Louis Marie de Montfort Hospital 
Chemin de Montreal 


Ottawa, Ontario, Canada (s) 

St. Jean-de-Brebeuf Hospital 

John Street 

Sturgeon Falls, Ontario, Canada (pn) 


C1601b PROVINCE OF QUEBEC 
92 St-Jean-Baptiste Street 
Nicolet, Quebec, Canada 
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Sanitarium St-Jean 
Macamic, Quebec, Canada 


Hopital Sainte-Justine 
3175 Chemin Ste-Catherine 
Montreal, Quebec, Canada 


Hopital St-Sauveur 
Val O’Or, Quebec, Canada 


N100 Sisters of Mer 
Founded: 1831 in Ireland 
Generalate: Military Road 
St. John’s, Newfoundland 


St. Clare’s Mercy Hospital 
Le Marchant Road 
St. John’s, Newfoundland 


(s) 


Religious Orders in Hospital Service 


OTHER GROUPS 


C D 20 Les Oblates Missionaries 
de |’Immaculee 
Hopital de l’Assomption 
Grand Falls, New Brunswick, Canada 


Hopital de Ste-Agathe 
19 rue Tour-du-Lac 
Ste-Agathe-des-Monts, Quebec, Canada 


CVI Lay Management Under Catholic 
Auspices 


Hopital St-Luc 
1058, rue St-Denis 
Montreal, Quebec, Canada (s) 


ORGANIZATIONS CONDUCTING SPECIAL 
EDUCATIONAL PROGRAMS 


CD25 Archdiocese of Montreal 
University of Montreal 
Institute Marguerite d’Youville 
1185 rue St. Mathieu 
Montreal 25, Quebec, Canada (ne) 


CD31 Diocese of Antigonish 
St. Francis Xavier University 
Department of Education 
Antigonish, Nova Scotia, Canada (ne) 


C2015 Oblates of Mary Immaculate 
University of Ottawa 
School of Nursing 
30 Stewart St. 
Ottawa 2, Ontario, Canada (ne) 
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Appendix A 


PROFESSIONAL AND 
GOVERNMENT AGENCIES 


IN 


HOSPITAL SERVICE 


Jutroduction 


HILE the “care of the sick” is the primary purpose 
of general and special hospitals, the other responsi- 
bilities and objectives of these institutions must not be 
| overlooked — —they include education for the professions, 
"health education for patients and the public, research, etc. 
| Though owned by various groups, government or non-gov- 
| ernment, it might be well to point out, too, that the hospital 
| is the “workshop” of the medical profession—wherein the 
| “sick” receive medical care from the physician in accordance 
"with professional and scientific standards developed and 
| promulgated by many medical groups of a general or spe- 
" cialized character. 
_ Educational activities by the hospital—especially on behalf 
| of nurses—are governed by standards promulgated by outside 
| agencies. Educational programs in which the hospital cooper- 
[ates are likewise governed by set standards. In many areas, 
"hospitals act as cooperating agencies, subject to the observ- 
“ance of professional standards in the care of patients, the 
| education of students, etc. 
"Realizing how varied are the activities of the hospital and 
"how extensive its professional and government relations 
“must be, the Editors of this Annual Directory some years ago 
ifecognized how helpful to the administrator and her staff 
might be a listing of all such groups. Such a listing would 


DIRECTORY NUMBER 


include various groups having direct and indirect interests 
in general and specialized hospital services. 

Since there are approximately 155 agencies for Canada 
and the United States, the following groupings were 
employed for classification purposes: 

I. International and National Hospital Associations 

Il. National Medical Associations 

Ill. Special Medical Groups 
IV. International and National Nurses’ Associations 
V. Related Professional Societies Having Hospital Interests 
VI. Professional and General Educational Agencies 
VII. National Dental Associations 
VIII. National Public Health and Welfare Groups 
IX. Related General Organizations 
X. Government Agencies 


An index arranged alphabetically affords easy access to the 
listing of particular agencies concerning which the reader 
may be seeking information. 

For each organization an attempt was made to present the 
following data: name, year of establishment, address of 
central office, addresses of other offices (if any), principal 
officers, councils or committees concerned with hospital 
service, publications—including those devoted to hospital 
services, standards, etc. For each journal, the following infor- 
mation is given if available—name, year of establishment, 
frequency of publication, and annual subscription fees. 





Iudex 


Secon 
Accreditation of Hospitals om <A OS Medical Library Association 
Advisory Board of Medical Surgical Trade Association Milbank Memorial Fund 
one Blue Cross Commission Multiple Sclerosis Society (Canada) 
American Academy of Canadian Association of Muscular Dystrophy Association 
a Medical Record Librarians National Association of 
ae Blue Shield Plans 
American Association of 


aS 
RRE 


<BG<< 


Social Workers 
Canadian Practical Nurse Education 


Anesthetists’ Society Social Workers 

Cancer Society National Board of Medical Examiners 
Council of Blue Cross Plaas 
Dental Association 


Hospital Consultants 

Induscrial Nurses 

Medical Record Librarians 

Nurse Anesthetists 

Obstetricians, Gynecologists, 
and Abdominal Surgeons 

Pathologists and Bacteriologists 


REE <<<2kK<S 4&6 


B BEES as 
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Society of Crippled Children 
Tuberculosis Association 


Pan American Sanitary Bureau 
Pan American Union 

Russell Sage Foundation 
Rockefeller Foundation 


Royal College of Physicians and 
Surgeons of Canada 


Southern Medical Association 
United States Government Agencies 


Conference of 
Catholic Schools of Nursing 


Council on Dental Education 


Council on Social Work Education 


Council of Jewish Federation 
and Welfare Funds 


The Duke Eadowment Bureau of Medicine a ary 
Federation of State Medical Bureau of Narcotics (Treasury) 
Boards of the U.S. Children’s Bureau (Social Security) 
Federation of Catholic Physicians’ Guilds, 
National 
Federal Hospital Council 
Health Information Foundation 
Hospital Industries’ Association 
International Hospital Federation 
International Council of Nurses 
Instieute on Inter-American Affairs 
Joint Commission on Accreditation of Hospitals 
W. K. Kellogg Foundation 
Medical Council of Canads 


Therapy 
Protestant Hospital Association 
Psychiatric Association 
Public Health Association 
Public Welfare Association 
Registry of Physical Therapy Technicians 


mE sss Ses. 


s 


Office of the Surgeon General ( Army) 
Office of Education 

(Federal Security Agency) 
Public Health Service 
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APPENDIX A. VARIOUS PROFESSIONAL AND GOVERNMENT AGENCIES OF THE 
UNITED STATES AND CANADA HAVING HOSPITAL INTERESTS 








I. INTERNATIONAL AND NATIONAL HOSPITAL ASSOCIATIONS 


International Catholic Confederation of Hos- 
jitals 
Carel van Bylandtlaan, Den Haag, Netherlands 
Dr. J. Maisin, President 
A.A.M. Sanders, Manager 


International Hospital Federation 
24-26 London Bridge Street, London, S.E. 1, 
England 
Dr. J. C. J. Burkens, Honorary Secretary 


American Hospital Association (1899) 
Central Office: 840 North Lake Shore Drive, 
Chicago 11, Illinois 
Washington Office: Mills Bldg., 17th & Penn- 
sylvania Ave., N.W., Washington 6, D. C. 


Officers 
Frank S. Groner, President 
N. Hatfield, Treasurer 
win L. Crosby, M.D., Director 


Publications 


HOSPITALS (1936), 
Monthly; Annual Fee, $5. 


ADMINISTRATORS GUIDE ISSUE, Annual 
single copies $2.50 
Special Publications and Monographs are 
} oy available ied 


Official Journal; 
00 


II. 


Advisory Board for Medical Specialties (1933) 
Kabler Hotel Bldg., Rochester, Minnesota 
Louis A. Buie, Sr., M.D., Secretary-Treasurer 


APPROVED SPECIALTY BOARDS? 


American Board of Pediatrics 
American Board of Psychiatry and Neurology 
American Board of Orthopaedic Surgery 
American Board of Dermatology 
American Board of Radiology 
American Board of Urology 
American Board of Obstetrics and Gynecology 
American Board of Internal Medicine 
merican of Pathology 
ican Board of Opthalmology 
rican Board of Otolaryngology 
merican Board of Surgery 
American Board of Anethesiology 
American Board of Plastic Surgery 
American Board of Neurological Surgery 
American Board of Physical Medicine and Re- 
habilitation 

American Board of Preventive Medicine 

rican Board of Proctology 

td of Thoracic Surgery 
































American Medical Association,® (1847) 
535 North Dearborn Street, Chicago 10, Illinois 
F. J. L. Blasingame, M.D., Exec. Vice President 
Council on Medical Education and Hospitals‘ 
W. S. Wiggins, M.D., Secretary 


Ames Protestant Hospital Association 


1 
840 N. Lake Shore Drive, Chicago 11, Illinois 


Officers 
Frank R. Bradley, M. D., President 
Leo M. Lyons, Executive Director 
Publications 
ASSOCIATION BULLETIN, Quarterly 


Canadian Hospital Association (1931) 

25 Imperial St., Toronto 7, Ontario, Canada 
Officers 

S. W. Martin, President 

W. Douglas Piercey, M.D., Executive Director 
Publications 


CANADIAN HOSPITAL (1924), 
Journal, Monthly, Annual Fee $3.0 


Canadian Hospital Directory, Annual 


Official 


Special Bulletins and Committee Reports are 
also available. 


Catholic Hospital Association 
of the United States and Canada (1915) 


Central Office: 1438 South Grand Boulevard, 
St. Louis 4, Missouri 


Publications 

THE JOURNAL of the AMERICAN MEDI- 
CAL ASSOCIATION (1883), weekly, An- 
nual Fee $15.00 

Internship and Residency Number Directory of 
Approved Internships and Residencies 

Medical Education in the United States and 
Canada, Annual 

Other Journals, Monographs and Special Pub- 
lications concerning medical practice, medical 
education, medical economics and tela 
topics are available. 


Canadian Medical Association® (1867) 
150 St. George St., Toronto 5, Ontario 
A. D. Kelly, M.B., Secretary 
Publications 
CANADIAN MEDICAL ASSOCIATION 
JOURNAL, Weekly, Annual Fee $12.00 
CANADIAN JOURNAL OF SURGERY, Quar- 
terly, Annual Fee $10.00 
Other Publications are also available. 


National Medical Association (1895) 
1108 Church Street, Norfolk 10, Virginia 
John T. Givens, M.D., Secretary 
Publications 
JOURNAL of the NATIONAL MEDICAL 
ASSOCIATION (1908), Bi-monthly, An- 
nual Fee $4.00 


Canadian Office: Catholic Hosiptal Association 
of Canada, 312 Daly Avenue, Ottawa, On- 
tarto 
Rev. A. Lorenzo Danis, O.M.I., Executive Di- 
rector 


Washington Office: Bureau of Health and Hos- 
ae 1312 Massachusetts Avenue, N.W., 
‘ashington, D 


Msgr. D. A. McGowan, Director 


Officers:? 


Rt. Rev. Msgr. A. W. Jess, 
Jersey, President 


Rev. John J. Flan 
Mr. M. R. Konia 
Publications 


HOSPITAL PROGRESS (1920), Official Jour- 
nal, Monthly, Annual Fee $4.00 


DIRECTORY OF CATHOLIC HOSPITALS, 
Allied Agencies and Schools of Nursing of 
the United States and Canada. Annual 


Also available are other publications concern- 
ing hospital administration, professional edu- 
cation, particularly nursing education, social 
welfare legislation and planning, public rela- 
tions, spiritual care of patients, etc. 


Camden, New 


an, S.J., Executive Director 
onsultant 


NATIONAL MEDICAL ASSOCIATIONS 


National Research Council susie) 
of the National Academy of Sciences (1863) 


7 1 Gaye Avenue, N.W., Washington 
Division of Medical Sciences 
R. Keith Cannan, Chairman 
Publications 
General and Special Reports are available. 


National Research Council of Canada (1916) 


Ottawa, Ontario, Canada 
J. B. Marshall, Secretary 


Publications 
Reports and Special Studies are available. 


Southern Medical Association (1906) 


2601 Highland Ave., Birmingham 5, Alabama 
Robert F. Butts, Executive Secretary-Treasurer 


Publications 


SOUTHERN MEDICAL JOURNAL (1908), 
Monthly, Annual Fee $10.00 
Special Reports are also available. 


World Medical Association 
United States Committee, Inc. 
10 Columbus Circle, New York 19, New York 
Louis H. Bauer, M.D., Sec. gen. 





"For Organization data, see page 23-28. 

See J.A.M.A. 10/4/58, p. 658. 

*For full data concerning various organizational 

its, consult the JOURNAL OF AMERICAN 
MEDICAL ASSOCIATION. 

‘In addition to the program in Medical Educa- 
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tion particularly in that section of it relating to the 
approval of Hospitals for Internships and Resi- 
dencies in the Specialties, the Council also evalu- 
ates and publishes lists of Approved Schools for 
X-ray Technicians, Medical Record Librarians, 
Occupational Therapy Technicians, Physical Ther- 


apy Technicians and Clinical Laboratory Tech- 
nicians. 

5The Association carries on a program for the 
Approval of Hospitals for Internships. For other 
data, see CANADIAN MEDICAL ASSOCIA- 
TION JOURNAL. 
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American Academy of General Practice 
Volker Blud. at Brookside, Kansas City 12, 
we oe 
F. Cahal, Executive Secretary 
Piel 
GP (1950), Monthly, $10.00 Annual Subscrip- 
tion Fee 


American Academy of Pediatrics (1930) 


1801 Hinman Avenue, Evanston, Illinois 
E. H. Christopherson, M.D., Executive-Director 


Publications 
ws iS (1932), Monthly, Annual fee, 


Other Publications are also available. 


American Association of Obstetricians, Gynecol- 
ogists (1888) 
E. Stewart Taylor, M.D., Secretary 
4200 E. Ninth Avenue, Denver 20, Colorado 


Publication 
TRANSACTIONS (1888), Annual Fee, $5.00 


American Association of Pathologists and 
Bacteriologists (1900) 
1542 Tulane Ave., New Orleans 12, Louisiana 
Russell L. Holman, M.D., Secretary 


Publication 


AMERICAN JOURNAL of PATHOLOGY 
(1925), Bi-monthly, Annual Fee, $10.00 


American Cancer Society (1913) 
521 W. 57th St., New York 19, New York 
Lane W. Adams, Executive Vice-President 
Publication 


CA—Bulletin of Cancer Progress (1951), Bi- 
monthly, Annual Fee, $2.50 





American College of Physicians (1915) 
4200 Pine Street, Piette 4, Pennsylvania 
E, C. Rosenow, Jr., M.D., Executive Director 
Publications 


ANNALS of INTERNAL SEACINE (1927), 
Monthly, Annual Fee, $10. 


Other Publications are also cate 





American College of Surgeons (1913) 
40 East Evie Street, Chicago 11, Illinois 
Paul R. Haw! Director 
Hospital Seendasitundon Program® 


Publications 


SURGERY, GYNECOLOGY and OBSTET- 
RICS (1905), Monthly, Annual Fee, $15.00 


BULLETIN of the AMERICAN COLLEGE of 
SURGEONS (1918), includes Aggeorn 
Lists of Hospitals, Graduate Training 
Surgery, Cancer Clinics, Medical Motion Pic. 
tures, Reports Bi- 

Monthly 


Other Bulletins are also available. 


and Announcements, 





American College of Radiology (1924) 
20 North Wacker Drive, Chicago 6, Illinois 
Wm. C. Stronach, Executive Director 
Publications 


ANNUAL BULLETIN 
Monthly Newsletter 


III. SPECIAL MEDICAL GROUPS 


American Congress of Physical Medicine and 
Rehabilitation’ 
ON. Michigan Ave., Chicago 2, lil. 

Officers 
Dorothea C. Augustin, Executive Secretary 


Publication 


ARCHIVES OF PHYSICAL MEDICINE AND 
REHABILITATION, Monthly, Annual Fee, 
$5.00 (Formerly Archives of Physical 
Therapy) 


American Heart Association (1922) 
44 East 23¢d Street, New York 10, New York 
Rome A. Betts, Executive Director 
Publications 
CIRCULATION (1950), Monthly, Annual Fee, 


$14.00 
fee $9.00, (1953), Bi- 


CIRCULATION 
monthly, Annual Fee $9.0 

MODERN CONCEPTS OF CARDIOVASCU- 
LAR DISEASE (1932). Monthly 

THE AMERICAN HEART (1949), Quarterly 


American Orthopaedic Association (1887) 


535 E. 70th St., New York 21, N.Y. 
Lee Ramsay Straub, Secretary 


Publication 
JOURNAL OF BONE AND JOINT SURGERY 
Annual subscription $14.50 
Single copies $3.00 


American Ophthalmological Society (1865) 
108 East 68th Street, New York 21, New York 
me A. C. Wadsworth, M.D., Secretary- 

reasurer 


Publication 
TRANSACTIONS, Annual, Annual Fee, $10.00 


American Psychiatric Association (1844) 
1700 18th Street, N.W., Washington, D.C. 
Matthew Ross, M.D., Medical Director 
Publications 
AMERICAN JOURNAL OF DOSEATRY 
(1844), Monthly, Annual Fee $12 
MENTAL HOSPITALS (1950), Southiy ex- 
cept July & August 
Special Reports are also available 


American Society of Anesthesiologists (1905) 
515 Busse Highway, Park Ridge, Illinois 
John W. Agdes, Executive Secretary 
Publication 


ANESTHESIOLOGY (1940), Bi-monthly, An- 
nual Fee, $10.00, $10.50 Canada 


Amerie Society of Clinical Pathologists*® 
445 N. Lake Shore Drive, Chicago 11, Illinois 
Eleanor F. Larson, Manager 

Publication 


AMERICAN JOURNAL OF CLINICAL PA- 
2 peel (1930), Monthly, Annual Fee 


American Thoracic Society (1905) 
1790 Broadway, New York 19, New York 
Medical Section of the National Tuberculosis 
Association 
F. W. Webster, M.D., Executive Secretary 


Publication 


THE AMERICAN REVIEW OF RESPIRA- 
TORY DISEASES 


American Urological Association Inc. (1902) 
si 4 North Charles Street, Baltimore 1, Mary. 


Wm. P. Didusch, Executive Secretary 


Publication 
JOURNAL OF UROLOGY (1917), Monthly 


Canadian Association of Pathologists 


Winans oad Hospital, Winnipeg 3, Mani- 
to. ee 
D. W. Penner, “M. D., Secretary-Treasurer 


Canadian Anesthetists’ Society 
178 St. George Street, Toronto 5, Ontario 
R. A. Gordon, M.D., sec.-treas. 


Canadian Association of Radiologists 
1555 Summerhill Avenue, Montreal 25, Que- 


ec, Canada 
A. E. Childe, M.D., President 


Publication 
JOURNAL of the CANADIAN ASSOCIATION 
OF ‘ens (1950), Quarterly, 
Annual Fee $3.5 





Canadian Cancer Society 
790 Bay Street, Toronto, Ontario, Canada 
R. M. Taylor, M.D., Execute Vice-President 





Canadian Heart Association 
University Hospital, Edmonton, Alberta 
Paul David, M.D., President 
Robert S. Fraser, M.D., sec.-treas. 





Canadian Tuberculosis Association (1900) 
265 Elgin Street, Ottawa 4, Ontario, Canada 
G. J. Wherrett, M.D., Executive Secretary 

Publications 


CANADIAN TUBERCULOSIS ASSOCIATION 
cr (1922), Quarterly, Annual Fee, 


Various Reports and Special literature are also 
available 





College of American Pathologists (1946) 
Prudential Plaza, 130 E. Randolph St., Chicago 
1, [Minos 
A. H. Dearing M.D., Executive Director 





National Federation of Catholic Physicians’ 
Guilds 


Central Office 1438 South Grand Blvd., St. 
Louis 4, Missours 
«* Miss Jean Read, Exec. Secy. 
Publication 
THE NAS unre (1932), Ao- 
nual Fee, $2.0 





National Tuberculosis Association (1904) 


1790 Broadway, New York 19, New York 
James E. Perkins, M.D., Managing Director 


Publications 
AMERICAN REVIEW OF TUBERCULOSIS 
AND PULMONARY reeeaens (1917), 
Monthly, Annual Fee $12. 
BULLETIN (1914), Monthy ecee August. 
Other Publications are available too. 


Royal College of Physicians and Surgeons 
of Canada 
74 Stanley Avenue, Ottawa 2, Ontario, Canada 
J. H. rt Cog M.D., Secretary 





*The Hospital Standardization Program of the 
American College of Surgeons has been trans- 
ferred to the newly formed Joint Commission on 
Accreditation of Hospitals (Section IV of this 


Appendix). The Commission's program has been 
broadened to include medical education and 
medical care to be evaluated by representatives 
of the medical profession. 


TA Registry for Physical Therapy Technicians 
is also maintained. 

8The Society Conducts a Registry for Laboratory 
Technicians. 
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IV. INTERNATIONAL AND NATIONAL NURSES’ ASSOCIATIONS 


International Council of Nurses 
1 Dean Trench St., London, S.W., 1, England 
Daisy C. Bridges, General Secretary” 


Publication 
THE ATIONAL NURSING REVIEW, 
Bi-monthly, Annual subscription, $4.50 


American Association of Industrial Nurses Inc. 
170 East 61st Street, New York 21, New York 
Ella G. Casey, R.N., Executive Director 


American Nurses Association (1896) 
10 Columbus Circle, New York 1 ¥. 
Mrs. Judith G. Whitaker, R.N., Bnet Secretary 


Publications 
AMERICAN JOURNAL OF NURSING 
(1900), Monthly, Annual Fee, $3.00 
Other Publications are also available. 


Canadian Nurses’ Association 
74 Stanley Avenue, Ottawa 2, Canada 
M. Pearl Stiver, General Secretary 


Publications 
THE CANADIAN NURSE (1904), Monthly, 
Annual Fee, $3.00 
Committee Reports are also available. 





National Council of Catholic Nurses 
Mass. “ N.W., Washington 5, D. C. 
Anne V. Houck, R.N., Executive Director 
Publication 
THE CATHOLIC NURSE MAGAZINE 
(1943), Quarterly, Annual Fee, $2.00 


V. RELATED PROFESSIONAL SOCIETIES HAVING HOSPITAL INTERESTS 


American Association of Medical Record 
Librarians (1928) 

840 N. Lake Shore Drive, Chicago 11, Illinois 
Doris E. Gleason, R.R.L., Executive Director 


Publication 

JOURNAL OF THE AMERICAN ASSOCIA 
TION OF MEDICAL RECORD LIBRAR- 
eed (1929), Bi-monthly, Annual Fee 


Ament) Association of Nurse Anesthetists 
Prudential Plaza 130 E. Randolph S+., Chi- 


cago 1, Illinois 
Miss Florence A. + McQuillen, R.N., Executive 


Director 
Publication 


JOURNAL OF THE AMERICAN ASSOCIA- 
TION OF NURSE ANESTHETISTS (1942), 


Bi-monthly, Formerly Quarterly Bulletin 
(1933) 
National Association of Social Workers" 
(1921) 


95 Madison Ave., New York 16, New York 
Joseph P. Anderson, Executive Secretary 


Publications 
SOCIAL WORK, Quarterly, Subscription $6.00 
NASW News-Quarterly. Sobecti tion $3.00 
PERSONNEL INFORM TION. Bimonthly, 
Subscription $4.00. 


American Society of Medical Technologists 
“3 , a. Herman Professional Bldg., Houston 
Rose Mattheei, Executive Secretary 


Publication 


THE AMERICAN JOURNAL OF MEDICAL 
e— Bi-monthly, Annual Fee, 


American Dietetic Association™ (1917) 


620 North Michigan Avenue, Chicago 11, 
Minois 
Ruth M. Yakel, Executive Director 


Publications 
THE JOURNAL (1925), Monthly, Annual 
Fee $8.00, 2 vol. beginning 1960. 


Repriacs and other publications are also avail- 
able 


American Foundation for the Blind 


15 W. 16th Street, New York 11, New York 
M. Robert Barnett, Executive Director 


American Occupational Therapy Association’? 
(1917) 


250 W. 57th St., New York 19, New York 
Marjorie Fish, Executive Director 


Publications 


AMBICAN JOURNAL OF Cocyn prices 
THERAPY Bi-monthly, Annual Fee $6.0) 
Beane, $6.50 Foreign. 


THE OCCUPATIONAL THERAPY YEAR- 
K, Annual 


American Pharmaceutical Association’ (1852) 
3 Gunes Avenue, N.W., Washington 


William S. Apple, Ph.D., Secretary-Gen. Mgr. 


Publications 
JOURNAL (1912) Monthly 
Other Publications are also available 


American Physical Therapy Association (1921) 
1790 Broadway, New York 19, New York 
Lucy Blair, Executive Director 

Publication 


THE PHYSICAL THERAPY REVIEW (1920) 
Monthly, Annual Fee, $7.00 


American Registry of Physical Therapists 
30 North Michigan Avenue, Chicago 2, llii- 
nois 
Dorothea C. Augustin, Registrar 





American Registry of X-ray Technicians 
2600 Wayzata Blvd., Minneapolis 5, Min- 


nesota 
Alfred B. Greene, Executive Director 


Publication 


THE X-RAY TECHNICIAN serves as the offi- 
cial organ. 


American Society for X-ray Technicians (1920) 
16 Fourteenth Street, Fond du Lac, Wssconsin 
Genevieve J. Eilert, Executive Secretary 


Publication 
THE X-RAY TECHNICIAN (1929), Bi- 
monthly, Annual Fee, $2.50 


Aneian Society of Hospital Pharmacists 
1020 Ferdon Road, Ann Arbor, Michigan 
Robert C. Bogash, Presid lent 
Gloria N. Francke, sec. 

Publication 
THE BULLETIN. Bi-monthly, $4.50 


Canadian Association of Medical Record 
Librarians (1942) 
770 Glenforest Street, N., Oshawa, Ontario 


Janet Milner, Secretary 


Publication 
BULLETIN, Bimonthly, Annual Fee, $2.00 


Canadian Association of Social Workers (1928) 
18 Rideau Street, Ottawa, Ontario, Canada 
Joy A. Maines, Executive Secretary 


Publication 
THE SOCIAL WORKER, 4 issues yearly. 
Subscription price $3.00 





Canadian, Association of Occupational Therapy 
331 ieee Street West, Toronto 5, Ontario 
Mrs. L. C. Smith, Secretary 


Publication 
CANADIAN JOURNAL OF OCCUPATIONAL 
an” 933), Quarterly Annual Fee, 





Canadian Dietetic Association 
1393 Yonge Street, Toronto 7, Ontario, Canada 
Joan E. Brown, General Secretary 





Canadian Pharmaceutical Association, Inc. 


221 Victoria St., Toronto 2, Ontario 
J. C. Turnbull, Secresary- 





Canadian Physiotherapy Association 
64 Avenue Road, Toronto 5, Ontario, Canada 
Mrs. Curtis Millar, Executive Secretary 


Canadian Society of Hospital Pharmacists 
Princess Margaret Hospital, Toronto, Ontario 
Mary Gannon, sec. 





Canagr) Society of Laboratory Technologists 
61 Victoria Ave. N., Hamilton, Ontario, Canada 
Ileen Kemp, Executive Secretary 


Publication 
CANADIAN JOURNAL OF MEDICAL TECH- 
NOLOGY (1940), Quarterly 





Canadian Society of Radiological Technicians 
2175 W. 16th Ave., Vancouver 9, B.C. 
Mrs. E. I. Hood, Secretary-Treasurer 
Publication 
THE FOCAL SPOT 


oes Anutene of Boards of Pharmacy 
77 West Washington St., Chicago 2, Illinois 
P. H. Costello, Secretary 


Publications 
N. A. B. 4 BULLETIN, Quarterly 
N. A. B. P. Proceedings, Annually 


Amerion Association of Hospital Accountants 
Suite 500 840 N. Lake Shore Dr., Chicago 11, 
llinois 
Sister Loretta Marie, F.C.S.P., President 


Publication 
HOSPITAL ACCOUNTING (1947), Monthly 





2A Rapiotry for —o Record Librarians is 
maintain this Association. 

NAn Béncadonal pene including the Ap- 
eae of Hospitals Dietetic Internships and 
a4 Supervised training is also carried on. 

“This Association Maintains a Registry for 
Occupational Therapy Technicians. 


DIRECTORY NUMBER 


Please refer to American Society of Hospital 


Pharmacists. 
UThis is an activity sponsored by the American 
College of Radiology and the American Society of 


X-Ray Technicians. 
15See also AMERICAN CONGRESS ON PHYS. 
ICAL THERAPY in group III Special Medical 


Groups. 

16See also AMERICAN PHARMACEUTICAL 
ASSOCIATION. 

17Composed of the American Association of 
Medical Social Workers and the National Confer- 
ence of Social Work. 
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VI. 


American Association of Colleges of Pharmacy 
(1900) 

The George ee god University School of 

Pharmacy. 2128 H St., N.W. Washington 6, 


D.C. 
Charles W. Bliven, Secretary-Treasurer 


Publications 
AMERICAN JOURNAL OF PHARMACEUTI- 
CAL EDUCATION (1937), Quarterly, An- 


nual Fee, $5.00 
SHALL I STUDY PHARMACY (1960) 
Career Brochure 


Council on Social Work Education (1952) 
345 East 46th Street, New York 17, New 


or 
Ernest F. Witte, Executive Director 


American Catholic Philosophical Association 
sas yd University of America, Washington 17, 


Reverend Leo A. Foley, Secretary 
Rev. Robert Paul Mohan, Bus. Mer. 


Publications 
NEW RPL ACTIIEM, Quarterly, 
ec, 
aaa. Annual Fee, $2.50 
STUDIES, Series on Monographs, Problems in 
Philosophy 


Annual 


Ameios College of Hospital Administrators" 
(1933) 
840 N. Lake Shore Drive, Chicago 11, Illinois 


Officers 
Ray E. Brown, President 
Dean Conley, Executive Director 


Publications 
A. C. H. A. NEWS (1938), Monthly 
RATE. S DIGEST, 1960, 
onth 
Hospital , 1956, Quarterly 
Special Studies and Reports are also available 


American Council on Education (1918) 
1785 Massachusetts Avenue, N.W., Washing- 


ton 6, D.C. 
Arthur S. Adams, Ph.D., President 


Publications 
EDUCATIONAL RECORD (1920), Quar- 
terly, Annual Fee, $3.00 
Specia Reports are also available 


American Catholic Sociological Society (1938) 
820 N. Michigan Avenue, Chicago 11, Illinois 
Reverend Ralph A. Gallagher, S.J., Secretary 

Publication 


AMERICAN CATHOLIC SOCIOLOGICAL 
REVIEW, Quarterly, Annual Fee, $6.00 


Association of American Medical Colleges 
(1876) 


2530 Ridge Ave., Evanston, Ill. 
Ward Darley, M.D., Executive Director 


Publication 


JOURNAL, (1926), Monthly, Annual Fee, 
$7.00 


Association of University Programs in Hospital 
Administration 
950 East 59th Street, Chicago 37, Illinois 
Mr. Irvin G. Wilmot, Executive Secretary 





Special materials dealing with the educational 
and professional Y aeeaa for hospital admin- 
iseration are avai 


VII. 


American Dental Association 
222 East Superior Street, Chicago 11, Illinois 
Harold Hillenbrand, D.D.S., Secretary 


Publications 


JOURNAL OF AMERI 
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CAN DENTAL ASSO- 
CIATION (1913), Monthly, Annual Fee, 
$7.00 (non-members) . 

Other Publications are also available. 


Catholic Library Association 
Villanova University, Villanova, Pennsylvania 
M. Richard Wilt, Executive Secretary 


Publications 
CATHOLIC LIBRARY WORLD (1929), 
Monthly, Oct. to May. Annual Fee, $5.00 
CATHOLIC PERIODICAL INDEX Cumula- 
tive, Subscription 


Conference of Catholic Schools of Nursing 
(Formerly, Council on Nursing Education of 
the Catholic Hospital Association) 

1438 South Grand Boulevard, St. Louis 4, 
Missouri 


Officers 
Miss Margaret Foley, R.N., M.S., Secretary 
Rev. John Flanagan, S.J., Educational 
Adviser 


Publications 
HOSPITAL PROGRESS serves as the official 
medium of publication 
Reports and other publications are also available. 
The Nursing Education Activities of the Cath- 
olic Hospital Association are carried on by 
this agency. 


Council on Dental Education 


222 East Superior Street, Chicago 11, Illinois 
Shailer Peterson, Ph.D., Secretary 


Fodection ot State Medical Boards of the 


nited States 
354 State Office Bldg., Des Moines, lowa 
Walter L. Bierring, M.D., Secretary-Treasurer 


Joint Commission on Accreditation of Hospitals 
200 E. Obio St., Chicago 11, Illinois 


Officers 


John I. Brewer, M.D., Chairman 

Frank R. Bradley, M.D., Vice-Chairman 
Stuart K. Hummel, Treasurer 
Kenneth B. Babcock, M.D., Director 


MEMBERS OF THE COMMISSION 
American College of Physicians 


Alexander M. Burgess, M.D., 
Rhode Island 

Richard A. Kern, M.D., 3401 N. Broad St., 
Philadelphia 40, Pennsylvania 

Frank B. Kelly, Jr., M.D., Chicago, Illinois 


American College of Surgeons 


Howard E. Snyder, M.D., Winfield, Kansas 

John I. Brewer, M.D., Chicago, Illinois 

Reed M. Nesbit, M.D., 1313 East Ann St., Ann 
Arbor, Michigan 


American Hospital Association 


ae E. Brown, Chicago, Illinois 

rt W. Snoke, » New Haven, Conn. 
— K. Hummel, Milwaukee, ~aeene 
Frank R. Bradley, M.D .» St. Louis, Mo. 
Russell A. Nelson, M.D., Baltimore 5, Maryland 
Jack Masur, M.D., Bethesda, Maryland 
oe Donald A. McGow. 


Providence, 


an, Washington, 


American Medical Association 


Jolian P. Price, M.D., Florence, South Caro- 

ina 

pee gg Peterson, M.D., Butte, Montana 
Hugh T. Carmichael, M.D., Chicago 2, Illinois 

W. Andrew Bunten, M.D., Cheyenne, Wy- 


omi 
James A Aged, M. >. Lencomer, Pennsylvania 
Stanley A. Truman, » Oakland, California 
Charles C. Cooper, M. BED ‘St. Paul of Minnesota 


PROFESSIONAL AND GENERAL EDUCATIONAL AGENCIES 


Canadian Medical Association 
E. K. Lyon, Leamington, Ontario 


Advisory Committee 

Paul R. Hawley, M.D., American College of 
Surgeons 

F, J. L. Blasingame, M.D., American Medical 
Association 

Edwin L. Crosby, M.D., American Hospital As. 
sociation 

A. D. Kelly, M.D., Canadian Medical Asso- 
ciation 

Frank B. Kelly, Jr., M.D., American College of 
Physicians 

Kenneth B. Babcock, M.D., Chairman, Join 
Commission on Accreditation of Hospitals 


Medical Council of Canada (1912) 


77 Metcalfe Street, Ottawa 4, Ontario, Canada 
Hugh Montrose Stephen, M.D., Regsstrar 





Medical Library Association, Inc. (1898) 
Mayo Clinic Library 
Rochester, Minnesota 
Robert T. Lentz, President 
Ruth J. Mann, Secretary 


Publication 
BULLETIN OF THE MEDICAL LIBRARY 
ty pl (1911), Quarterly, Annual 

lee, $7. 


National Association for Practical Nurse 
Education and Service 
475 Riverside Drive, New York 27, New York 


Hilda M. Torrop, R.N., Executive Director 


National Board of Medical Examiners 
133 South 36th Street, Philadelphia 4, Penn- 
sylvania 
John P. Hubbard, M.D., Treasurer and Ex- 
ecutive Secretary 


Nadowt) Catholic Educational Association 

1785 Massachusetts Avenue, N.W., Weashing- 
ton 

Rt. Reverend Msgr. F. G. Hochwale, Ph.D., 


Executive Secretary 


Publication 

THE NATIONAL CATHOLIC  EDUCA- 
— ASSOCIATION BULLETIN, Quar- 
terly 

National Federation of Licensed Practical 

Nurses 


250 West 57th St., New York 19, New York 
Lillian E. Kuster, Executive Director 


National Intern Matching Program 
“ 2530 Ridge Ave., Evanston, Illinois 
Ward Darley, M.D., Exec.-Secretary 


Publication 
Directory of Approved Hospitals Participating 
in the Matching Program for Internship Ap- 
pointment. 


National League for Nursing (1952) 
10 Columbus Circle, New York 19, N.Y. 
Inez Haynes, General Director 


Publications 
NORSI Bulletins and I ware are also available. 
SING OUTLOOK (1953) be Maga- 
zine, Monthly. Annual Fee. 
NURSING RESEARCH ( 1552). , ee 
Annual Fee $5.00. 


NATIONAL DENTAL ASSOCIATIONS 


(1859) 


Publication 


Canadian Dental Association (1902) 
234 St. George St., Toronto 5, Ontario 
Dr. Don W. Gullett, Secretary 


JOURNAL OF THE CANADIAN DENTAL 


ASSOCIATION (1935), Monthly, Annual 


Fee, $5.00 
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VIII. 


American National Red Cross (1881) 
17th and D Streets, N.\W., Washington 6, D. 


Officers 


Gen. Alfred M. Gruenther, President 
Helen N. Bunge, Chairman, Nursing Advisory 
Committee 


Publications 


RED CROSS NEWSLETTER (1952), Monthly 
Pamphlets, manuals and other materials are 
also available. 


American Public Health Association, Inc.¥ 
(1872) 


1790 Broadway, New York 19, New York 
Berwyn F. Mattison, M.D., Executive Secretary 


Publications 
AMERICAN JOURNAL OF PUBLIC HEALTH 
(1911), Monthly, Annual Fee, $10.00 
Other Publications and Reports are also 
available 


American Public Welfare Association (1930) 
1313 East Sixtieth Street, Chicago 37, Illinoss 
Loula Dunn, Director 

Publication 


at 77 WELFARE, Quarterly, Annual Fee, 
5.00 


American Social Health Association (1914) 
1790 Broadway, New York 19, New York 
Conrad Van Hyning, Executive Director 

Publications 
JOURNAL OF SOCIAL HYGIENE, Monthly 

qroape Jah July, August and September, Annual 


Special . are also available. 


American College Health Association 


Gannett Medical Clinic, Cornell University, 
Ithaca, 
Norman S. Moore, M.D., Sec.-Treas. 


Publications 
Aaonel Pageptinge—publicted in STUDENT 


CINE. 
STUDENT MEDICINE, 4 issues yearly, An- 
nual Fee, $5.00. 


Canadian Public Health Association (1910) 
150 College Street, Toronto 5, Ontario, Canada 
G. W. O. Moss, M.D., Honorary Secretary 


Consult the AMERICAN JOURNAL OF PUB- 
LIC HEALTH for data concerning particular 
activities. 


Publication 


CANADIAN JOURNAL OF PUBLIC HEALTH 
(1910), Monthly, Annual Fee, $5.00 


Canadian Red Cross Society (1896) 
95 Wellesley Street, E. Toronto 5, Ontario, 
Canada 


W. Stuart Stanbury, M.D., National Commis- 
sioner 


Publications 


DESPATCH, 4 issues per year 
NEWS OF RED CROSS, 7 bulletins per year 


Canadian Welfare Council (1920) 
55 Parkdale Avenue, Ottawa 3, Ontario, Canada 
R. E. G. Davis, Executive Director 
M. M. King, for Information Branch 


Publication 
CANADIAN WELFARE, 6 issues yearly, An- 
nual subscription, $2.50 


United Community Funds & Councils of 
America, Inc. (1918) 
345 East 46th Street, New York 17, New York 
Lyman S. Ford, Executive Director 


Publications 
COMMUNITY, Bi-monthly, Annual Fee, $2.50 
One Reports and Publications are also avail- 
able. 


Council of Jewish Federations and Welfare 
Funds, Inc. 
729 Seventh Ave., New York 19, New York 
Philip Bernstein, Executive Director 


Multiple Sclerosis Society of Canada 
Box 1214, Postal Station O, Montreal 9, Quebec 
A. G. Cleland, Executive Secretary 


Musoulat Dystrophy Associations of America, 
nc. 


1790 Broadway, New York 19, New York 

William Mazer, President 

Ade T. Milhorat, M.D., Chairman, Medical 
Advisory Board 


National Catholic Rural Life COOP, ae 
3801 Grand Avenue, Des Moines 12, lowa 
Rev. E. O’Rourke, Executive Director 
Rev. J. G. Weber, Ex. Secretary 


Publications 
CATHOLIC RURAL LIFE, Monthly, Annual 
Dues, $5.00 


NATIONAL PUBLIC HEALTH AND WELFARE GROUPS 


National Catholic Welfare Contecenee, Bureau 
of Health and Hospitals (19 
1312 Massachusetts Avenue, N. >, Washington 


be od 
Rt. Rev. Msgr. Donald A. McGowan, Director 


National Conference of Jewish Communal 
Service 
31 Union Sq. W., New York 3, New York 
Preston David, Executive Secretary 


National Association for Mental Health 
(1909) 
10 Columbus Circle, New York 19, New York 

Dr. William Malamud, Acting Exec. Dir. 


Publication 


MENTAL +r (1917) Quarterly, An- 
nual Fee, $6.0 


Canadian Mental Health Association 
14% Spadina Road, Toronto 4, Ontario, Canada 
J. D. M. Griffin, M.A., M.D., General Director 


Publications 
RESUME, Quarterly 
Special. eports and Pamphlets are also 


available 


National Conference of Catholic Charities 
(1910) 


1346 Connecticut Ave., Washington 6, D.C. 
Rt. Reverend Msgr. John O'Grady, Secretary 


Publications 

CATHOLIC CHARITIES REVIEW (1916), 
Monthly, Annual Subscription $1.00 

Annual Proceedings, $2.00 

DIRECTORY OF pOceeN AGENCIES OF 
CATHOLIC CHARITIES THE U. §&. 
AND CANADA, Annual sf M, 

DIRECTORY OF CATHOLIC INSTITUTIONS 
IN THE U.S., 1960, $2.00 


National Foundation, The 
800 Second Ave., New York 17, New York 
Basil O’Conner, President 


National ty for Crippled Children and 
Adults (1921) 
2023 W. Ogden Ave., Chicago 12, Illinois 
Dean W. Roberts, M.D., Director 


Publications 
EASTER SEAL BULLETIN, Month! 
REHABILITATION LITERATURE, Monthly, 
Annual Fee, $4.50 ($5.00, foreign) 


IX. RELATED GENERAL ORGANIZATIONS 


Avedang, of, of Hospital Counselors 
Adams Street, Chicago 3, Illinois 
Louis Block, Ph.D., President 
Charles U. Letourneau, M.D., Sec 


American Association of Fund-Raising Coun- 
sel (1935) 
500 Fifth Avenue, New York 36, New York 
Raleigh Smith, President 
David M. Church, Executive Director 


American Association of Hospital Consultants 
130 East 59th Street, New York 22, N.Y. 
John N. Hatfield, President 
Morris Hineburg, M.D., Secretary 


American Institute of Architects (1857) 
1733 Mew York Ave., N.W., Washington 6, 


Edmund R. Purves, Executive Director 


DIRECTORY NUMBER 


Publications 
MEMO, a Newsletter, Bi-weekly, $2.50 
JOURNAL, Monthly, Annual Fee, $4.00 


American Management Association 
1515 Broadway, New York 36, New York 
Lawrence A. Appley, President 
James O. Rice, Secretary 


American Society for Testing Materials 
1916 Race Street, Philadelphia 3, Pennsylvania 
R. J. Painter, Executive Secretary 


American Surgical Trade Association 


176 W. Adams Street, Chicago 3, Illinois 
Frank M. Rhatigan, Executive Secretary 


National Association of Blue Shield Plans 
425 North Michigan Ave., Chicago 11, Illinois 
John W. Castelluci, Vice Pres. 


Blue Cross Commission 
840 N. Lake Shore Dr., Chicago 11, Illinois 
Richard M. Jones, Director 


Canadian Council of Blue Cross Plans 


9924-106 St. Edmonton, Alberta, Canada 
. L. Doyle, Secretary-Treasurer 


Duke _ Endowment—Hospital and Orphan 


Sections 


613 Johnston Bldg. Charlotte 2, North 
‘arolina 
Marshall I. Pickens, Director 
G. P. Harris, Director-Field Service 
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Health Information Foundation 
420 Lexington Ave., New York 17, New York 
George Bugbee, President 


Hospital Industries’ Association 
333 North Michigan Avenue, Chicago 1, Illinois 


Officers 
Robinson Bosworth, Jr., President 
Wa. E. Smith, Executive Director 


National Association of Clinic Managers 
Winnipeg Clinic, St. Mary's & Vaughan Sts., 
Winnipeg 1, Manitoba, Canada 
W. Earle Moffat, Secretary 


W. K. Kellogg Foundation 
250. Champion St., Battle Creek, Michigan 
A. Pattullo, Director—Hospital Division 


x. 
Air Force, Department of Defense 
Washington 25, D. C. 
Major Gpaerel Oliver K. Niess, Surgeon 


‘eneral 


Bureau of Employees’ Compensation (1916) 
514 Tenth Street, N.W., Washington, D. C. 
R. B. Snavely, M.D., Director 


‘ 


Bureau of Medicine and Surgery 
Depertment of Navy, Department of Defense 


3rd and "E” Streets, N.W., Washington 25, 


Rear Admiral Bartholomew W. Hogan, Surgeon 
General and Chief of Bureau 


Bureau of Narcotics 
(Trocsery Depprement) 
300 E St. N Washington, D. C. 
Harry J. Anslinger, Commissioner 


Children's Bureau (1912 
Department of Healt 
‘are 


530 Independence Avenue, S.W., Washington, 


Mrs, Katherine B, Oettinger, Chief 


Division of Health Services 


Maternal and Child Health Services 
Crippled Children’s Services 


» Education and Wel- 


Office of Civil and Defense Mobilization 
Washington, D. C. 
Gov. Leo A. Hoegh, Director 


Dominion Bureau of Statistics 

Ottawa, Ontario, Canad. 

F. F. Harris, Dir. —“Health and Welfare Division 
Publications 


Annuals 
LIST OF HOSPITALS IN CANADA 
Ss STATISTICS, SERVICES & FA- 


CILITI 

HOSPITAL ect A TTC, beara OAL 
MENTAL HEALTH STATISTI 

MENTAL SHEALTH "STATISTICS, FINAN- 
CIAL ba rie 

MENTAL HEALTH NSTATISTICS, PATIENTS 
IN INSTITUTIONS 


IN. 
Eee STATISTIC 
bei rene STATISTICS, FINANCIAL 


SU MENT 
TUBERCULOSIS STATISTICS, PATIENTS IN 
INSTITU’ 


REPORT ON VITAL STATISTICS 


Occasionals 


Various bulletins on Hospitals, Tuberculosis, 
Mental, Vital and Public Health statistics. 
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Milbank Memorial Fund 
40 Wall Street, New York 5, Ls pol York 
Frank G. Boudreau, M.D., Presid 
Helen S. McGuire, ‘Secretary 


National Executive Housekeepers’ Association 
Glendale, Sanitarium and Hospital 
Box 871, Glendale, California 
Mrs. Mildred ie Chase, President 


National Health and Welfare Retirement As- 
sociation, Inc. (1945) 
800 Second Ave., New York 17, New York 
Ralph Blanchard, President 


National Safety Council (1913) 
425 N. Michi, ge Ave gona, Chicago 11, Illinois 
Howard Pyle, Presiden 
R. L. Forney, freee 


Publications 
NATIONAL SAFETY NEWS 1919), 
Monthly, Annual Fee, $6.50 


Other Publication, Reports and Special materials 
are also available. 


Russell Sage Foundation 


505 Park Avenue, New York 22, New York 
Donald Young, President 


Publications 


ANNUAL REPORT and list of publications 
available on request. 


Rockefeller Foundation 


111 West 50 Street, New York 20, New York 
Dean Rusk, President 


FEDERAL GOVERNMENT AGENCIES 


Federal Hospital Council 
Department of Health, Education and Welfare 
Federal Social Security Building South, Wasb- 
ington 25, D. C. 
Leroy E. Burney, M.D., Surgeon General 
Public Health Service, Chairman Ex-Officio 
Members 


Frank W. Allcorn, Jr., Warm Springs, Ga. 
Lisbeth Bamberger Washington 6, D.C. 
The Most Rev. J. Brunini, D.D. Aux. 
Bishop of Natchez-Jackson, Mississippi 

u, New York 
Edwin L. Crosby, M.D., Chicago, Ill. 

; di DD. Ilman, Washington 
Cleon A. Nels. M.D., Indianapolis, Indiana 
Douglas E. H . Williams, Ann Arbor, Mich. 


Department of Health, Education and Welfare 
4th Street and Independ A , GW, 
Washington 25, D. 
Arthur S. Flemming, < Seo 
Office of Education 
Public Health Service 
Office of Vocational Rehabilitation 
Social Security Administration 
Food and Drug Administration 





Food and Drug Administration (1927) 
a: aa of Health, Education and Wel- 
4th Street and Independence Avenue, S. W., 


Washington, D. 
G. T. Larrick, Commissioner 


Institute of Inter-American Affairs 
499 Pennsylvania A e, Washing 25, 


H. Nan. Zile Hyde, Director Division of Health 
and Sanitation 





National Health and Welfare (1944), Depart- 
ment of, 
Copeland Building, Ottawa, — 
G. A eron, M.D., Deputy Minister of 
National Health and Weltare’ (Health) 
K. C. Charron, M.D., Director of Health Serv- 
ices Directorate 


Publications 


CAA S HEALTH AND WELFARE, 

onth 

CANADIAN NUTRITION NOTES, Monthly 
Reports and other Bulletins are also’ available. 


Pan American Sanitary Bureau (1901) 
Regional Office for the Americas of the World 
ealth Capen (19. 
1501 New Hampshire Avenue, N.W., Wash- 
ington 6, D.C. 
Abraham Horwitz, M.D., Director 


Pan American Union (1890) 


17th Street between Constitution Avenue and 
C Street, N.W., Washington 6, D.C. 
Jose A. Mora, Secretary General 


Social Security Administration (1935) 
—" of Health, Education and Wel- 
are 


4th Street and Independence Avenue, S.W,, 
Wash. C, 


William L. Mitchell, Commissioner 
Bureau of Old Age and — Insurance 
Bureau of Federal Credit Unions 
Bureau of Public Assistance 
Children’s Bureau 


Office of the Surgeon General 
aes mower TTS) of Army, Department of De- 


Main Nes ae. ,» Washington 25, D.C. 
Lt. General L. ” Heaton, The Surgeon General 


United States Office of Education (1867) 


(Department of Health, Education and Wel- 
fare) 


330 fate sahinee Ave., S.W., Washington 


scious G. Derthick, Commissioner 





United States Public Health Service (1798) 
a *-- oaaee of Health, Education and Wel- 
are 


Washington 25, D. C. 


Officers 
Leroy E. Burney, M.D., Surgeon General 
J. *, Porterfield, MD., Deputy Surgeon Gen- 


en. 
Assistant Surgeons General, O. L. Anderson, 
and Lucille Petry Leone 


Bureau of Medical Services 


James V. Lowry, M.D., Chie, 
Charles idhencch, Exec. O 


Division of Dental Resources 
John W. Knutson, D.D.S., Chief 


Division of Nursing Resources 
Apolonia Adams, Chief 


Division of Hospital Facilities 
Jack C. Haldeman, M.D., Chief 
Technical Services Branch 
August V. Hoenack, Chief 


Public Health Service Regional Offices 


Boston Region 


Area: Connecticut, Maine, Vermont, New 
Hampshire, Rhode Island, Massachusetts 
Aaapes:: 120 Boylston St., Boston 16, Massa 

chusetts 


New York Region 
ane, Rietemane, New Jersey, New York, Peno- 


a" “42 Broadway, Néw York 4, N. Y. 
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Washington, D. C. Region 
Area: District of Columbia, M: 
Puerto Rico, Virgin Islands, 
Carolina, West Virginia. 
Address: 700 East Jefferson St., Charlottesville, 
Virginia 


land, Virginia, 
entucky, North 


Atlanta Region 
Area: Alabama, Florida, Georgia, Tennessee, 
South Carolina, Mississippi. 
Address: 50 Seventh Street, Atlanta 23, Georgia. 


Chicago Regton 
wee D aaa Indiana, Michigan, Ohio, Wis- 


PY ono "433 W. Van Buren S. 
Illinois. 


Kansas City Region 
Area: Towa, Kansas, Milenseth, Jeeeeei, Ne- 
braska, North Dakota, South D 
Address: Federal Office Building, O11 Wal- 
nut St., Kansas City 6, 


Chicago 7, 


DIRECTORY NUMBER 


Dallas Region 
Area: Arkansas, New Mexico, Oklahoma, 
Louisiana, Texas. 
Address: 1114 Commerce Street, Dallas 2, 
Texas. 


Denver Region 


Area: Colorado, Idaho, Utah, Wyoming, 
Montana. 
Address: New Customs House, 19th & Stout 


Sts., Denver 2, Colo. 


San Francisco Region 
Area: Alaska, Arizona, California, Guam, 
Hawaii, Nevada, Oregon, Washington. 
Address: Room 441, Federal Bldg., Civic Cen- 
ter, San Francisco 2, California. 


Veterans Administration (1930) 
Vermont Avenue, ss ge H and 1 Streets, 
N.W., Washington 25, D. C. 


Officers 
William S. Middleton, M.D., Chief Medical 
nn 
Cecilia H. Hauge, R. N., Director—Nursing 
Service 


Veterans Affairs (1944), Department of 


Ottawa, Ontario, Canada 

Hon. A. J. Brooks, Miéinister of Veterans 
Affairs, Ottawa, Ontario, C. la 

Lucien a, Deputy Minister 

p? Crawford, M.D., Director General of 
ak Services 


Office of Vocational Rehabilitation (1943) 
er ane of Health, Education and Wel- 


“ 5 & pein Ave., S.W., Washington 


Miss Fat E. Switzer, Director 
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new ROTARY machines, detergent and mender FOR 


FAST, LOW-COST SURGICAL GLOVE PROCESSING 


The fastest, easiest and most economical way to process surgical gloves is the 
Rotary way. For example: Even in a 100-bed hospital, Rotary machines will pay 
back their cost in actual savings over hand methods in less than a year. 





ROTARY 
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WASHER: Specialized machine 
developed expressly for surgical 
gloves. Three times faster than 
hand method. Takes only 8 min- 
utes of operator’s time per load. 
No punishing agitators or fast ro- 
tating drums. Unique pulsating 
action cleans gloves thoroughly in- 
side and out. Water drained auto- 
matically at end of each cycle. 
Stainless steel cabinet. Capacity: 
150 gloves. Dimensions: 25” wide 
x 20” deep x 35” high. Operates 
on 110V, 60C, AC. 


DRYER: Designed specifically for 
surgical gloves. Drying time 30 
minutes . . . three times faster 
than by hand. Takes less than one 
minute of operator’s time. Faster, 
safer, because warm air at safe 
temperature is blown directly and 
continuously into tumbling drum 

. revitalizing the gloves as they 
dry. Excess water is removed at 
start of drying cycle. Totally en- 
closed heater thermostatically con- 
trolled to eliminate excessive heat 
build-ups. Unique air circulation 
keeps operating parts clean, pro- 
motes safety. Stainless steel cabi- 
net. Capacity: 150 gloves. Dimen- 
sions: 25” wide x 20” deep x 35” 
high. Operates on 110V, 60C, 15 
amp AC, 


POWDERER: Ten times faster 
than hand method. Powdering 
time 4 to 8 minutes (depending 
on thickness of coating). Takes 
less than one minute of operator’s 
time. Even coating of powder, in- 
side and out, without turning. Air- 
tight. No powder escapes. Powder 
recovered in bin which doubles as 
measuring cup. Flat stainless steel 
work top with gray enamel or 
stainless steel cabinet. Capacity: 
150 gloves. Dimensions: 25” wide 
x 20” deep x 35” high. Operates 
on 110 V, 60C, AC. 


HOSPITAL EQUIPMENT CORP. 


Rotary products are distributed through accredited hospital suppliers in U.S.A., Canada and foreign countries. 








GLOVE DETERGENT: Removes 
stubborn hospital soils quickly, 
safely. After rinsing, gloves are 
completely residue-free. Packaged 
in 12 moisture-proof 4 oz. packets 
to a self-dispensing wall hanger 
carton. Each packet contains the 
correct amount for one wash cycle 
(150 gloves or less) in a Rotary 
or any 18-23 gallon machine. 
Available also in 10-lb. bulk con- 


tainer. 





GLOVE MENDER: Expressly for- 
mulated for repairing surgical 
gloves. As a liquid mender, it 
eliminates need for cutting and 
fitting patches. In itself, it is the 
patch. You simply squeeze on a 
thin layer and let it dry. Conven- 
ient 1-oz. tube. 


FREE! GLOVE PROCESSING MANUAL 


mailed on request, plus 
illustrated literature de- 
scribing the all-new 
Rotary line. 


1750 DALE RD., 
BUFFALO 25, N.Y. 
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Florian H. Baumgartner, M.D. 
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MISSOURI 
KANSAS CITY 
Timothy S. Bourke, M.D. 
4535 Rockhill Terrace 


ST. LOUIS 
James P. Murphy, M.D. 
634 N. Grand Blvd. 


MONTANA 
GREAT FALLS 
Patrick E. Logan, M.D. 
Medical Arts Bldg. 


NEBRASKA 
OMAHA 
Byron B. Oberst, M.D. 
307 South 93rd St. 


NEW HAMPSHIRE 
MANCHESTER 
Joseph M. McCarthy, M.D. 
21 South State St. 
Concord 


NEW YORK 
ALBANY 
Daniel F. O’Keeffe, M.D. 
153 Bay St. 
Glens Falls 


BRONX 
Anthony J. Altieri, M.D. 
2438 Morris Ave. 
New York 68, N.Y. 


BROOKLYN 
George F. Cunningham, M.D. 
615 3rd St. 


BUFFALO 
Edward M. Tracy, Jr., M.D. 
229 Main St. 
Hamburg 


ELMIRA 
James A. Mark, M.D. 
371 W. Church St. 


NEW YORK 
James T. Daniels, M.D. 
642 Park Ave. 
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James Barry, M.D. 

704 Washington St. 
QUEENS COUNTY 

Arthur Klaum, M.D. 
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Forest Hills 
ROCKVILLE CENTRE 
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UTICA 

Anthony G. Chanatry, M.D. 

2000 Sunset Ave. 
WESTCHESTER 

Edward J. Dealy, M.D. 

120 Davis Ave. 

White Plains 


OHIO 
CINCINNATI 
Charles S. Blase, M.D. 
2600 Union Central Building 
CLEVELAND 
Thomas J. Barrett, M.D. 
16801 Euclid Ave. 
COLUMBUS 
Philip C. Rond, M.D. 
1500 West 3rd Ave. 
DAYTON 
Gerard A. Weigel, M.D. 
300 Fidelity Building 
STEUBENVILLE 
Raymond M. Cagnina, M.D. 
909 Third St. 
Brilliant, Ohio 
TOLEDO 
Charles S$. Wohl, M.D. 
Scottwood Medical Center 
YOUNGSTOWN 
D. Edward Pichette, M.D. 
1005 Belmont Ave., Room 320 


OKLAHOMA 
OKLAHOMA 
Irwin Brown, M.D. 
413 N. W. 12th St. 
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OREGON 

EUGENE 
George Teller, M.D. 
Eugene Hospital and Clinic 
1162 Willamette 

PORTLAND 
James T. Hart, M.D. 
6201 S. W. Capitol Hwy. 


PENNSYLVANIA 


PHILADELPHIA (ST. FRANCIS OF ASSISI GUILD) 


Gino G. Papola, M.D. 

7 Englewood Rd. 

Upper Darby 
PHILADELPHIA (ST. RENE GOUPIL GUILD) 

James P. McEvilly, M.D. 

Crestmont Ave. & Orchard Lane 
PITTSBURGH 

Charles L. Schmitt, M.D. 

3700 Fifth Ave. 


SOUTH DAKOTA 
SIOUX FALLS 
William E. Donahoe, M.D. 
1600 S. Western 


TENNESSEE 
KNOXVILLE 
Warren G. Reed, M.D. 
1721 Magnolia Ave., N.E. 
NASHVILLE 
Clemens Aita, M.D. 
Bennie Dillon Building 


TEXAS 

AUSTIN 
Alfred J. Kelly, M.D. 
509 W. 18th St. 

DALLAS 
Louis C. Johnston, M.D. 
3121 Bryan St. 

EL PASO 
Charles E. Webb, M.D. 
1501 Arizona St. 

FORT WORTH 
Harry Womack, M.D. 
1520 Thomas PI. 


HOUSTON 
Joseph Spezia, M.D. 
4832 Caroline St. 





SAN ANTONIO 
Wallace Geissler, M.D. 
313 Medical Professional Building 


VERMONT 
BURLINGTON 
Maurice J. Walsh, M.D. 
216 South Union St. 


VIRGINIA 

ARLINGTON 
James F. Ambury, M.D. 
902 South Glebe Rd. 

RICHMOND 
Joseph T. Byrne, M.D. 
Seaboard Building 
3600 W. Broad St. 


WASHINGTON 
TACOMA 
Stevens S. Sanderson, M.D. 
1702 Brookside Terrace 


WISCONSIN 

LA CROSSE 
Patrick J. Murphy, D.D.S. 
210 Linker Building 

MILWAUKEE 
Maurice B. Byrnes, M.D. 
7029 Milwaukee Ave. 
Wauwatosa 


WYOMING 
NORTH CENTRAL WYOMING (SHERIDAN ) 
John A. Knebel, M.D. 
171 North Wyoming Ave. 
Buffalo, Wyo. 


PUERTO RICO 
SANTURCE 
Salvador Busquets, M.D. 
659 Abolicion 
URB. Baldrich 
Hato Rey, P. R. 


CANADA 
BRITISH COLUMBIA (VANCOUVER ) 
John C. McKenzie, M.D 
7575 Cambie St. 
MANITOBA (WINNIPEG ) 
John N. R. Scatliff, M.D. 
Misericordia General Hospital 
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U.S. InpustRiAL CHEemieats Co, 


U.S. INpusTRIAL CHEMICALS Co. 








U.S.P. ALCOHOL 





ANAHEIM, CALIF. 







U.S.P, ALCOHOL 








U.$.P. ALCOHOL 









CLEVELAND, OHIO 


® 


U.S.P ALCOHOL 


U.S. INDUSTRIAL CHEmIeaLs Co. 
NEWARK, Nod. 












U.S.P ALCOHOL 









U.S.P ALCOHOL 


| 
US. IxpustRiAL CHEMICALS (Co. 


CINCINNATI, OHLO 





U.S.P. ALCOHOL 







US. INpustriat CHemiears Co. 
BOSTON, MASS. , 








® 


ond 


You can always depend on prompt delivery of 


When U.S.I. is your supplier of pure ethyl alcohol, 
delivery is always prompt—for this reason: U.S.I. 
maintains a nationwide network of bonded ware- 
houses. Chances are, one of these warehouses is with- 
in less than a day’s delivery time of your hospital. 

In addition, long experience in supplying pure ethyl 
alcohol enables U.S.I. to offer you helpful assistance 
in handling alcohol paperwork—permits and records. 
U.S.I. technical assistance, too, is based on long expe- 
rience in serving hospitals such as yours. 

With dependable U.S.I. delivery and service you 
can avoid fluctuations in your alcohol stock .. . tie-up 
of valuable storage space... needless complication of 
inventory records...the hazard of being caught short 


DIRECTORY NUMBER 


U.S.1. pure ethyl alcohol from one of these warehouse points 


when you get a major emergency call. 

U.S.I., America’s oldest and most experienced pro- 
ducer of hospital and industrial ethyl alcohol, has 
been serving hospitals for more than half a century. 

Specify U.S.I. ethyl alcohol... high in purity... 
prompt in delivery. 


UA pe abbot USP) 
NDUSTRIAL CHEMICALS CO. 


Division of National Distillers and Chemical Corp. 
99 Park Ave., New York 16, N.Y. 
Branches in principal cities 
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Buyers’ Guide 


Advertisers. Addresses Begin on Page 420 


ABSORBENT COTTON 
Acme Cotton Products Co. 
Bauer & Black, Div. of The Kendall Co. 
Carolina Absorbent Cotton Co. 
Johnson & Johnson 
Marsales Co. 
Scholl Mfg. Co. 
Seamless Rubber Co. 


ABSTRACT SERVICE 
Physicians’ Record Co. 


ACCOUNTING FORMS AND 
SYSTEMS 
Acme Visible Records, Inc. 
National Cash Register Co. 
Physicians’ Record Co. 
Remington Rand, Div. of Sperry Rand 
Corp. 
Royal McBee Corp. 


ACCOUNTING MACHINES 
Burroughs Corp. 
International Business Machines Corp. 
National Cash Register Co. 
Remington Rand, Div. of Sperry Rand 
Corp. 
Royal McBee Corp. 


ADHESIVE TAPES 
Acme Cotton Products Co. 
Bauer & Black, Div. of The Kendall Co. 
Bay Div., Parke-Davis & Co. 
Carolina Absorbent Cotton Co. 
Johnson & Johnson 
Marsales Co., Inc. 
Scholl Mfg. Co. 
Seamless Rubber Co. 


AIR CONDITIONING EQUIPMENT 


Carrier Corp. 
Dunham-Bush, Inc. 
Waukesha Motor Co. 


AIR FRESHENERS, CLEANERS AND 
CIRCULATORS 


Airkem, Inc. 
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Continental Hospital Service, Inc. 
Institutional Supply Co. 
LeFevre Chemical Co. 


ALARMS AND ALARM SYSTEMS 
Auth Electric Co. 
Edwards Co., Inc. 
International Business Machines Corp. 
Posey Co., J. T. 
Sperti Faraday, Inc. 


ALCOHOL 
Aloe Co., A. S. 
Merrell Co., Wm. S. 
Parke-Davis & Co. 
U. S. Indtistrial Chemicals Co. 


ALKALIES: LAUNDRY 


Kohnstamm & Co., H. 
Wyandotte Chemicals Corp. 


AMBULANCES 
Cadillac Motor Car Div., General Motors 
Corp. 


AMBULATION DEVICES 
American Sterilizer Co. 
The Colson Corp. 

Simmons Co., Hausted Div. 


ANALGESICS 


Abbott Laboratories 

Cutter Laboratories 

Lederle Laboratories 

Lilly & Co., Eli 

Merrell Co., Wm. S. 
Organon, Inc. 

Parke-Davis & Co. 

Squibb & Sons, E. R. 
Winthrop Laboratories, Inc. 
Wyeth Laboratories, Inc. 


ANATOMICAL CHARTS 


Clay-Adams, Inc. 
Denoyer-Geppert Co. 


(Index to Advertisers’ Addresses, page 420) 


ANESTHESIA APPARATUS 
Air-Shields, Inc. 
Aloe Co., A. S. 
American Hospital Supply Corp. 
Becton, Dickinson & Co. 
Clay-Adams, Inc. 
Continental Hospital Service, Inc. 
Debs Hospital Supplies, Inc. 
Mueller & Co., V. 
National Cylinder Gas, Div. of Cheme- 
tron Corp. 
Ohio Chemical & Surgical Equipment 


Co. 
Sklar Mfg. Co. 


ANESTHETICS: GENERAL 


American Cyanamid Co., Surgical Prod- 
ucts Div. 

Ayerst Laboratories 

Lederle Laboratories 

National Cylinder Gas, Div. of Cheme- 
tron Corp. 

Ohio Chemical and Surgical Equipment 


0. 
Parke-Davis & Co. 
Puritan Compressed Gas Corp. 
Squibb & Sons, E. R. 


ANESTHETICS: TOPICAL 
Abbott Laboratories 
American Cyanamid Co., Surgical Prod- 

ucts Div. 
Doho Chemical Corp. 
Lilly & Co., Eli 
Merrell Co., Wm. S. 
Parke-Davis & Co. 
Schueler and Company 
Squibb & Sons, E. R. 
Winthrop Laboratories, Inc. 


ANNOUNCEMENTS: BIRTH 


Hollister Incorporated 
Meinecke & Co. 


ANTIBIOTICS 
Abbott Laboratories 
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THE “HOT” CANISTER 


CONTAINS MALLINCKRODT 
INDICATING SODA LIME 


When you use Mallinckrodt Indicating Soda Lime two 
important things happen: (1) the canister gets hot, indicating 
effective absorption of CO,; (2) when the soda lime is no 
longer able to absorb CO, efficiently, it turns from rose to 
bright yellow. These two advantages help protect both you 
and the patient. 


eme- 
Efficient absorption is the rule with Mallinckrodt Indicating 


ee Soda Lime because it is tested for hardness, surface area, 
shape and size. We have developed a highly porous, pop- 
cornlike granule whose high surface area increases absorp- 
tion rate and efficiency—without impeding flow of gases. 





'rod- 

Our soda lime is protected in a sturdy airtight container 
am (3 Ib.), assuring freshness, with a free-pouring spout. 
’ Available through your usual source of supply. 
nent 

Remember, too, Mallinckrodt makes the finest ether for anese 

thesia... , unsurpassed for purity, potency and volatility, 

Packaged in the specially designed can with the uniquely treated 

surface which preserves pure anesthetic ether almost indefinitely 

and which we believe is superior to all others, 
rod- 


MALLINCKRODT 


MALLINCKRODT ST., ST. LOUIS 7, MO. 
72 GOLD ST., NEW YORK 8, N.Y. 
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Lederle Laboratories 

Lilly & Co., Eli 

Merrell Co., Wm. S. 
Parke-Davis & Co. 

Squibb & Sons, E. R. 
Upjohn Co. 

Winthrop Laboratories, Inc. 
Wyeth Laboratories, Inc. 


ANTICOAGULANTS 
Abbott Laboratories 
Cutter Laboratories 
Organon, Inc. 
Parke-Davis & Co. 
Squibb & Sons, E. R. 
Upjohn Co. 


ANTIHISTAMINICS 
Lilly & Co., Eli 


Merrell Co., Wm. S. 
Parke-Davis & Co. 






Winthrop Laboratories, Inc. 
Wyeth Laboratories, Inc. 


ANTISEPTICS 
Abbott Laboratories 
Aloe Co., A. S. 
American Hospital Supply Co. 
Bard-Parker Co., Inc. 
Huntington Laboratories, Inc. 
Lilly & Co., Eli 
Lorvic Corp. 
Merrell Co., Wm. S. 
Parachlor Chemical Co. 
Parke-Davis & Co. 
Peck’s Products Co. 
Ross, Inc., Will 
Squibb & Sons, E. R. 
Vestal, Inc. 
Winthrop Laboratories, Inc. 
Wyeth Laboratories, Inc. 


TO MEET YOUR 
DEMAND FOR LONGLIFE 
APRON DUCK AND 
COTTON PADDING 


-»ewe enlarged our Atlanta mill 


Longlife Apron Duck is preferred 

because: 

1. It delivers a beautiful, smooth 
finish 

2. Woven to provide a minimum of 
stretch 

8. Costs less per day of operation 

One reason for its durability is 

that Longlife Apron Duck has 

more threads per inch — it’s 4 x 5 

ply instead of the usual 4x 4, Long- 

life outwears duck of comparable 

weight by 20% and leaves less im- 


Ps) 


awe aes? 





TINGUE, 


390 


BROWN @& CO. 


1765 Carter Avenue « New York 57, N.Y. e CYpress 9-8800 
1227 Wabash Avenue * Chicago 5, Illinois * HArrison 7-0083 
723 E. Washington Bivd, e Los Angeles 21, Calif. « Richmond 9-6023 
507 Bishop St. N. W. e Atlanta 13, Ga. © TRinity 4-3864 


pression on finished work because 
the weave is finer. Another fea- 
ture: The four control lines woven 
into the fabric make the apron run 
true. 

Because we have been supplying 
laundries direct for nearly 60 
years, we know the requirements 
of your operations and can satisfy 
all of your fabric needs. For fur- 
ther information about our line, 
ask any Tingue, Brown office to 
send a sales-serviceman to your 
plant. 


Cross-section diagram showing the knitted con- 
struction of our 5” cotton padding for presses 
and flatwork ironer rolls. Cotton gives you more 
absorbency and resiliency than any other material. 
Tingue, Brown cotton padding retains its resiliency 
because it is knitted uniformly with exclusive 
double-filled rovings. Non-burning warp yarn sub- 
stantially increases its useful life. 














ANTISPASMODICS 
Lederle Laboratories Div., American 
Cyanamid Co. 
Lilly & Co., Eli 
Parke-Davis & Co. 
Squibb & Sons, E. R. 
Winthrop Laboratories, Inc. 
Wyeth Laboratories, Inc. 


APPLICATORS: COTTON-TIPPED 
Aloe Co., A. S. 
American Hospital Supply Corp. 
Bauer & Black, Div. of The Kendall Co, 
Carolina Absorbent Cotton Co. 
Continental Hospital Service Co. 
Debs Hospital Supplies Co. 
Johnson & Johnson 
Marsales Co., Inc. 
Ross, Inc., Will 
Weck & Co., Inc., Edward 


APPLICATORS: DIATHERMY 


Aloe Co., A. S. 
Burdick Corp. 
Mueller & Co., V. 


APPLICATORS: WOOD 


Aloe & Co., A. S. 

American Hospital Supply Co. 
Continental Hospital Service, Inc. 
Debs Hospital Supplies, Inc. 
Meinecke & Co., Inc. 

Ross, Inc., Will 

Weck & Co., Inc., Edward 


APPLIERS: WOUND CLIP 


Clay-Adams, Inc. 
Orthopedic Equipment Co. 


APPRAISAL SERVICE 


American Appraisal Co. 
Marshall and Stevens, Inc. 


APPAREL AND GARMENTS 
(See Garments and Gowns) 


ASPIRATORS 
Air-Shields, Inc. 
Aloe Co., A. S. 
American Hospital Supply Co. 
Gomco Surgical Mfg. Co. 
Debs Hospital Supplies Co. 
Mills Hospital Supply Co. 
Mueller & Co., V. 
Sklar Mfg. Co., J. 
Sorensen Co., Inc. 


AUTOCLAVES 
American Sterilizer Co. 
Barnstead Still & Sterilizer Co. 
Castle Co., Wilmot 
Lumex, Inc. 
Pelton & Crane Co. 
Ritter Co., Inc. 
Shampaine Industries 
Weck & Co., Inc., Edward 


AUTOPSY TABLES 


American Sterilizer Co. 
Blickman, Inc., S. 

Crane Co. 

Jewett Refrigerator Co. 
Shampaine Industries 
Van Range Co., John 
Weck & Co., Inc., Edward 


AWARDS: SERVICE (PERSONNEL) 
Balfour Co., L. G. 
Gilbert Co., Inc., D. L. 
Pollack & Co., Inc., J. O. 


BABY CREAMS AND LOTIONS 


Colgate-Palmolive Co. 

Desitin Chemical Co. 

Johnson & Johnson 

Mennen Co. 

Revlon, Inc. (Pharmacal Div.) 
Squibb & Sons, E. R. 


(Index to Advertisers’ Addresses, page 420) 
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Let this emblem 
help you 





when purchasing 
hospital supplies 


and equipment 





SEEING IT ASSURES YOU THAT THE DEALER: 


Handles high-quality merchandise 


Has skilled and trained personnel 


Can offer technical guidance gained through years of experience, and 


Will provide prompt service 


This emblem appears on the stationery, the vehicles and in 
the stores of the American Surgical Trade Association members. 


IT CAN SAVE YOU TIME AND MONEY...... LOOK FOR IT 





AMERICAN SURGICAL TRADE ASSOCIATION 


176 WEST ADAMS STREET CHICAGO 3, ILLINOIS 


DIRECTORY NUMBER 391 








' Meinecke 


helps you serve 
more patients, better 


NEW 710 


“‘patient 
comfort kit”’ 





This bedside companion adds a 
welcome personal touch that builds 
better public relations . . . con- 
tains items every patient needs for 
personal comfort: T.L.C.* body lo- 
tion and kerchiefs, Cepacol mouth 
wash, comb and toothbrush. Many 
other items available. 





Pre bled and lized with your 
hospital name and address if desired, 
“Patient Comfort Kits’? mean 

e Positive cost control 

© Simplified procurement and handling 
@ Reduced inventory 

© Minimized storage and stockroom prob- 





lems 
© No loss or waste 


2 styles: 
D.25—Regular kit (with- 
out carrying handle) $1.03 ea. 
D.30—Deluxe kit (with 
carrying handle) .... 1.15 ea. 
Write for complete details today. 


4h 8o 


Meinecke & COMPANY, INC yy 


Over 65 years of continuous 
service to the hospitals of America 


215 Varick St. ° New York 14, N.Y. 


Branches in Los Angeles and Sunnyvale, Calif., 
Dallas, Chicago & Columbia, S. C. 
*T. L.C. is a Reg. TM of Polychem Corp. 
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BABY POWDER 
Colgate-Palmolive Co. 
Johnson & Johnson 
Parke-Davis & Co. 
Squibb & Sons, E. R. 


BAGS AND HAMPERS 
Aloe Co., A. S. 
Kohnstamm & Co., Inc., H. 
Kuttnauer Mfg Co 
Melrose Hospital Uniform Co., Inc. 
Ross, Inc., Will 
Shampaine Industries 


BAGS: PAPER (WASTE RECEPTA- 
CLE) 
Busse & Co., Inc., Robert 
Central States Paper & Bag Co. 
Master Metal Products, Inc. 
Ross, Inc., Will 
Shampaine Industries 


BANDAGES: ELASTIC 


Acme Cotton Products Co. 

American Cyanamid Co., Surgical Prod- 
ucts Div. 

Bauer & Black 

Becton, Dickinson & Co. 

Connecticut Bandage Mills, Inc. 

Eisele & Co 

Johnson & Johnson 

Scholl Mfg. Co. 

Tetra Co., The 


BANDAGES AND DRESSINGS 
Acme Cotton Products Co. 
Aloe Co., A. S. 
American Cyanamid Co., Surgical Prod- 

ucts Div 

Bauer & Black 
Bay Division, Parke-Davis & Co. 
Carolina Absorbent Cotton Co. 
Chesebrough-Pond’s, Inc. 
Johnson & Johnson 
Marsales Co. 
Scholl Mfg. Co. 
Seamless Rubber Co. 


BASKETS: DRESSING AND DRUG 


American Hospital Supply Corp. 
Meinecke & Co. 


BASKETS: LAUNDRY 


Colson Corp. 
Kohnstamm & Co., Inc., H. 


BASKETS: WASTE 
American Hospital Supply Co. 
Hard Mfg. Co. 
Master Metal Products, Inc. 
Mills Hospital Supply Co. 
Ross, Inc., Will 
Shampaine Industries 


BASSINETS 
Aloe Co., A. S. 
American Hospital Supply Co. 
Blickman, Inc., S. 
Debs Hospital Supplies, Inc. 
Hard Mfg. Co. 
Mills Hospital Supply Co. 
Mueller & Co., V. 
Ross, Inc., Will 
Simmons Co., Contract Div. 
Weck & Co., Inc., Edward 


BATHROBES 


American Hospital Supply Co. 
Debs Hospital Supplies, Inc. 
Kuttnauer Mfg. Co. 

Melrose Hospital Uniform Co. 
Ross, Inc., Will 


BATHS: HYDROTHERAPY 
(See Hydro-therapeutic equipment) 
BATHTUBS AND BATHROOM FIX- 
TURES 
Crane Co, 
(Index to Advertisers’ Addresses, page 420) 


Grant Pulley & Hardware Corp. 
Kohler Company 
Sparling, C. D. 


BED PANS 
Aloe Co., A. S. 
American Hospital Supply Co. 
Debs Hospital Supplies, Inc. 
Meinecke & Co. 
Vollrath Co., The 


BED SIDES: SAFETY 
Beam Metal Specialties 
Hard Mfg. Co. 

Hill-Rom Co. 

Hospital Furniture, Inc. 
Huntington Furniture Co. 
Shampaine Industries 
Simmons Co., Contract Div. 
Simmons Co., Hausted Div. 
Superior Sleeprite Corp. 


BED TABLES OR TRAYS 
American Hospital Supply Corp. 
Beam Metal Specialties Co. 
Blickman, Inc., S. 

Carrom Industries 
Colson Corp. 
Hard Mfg. Co. 
Hill-Rom Co. 


BEDS: ADJUSTABLE (GATCH 
SPRING) 
Aloe Co., A. S. 
Carrom Industries, Inc. 
Franklin Hospital Equipment Corp. 
Hard Mfg. Co. 
Hill-Rom Co. 
Huntington Furniture Corp. 
Simmons Co., Contract Div. 
Superior Sleeprite Co. 


BEDS: ADJUSTABLE HEIGHT 
(MOTOR DRIVEN ) 
Aloe Co., A. S. 
American Metal Products Co. 
American Seating 
Carrom Industries, Inc. 
Hard Mfg. Co. 
Hill-Rom Co. 
Hospital Furniture, Inc. 
Huntington Furniture Corp. 
Ingersoll Div., Borg-Warner Corp. 
Shampaine Industries 
Superior Sleeprite Corp. 


BEDS: DORMITORY 
Hard Mfg. Co. 
Hill-Rom Co. 
« Ross, Inc., Will 
Simmons Co., Contract Div. 


BEDSIDE OUTLET SYSTEMS: LIGHT- 
ING, SPEAKER, OXYGEN, ETC. 


Sunbeam Lighting Co. 


BEDSPREADS AND LINENS 
American Hospital Supply Co. 
Baker Linen Co. 

Bates Fabrics, Inc. 

Carolina Absorbent Cotton Co. 
Hardy & Co., James G 
Kuttnauer Mfg. Co 

Sherman Mills, Inc. 

Standard Textile Co., Inc. 


BELTS: RESTRAINT 
Duxe Products 
Meinecke & Co., Inc. 
Melrose Hospital Uniform Co. 
Posey Co., J. T 


BEVERAGES 
Allen Foods, Inc. 
Chicago Dietetic Supply House, Inc. 
Cramore Fruit Products, Inc. 
Fearn Foods, Inc. 
Fino Food Processing Co. 


(Continued on page 399) 


HOSPITAL PROGRESS, 1961 








BUYERS’ GUIDE 
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Florida Citrus Commission 
Heublein, Inc. 

M & R Dietetic Laboratories 
Milani Foods, Inc., Louis 
Railton Company, B. A. 
Sexton & Co., John 


BEVERAGE SERVERS 
Blickman, Inc., S. 
Bunn-Capitol Co. 

- Colson Corp. 
Don and Co., Edward 
chy Frary & Clark, Stanley Thermal 

iv. 

Legion Utensils Co., Inc. 
Mealpack Corp. 
Meals-on-Wheels System 
Nutting Truck & Caster Co., Inc. 
Shampaine Industries 
Swartzbaugh Mfg. Co. 
Vollrath Co. 


BINS: STORAGE 
Blickman, Inc., S. 
Burroughs Mfg. Co. 
Market Forge Co. 


BIOLOGICALS 
Abbott Laboratories 
Ayerst Laboratories 
Cutter Laboratories 
Lilly & Co., Eli 
Parke-Davis & Co. 
Squibb & Sons, E. R. 
Upjohn Co. 
Wyeth Laboratories, Inc. 


BIRTH CERTIFICATES 
Gilbert Co., Inc., D. L. 
Hollister Incorporated 
Physicians’ Record Co. 


BLADES: SURGICAL 
A. S. R. Products Corp. 
Bard-Parker Co., Inc. 
Clay-Adams, Inc. 

Eisele & Co. 
Meinecke & Co. 
Posey Co., J. T. 
Weck & Co., Edward 


BLANKETS: COTTON, WOOL, ETC. 
Baker Linen Co., H. W. 
Chatham Mfg. Co. 
Hardy & Co., James G. 
Kuttnauer Mfg. Co. 
Sherman Mills 
Standard Textile Co., Inc. 


BLANKETS: ETHER (SHEET) 
Carolina Absorbent Cotton Co. 
Kuttnauer Mfg. Co. 


BLEACHES: LAUNDRY 
Klenzade Products, Inc. 
Kohnstamm & Co., H. 
Wyandotte Chemicals Corp. 


BLOOD BANK EQUIPMENT 
Aloe Co., A. S. 
American Hospital Supply Corp. 
Baxter Laboratories, Inc. 
Clay-Adams, Inc. 
Cutter Laboratories 
Jewett Refrigerator Co., Inc. 
Victory Metal Mfg. Co. 


BLOOD COLLECTING AND DIS- 
PENSING EQUIPMENT 
Abbott Laboratories 
Baxter Laboratories 
Becton, Dickinson & Co. 
Clay-Adams, Inc. 
Macbick Corp. 


BLOOD PLASMA 
American Hospital Supply Corp. 
Ross, Inc., Will 


(Index to Advertisers’ Addresses, page 420) 
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| V/Hosprrat expansion] 
IN PROGRESS 














How to Secure Adequate Funds 
to Finance Your Hospital's 
Capital Requirements 


Reliable financing for expansion begins with a sound 
analysis of your capital needs, There is much involved in 
a hospital loan besides the mere furnishing of money. 
It is in this important area of service that B. C. Ziegler 
and Company provides the experienced and competent 
counsel to best study the hospital’s financial require- 
ments. It involves setting up the loan so that it will best 
serve the interests of the borrower throughout its term. 


Over the past 46 years, B. C. Ziegler and Company 
has underwritten more institutional loans than any 
other such company in America. Hundreds of organiza- 
tions have benefited from this complete financial service. 
This experienced professional service continues all 
during the term of the loan. 


All forms of loans are available—first mortgage 
bonds, unsecured notes, straight mortgage loans. Why 
not write or call on us for impartial professional advice? 
You deal directly with responsible officials. 


Write for your 
free copy, 
“Financing 
Hospital Capital 
Requirements” 








America’s Largest Underwriters of Institutional Loans 


B. C. ZIEGLER AND COMPANY 


West Bend, Wisconsin 


New York—135 East 42nd Street 
Branch Offices Chicago—135 S. La Salle Street, Suite 635 
Milwaukee—735 North Water Street 
Minneapolis—607 Marquette Avenue 
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BLOOD PRESSURE APPARATUS Catholic Hospital Association BOTTLES: NURSING 


(See Sphygmomanometers ) Chicago Medical Book Co. Aloe Co., A. S. 
Davis Co., F. A. American Hospital Supply Corp. 
BODY RUB Detroit Textbook Stores, Inc. Continental Hospital Service, Inc. 
Aloe Co., A. S. Herder Book Co., B. Meinecke & Co., Inc. , 
American Hospital Supply Corp. pyar Medical Book Co. Ross, Inc., Will 
oy me Soaplies, = aia . J. B. Seamless Rubber Co. 
rae end gr gdh le didaael Matthews Medical Books BOTTLE CAPS 
“ie  aggesa BY Co,, C. 'V. i 
Physicians 4 Hospitals Supply Co., Inc. —- —" Quicap Co. 
Pree we Physicians’ Record Co. BRACES: ORTHOPEDIC 
BONE INSTRUMENTS ieee ys $ be G. P. (See Orthopedic Equipment and Sup. 
(See ‘ee Diagnostic and Sur- Pisses sini on plies) 
gica ; 
BOOKS: HOSPITAL, MEDICAL — ae — 
: . ? ‘ ; oe Co., A. S. 
NURSING, SPIRITUAL Se ee Cop. Becton, Dickinson & Co. 
Blakiston Div., McGraw-Hill Book Co. Macbick Co. ee ospital Service, Inc 


Gomco Surgical Mfg. Co. 
Sklar Mfg. Co., J. 
Weck & Co., Inc., Edward 


BRUSHES: FLOOR AND FLOOR 
MACHINE 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Posey Co., J. T. 
Vestal, Inc. 


BRUSHES: HAND SCRUB 


Anchor Brush Co. 
Meinecke & Co. 


BULBS: LIGHT (DIAGNOSTIC 
INSTRUMENT ) 
American Cystoscope Makers, Inc. 
Schueler & Co. (Schuco Industries) 


BURNISHERS 
American Laundry Machinery Industries 
Don & Co., Edward 


CABINET AND CASEWORK 
Aloe Co., A. S. 
American Sterilizer Co. 
Blickman Inc., S. 
Excel Metal Cabinet Co. 
Grand Rapids Sectional Equipment Co. 
Jamestown Metal Products, Inc. 


Whether ti Ma 
j ysteel Products, Inc. 
Wi el CV abs vet St. Charles Mfg. Co. 


CABINETS: BEDSIDE 








Hospital Financing or Fate gpa 
ss ss oe Co., A. S. 
Investing Surplus Hospital Funds American Hospital Supply Corp. 
“ : Blickman, Inc., S. 
Coughlin & Co., Inc. can assist OU. Carrom Industries, Inc. 
Fr * Hard Mfg. Co. 


Maysteel Products, Inc. 
Simmons Co., Contract Div. 
Shampaine Industries 


For more than twenty-eight years Coughlin and Company has provided 
millions of dollars to institutions through the sale of securities as well as assist- 
ing with the financial problems of hospitals and other institutions. 


If you are planning new buildings, additions, or modernization of your CABINETS: DRUG AND NARCOTIC 
present facilities..;or if you need assistance in investing your surplus funds in Aloe Co., A. S. 
solid securities that will earn maximum interest or dividends, make it a point American Hospital Supply Corp. 
to call on us at Coughlin & Company..... our services will be available to Excel Metal Cabinet Co. 
you without any obligation on your part. Grand Rapids Sectional Equipment Co. 
We are specialists in Catholic Church onan ee 
ania pari CABINETS: PORTABLE 


and Hospital financing. Aloe Co., A. 
oe Co., A. S. 


American Sterilizer Co. 
Blickman, Inc., S. 
Hospital Furniture, Inc. 
Nelson Co., Inc., A. R. 
St. Charles Mfg. Co. 
Shampaine Industries 


CAN AND BOTTLE CRUSHERS 





and Co m p any, Inc. G; fy ogee Associates, Rescor Indus- 
INVESTMENT BANKERS * SECURITY BLDG., DENVER = J “AD ne 
Member of the Midwest Stock Exchange ® Amherst 6-198] Chicago Dietetic Supply House, Inc. 
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Fearn Foods, Inc. 

Heinz Co., H. J. 

Milani Foods, Inc., Louis 
Railton Co., B. A 

Sexton & Co., John 


CAPS: NURSES 
Angelica Uniform Co. 
Kuttnauer Mfg. Co. 
Snowhite Garment Mfg. Co. 


CARBON DIOXIDE 
National Cylinder Gas, Div. of Cheme- 
tron Corp. 
Ohio Chemical & Surgical Equipment 


Co. 
Puritan Compressed Gas Corp. 


CARDIOSCOPES 
Burdick Corp. 
Cambridge Instrument Co. 
Ohio Chemical & Surgical Instrument 
Co. 
Sanborn Co. 


CARTS: FOOD SERVICE 
(See Conveyors: Food Service) 
| 


CARTS: SERVICE 
(See Trucks: Utility) 


CAST CUTTERS 
DePuy Mfg. Co. 
Orthopedic Equipment Co. 
Sklar Mfg. Co., J. | 
Weck & Co., Edward | 
Zimmer Mfg. Co. 


CASTERS 
Bassick Co. 
Colson Corp. 
Darnell Corp., Ltd. 
Faultless Caster Corp. 
Hard Mfg. Co. 
Jarvis & Jarvis, Inc. 
Nutting Truck & Caster Co., Inc. 


CATHETERS | 
| 





Aloe Co., A. S. 

American Cystoscope Makers, Inc. 

American Hospital Supply Corp. 

Bard, Inc., C. R. 

Baxter Laboratories, Inc. 

Clay-Adams, Inc. 

Mueller & Co., V. 

National Cylinder Gas, Div. of Cheme- 
tron Corp. 

Ohio Chemical & Surgical Equipment 
Co. 

Pharmaseal Laboratories 


Sklar Mfg. Co., J. 


CELLULOSE: ABSORBENT 
Bauer & Black, Div. of The Kendall Co. 
Carolina Absorbent Cotton Co. 
Johnson & Johnson 
Kuttnauer Mfg. Co. 
Marsales Co., Inc. 
Meinecke & Co., Inc. 
Ross, Inc., Will 


CEREALS 


Heublein, Inc. 
Ralston Purina Co. 


CERTIFICATES: BIRTH 
American Hospital Supply Corp. | 
Gilbert Co., Inc., D. L. 

Hollister Incorporated 


CHAIRS: METAL 


Aloe Co., A. S. 

Brunswick Corp. | 

Hard Mfg. Co. | 

Hospital Furniture, Inc. 

Remington-Rand, Div. of Sperry Rand 
Corp. 

Simmons Co., Contract Div. 

Superior Sleeprite Corp. 

Wear-Ever Aluminum, Inc. 





DIRECTORY NUMBER 


CHAIRS: SPECIALISTS’ EXAMINING 
Aloe Co., A. S. 
American Hospital Supply Corp. 
Blickman, Inc., S. 
Continental Hospital Service, Inc. 
Mueller & Co., V. 
Ritter Co., Inc. 
Shampaine Industries 


CHAIRS: WHEEL 
Colson Corp. 
Everest & Jennings 
Simmons Co., Hausted Div. 
CHARTS: ANATOMICAL 


Clay-Adams, Inc. 
Denoyer-Geppert Co. 


CHEMICALS: GENERAL 


American Cyanamid Co. 
Mallinckrodt Chemical Works 


Monsanto Chemical Co. 
U. S. Industrial Chemicals Co. 


CHINA 


Advance Hospital Supply Co. 
Don & Co., Edward 


CLEANERS: FLOOR 


Diversey Corp. 

DuBois Chemicals, Inc. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Industrial Chemical Labs., Inc. 
Klenzade Products, Inc. 
Majestic Wax Co. 

Midland Laboratories 
Simoniz Co. 

Vestal, Inc. 

Vinyl Plastics, Inc. 

West Chemical Products, Inc. 
Wyandotte Chemical Corp. 
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DESITIN 


OINTMENT 


ready for 
immediate use to 
soothe, protect, 
stimulate 
healing in— 
WOUNDS 
BURNS 
ULCERS 


(decubitus, diabetic, varicose) 








lacerated, denuded, 
raw surface tissues 














*complete report by bacteriologists on request. 


For samples of Desitin Ointment write... . 


DESITIN CHEMICAL COMPANY 
812 Branch Avenue, Providence 4, R. |. 
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PARKING 
with 


WESTERN 


PARKING GATES 


Western Parking Gates are so flexible, so de- 
pendable, so easy to operate they assure absolute 
control of hospital parking lots . . . either for 


Reserved Parking for Doctors and Staff... or 
Revenue Parking for Visitors’ use . . . or both. 
Keys, Electro-Cards, Coins, Tokens— 


Introduction of electro-card system gives hospital 
management a complete range of A st ng eys, 
electro-cards, coins, or tokens independently, or 
in combination, will operate the gates. Labor 
costs are entirely eliminated. Initial cost is low. 
Installation is easy. Almost no maintenance. 


Special and Exclusive Features— West- 
ern, builder of more than 12,000 railroad cross- 
ing gates, has engineered into the gates such 
features as the “Lot Full” sign, the magnetic 
detector, double key controls for day and night 
parkers, push-botton remote controls, automatic 
counters and others. This enables Western to 
make this offer: 





Western Parking Gates Will Be Shipped 
to Any Hospital in the United States on 


OPEN ACCOUNT 
Subject to Complete 
Satisfaction of Hospital 
Management 











. 
| 
h 
® 





Photos: L.S.U. Medical School, New Orleans, La. 


Get Your FREE Copy 
“HOW TO LAY OUT 
A PARKING LOT” 
New 40-page manual complete with detailed in- 
formation, faye otographs and scaled 
a 


drawings to help you plan your parking area, 
Write today for your free copy—no obligation. 


INDUSTRIES, INC. 
Electric Parking Gate Division 
2740 West 36th Street, Chicago 32, Illinois 


IN CANADA: Cameron, Grant Inc., 465 St. John St. 
Montreal 1, Quebec 
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CLEANERS: GENERAL PURPOSE 
Colgate-Palmolive Co. 
Diversey Corp. 

Dolge Co., C. B. 

DuBois Chemicals, Inc. 
Economics Laboratories, Inc. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Klenzade Products, Inc. 
Midland Laboratories 

Peck’s Products Co. 

Vestal, Inc. 

West Chemical Products, Inc. 
Wyandotte Chemicals Corp. 


CLEANERS: HYPODERMIC NEEDLE 
American Cyanamid Co., Surgical Prod- 
ucts Div. 
American Sterilizer Co. 
Becton, Dickinson & Co. 
Bunn Corp., John 


CLEANERS: INSTRUMENT 
Bunn Corp., John 
Castle Co., Wilmot 
Colgate-Palmolive Co. 
Diversey Corp. 
Huntington Laboratories, Inc. 
Meinecke & Co. 
Vestal, Inc. 
West Chemical Products, Inc. 


CLOSERS: DOOR 
Norton Door Closer Co., Div. of Yale & 
Towne Mfg. Co. 
Russell & Erwin Div., American Hard- 
ware Corp. 
Stanley Works, Magic Door Div. 


CLOTH: POLISHING 
Auburn Specialties Co. 


COBALT THERAPY EQUIPMENT 


General Electric Co., X-Ray Dept. 
Picker X-Ray Corp. 


COFFEE MAKERS 
Blickman, Inc., S. 
Bunn Capitol Co. 
Don & Co., Edward 
Landers, Frary & Clark, Stanley Thermal 
Div. 


COMPRESSORS: AIR 
Minneapolis-Honeywell Regulator Co. 
Sklar Mfg. Co., J. 

Troy Laundry Machinery Div., American 
Machine & Metals, Inc. 


COMPRESSORS: AIR (CLINICAL) 
Air-Shields, Inc. 
Mueller & Co., V. 
Ohio Chemical & Surgical Equipment 


Co. 
Sklar Mfg. Co., J. 


CONDIMENTS 
Diamond Crystal Salt Co. 
Heinz Co., H. J. 
Hueblein, Inc. 
Sexton & Co., John 


CONDUCTION METERS 
Conductive Hospital Accessories Corp. 


CONTROLS: STERILIZATION 


American Hospital Supply Corp. 
American Sterilizer Co. 
Aseptic-Thermo Indicator Co. 

Castle Co., Wilmot 

Diack Controls (Smith & Underwood ) 


CONTROLS: TEMPERATURE AND 
HUMIDITY 
Bar-Ray Products, Inc. 
Dunham-Bush, Inc. 
Johnson Service Co. 
Minneapolis-Honeywell Regulator Co. 


CONVEYORS: FOOD SERVICE 
Blickman, Inc., S. 
Colson Corp. 
Don & Co., Edward 
Frick, Inc., W. H. 
Jarvis & Jarvis, Inc. 
Mealpack Corp. 
Meals-on-Wheels System 
Mercury Mfg. Co. 
Mobile Kitchens, Inc. 
Nutting Truck and Caster Co. 
Shampaine Industries 
Southern Equipment Co. 
Swartzbaugh Mfg. Co. 
Van Range Co., John 


COOLERS: WATER 
Bar-Ray Products, Inc. 
Blickman, Inc., S. 

Crane Co. 
Southern Equipment Co. 
Van Range Co., John 


COTTON: SURGICAL 
Acme Cotton Products Co. 
Bauer & Black, Div. of The Kendall Co. 
Bay Div., Parke-Davis & Co. 
Carolina Absorbent Cotton Co. 
Johnson & Johnson 
Scholl Mfg. Co. 
Seamless Rubber Co. 


COVERS: NURSING BOTTLE NIPPLE 


Central States Paper & Bag Co. 
Quicap Co., Inc. 


CRIBS 
American Hospital Supply Co. 
Continental Hospital Service, Inc. 
Debs Hospital Supplies 
Hard Mfg. Co. 
Hill-Rom Co. 
Mills Hospital Supply Co. 
Ross, Inc., Will 
Simmons Co., Contract Div. 
Superior Sleeprite Co. 


CUBICLES: CURTAINS AND 
SUPPLIES 
Baker Linen Co., H. W. 
Capital Cubicle Co. 
Grant Pulley & Hardware Co. 
Kuttnauer Mfg. Co. 
Nelson Co., Inc., A. R. 


CYLINDERS: GAS 
Linde Div., Union Carbide Corp. 
National Cylinder Gas, Div. of Cheme- 
tron Corp. f 
, Ohio Chemical & Surgical Equipment 


Co. 
Puritan Compressed Gas Co. 


CYLINDER HANDLING EQUIPMENT 


Linde Div., Union Carbide Corp. 

Lumex, Inc. 

National Cylinder Gas, Div. of Cheme- 
tron Corp. 

Ohio Chemical & Surgical Equipment 


0. 
Puritan Compressed Gas Co. 


DARK ROOM EQUIPMENT 
(See X-Ray Equipment and Accessories) 


DATA PROCESSING EQUIPMENT 

Burroughs Corp. 

International Business Machines 
(1.B.M.) 

National Cash Register Co. 

Remington Rand, Div. of Sperry Rand 
Corp. 

Royal McBee Corp. 


DENTAL EQUIPMENT AND 
SUPPLIES 


Bauer & Black, Div. of The Kendall Co. 
(Index to Advertisers’ Addresses, page 420) 
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world’s finest 
mass feeding aid... 


MIDDLEBY- 
MARSHALL 


revolving tray ovens 





For Cooking, Roasting and Baking the Modern Way 


20-25% LESS MEAT SHRINKAGE .. . bigger, juicer roasts 
... Better baked goods that remain fresh longer . . 
Cooler kitchens . . . Reduced gas, labor and space costs. 
Because of Middleby-Marshall’s unique reputation for 
highest quality manufacture (M-M’s patented main reel, 
for example, is guaranteed forever!) 11 times more win- 
ners—dietitians, kitchen designers, architects, etc.—had 
purchased M-M than any other revolving oven in the 1960 
Food Service Contest. 


FREE CONSULTATION SERVICE. We are delighted to work 
with dietitians, architects, food equipment consultants, 
equipment jobbers, etc. in developing detailed plans and 
specifications. Bulletins of various models and special siz- 
ing information is available. 


SOME RECENT INSTALLATIONS 
IN CATHOLIC HOSPITALS 


Charity Hospital of Louisiana, 
New Orleans 

Christ Hosp., Cincinnati 

Holy Family Hosp., Desplaines, III. 

Mt. Carmel Mercy Hosp., Detroit 

St. Ann’s Home, Techny, Ill. 

St. econ I Hosp., Denver 

St. Bernard’s Hosp., Chicago 

St. Catherine’s Hosp., E. Chicago, 


$1, Elizabeth's Hosp., 
Washington, D. C. 


St. Francis Hosp., Evanston, Ill. 

St. Joseph Hospital, Paterson, N.J. 

St. Joseph’s Hosp., St. Paul 

St. Joseph Memorial Hosp., 
Kokomo, Ind. 

St. Luke’s Hosp., Aberdeen, S. Dak. 

St. Mary’s Mercy Hosp., Gary, Ind. 

St. Therese’s Hosp., Waukegan, Ill. 

St. Thomas Hosp., Akron 

St. Thomas Hosp., Nashville 

St. Vincent's Hosp., Toledo 


MIDDLEBY-MARSHALL OVEN COMPANY 
769K WEST ADAMS ST., CHICAGO 6 


World’s Largest Manufacturer of Bake Ovens—Since 1888 


May we help you? 


Gentlemen: Without obligation please send me further 
information of the new M-M Roasting and Baking Ovens. 


Name 
Address 
City. State 


General Office and Main Plant: Chicago 6 © Western Plant: Chubco, Oakland, Calif. 











DIRECTORY NUMBER 








FURNISHINGS » 
SUPPLIES 


This is all SERVICE MERCHANDISE | 
you need to do your work, increase your ‘ 
efficiency, speed up your service and ‘ 
make more money for you. Famous 
brands. Quality assured. 
Baking Ovens? Uniforms? 
We have it! 


WHAT DO YOU NEED NOW? An 
automatic potato peeler? Electric mix- 
ers? New garbage cans? Paper towels? 
Shower curtains? Janitor supplies? 


With representatives throughout the 
United States, there’s one close enough 
to visit you. DON representatives are 
more than salesmen—they can help you 
plan more efficient kitchens and dining 
rooms, tell you about the latest in time- 
saving and labor-aiding equipment and 
pass on helpful ideas. Each carries the 
complete line of 50,000 items in his 
catalogs. Write Dept. 22 for a DON 
Salesman to call or visit our nearest 
Display Room. 

SATISFACTION GUARANTEED 


Everything you buy from DON is sold on a 
positive guarantee of satisfaction or money back! 
Dept. 22 


Glassware? 









eEpowarp DON « company 


LaSalle St Chicago 16 
PHILADELPHIA 


GENERAL HEADQUARTERS —2201 § 
Branches in MIAMI 





nn 
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Gudebrod Bros. Silk Co. West Chemical Products Co. 

Johnson & Johnson Wyandotte Chemical Corp. 

Ritter Co., Inc. DETERGENTS 

DEODORANTS Airkem, Inc. 

American Cyanamid Co., Surgical Prod- American Hospital Supply Corp. 
ucts Div. American Sterilizer Co. 

Airkem, Inc. Bunn Corp., John 

Colgate-Palmolive Co. Diversey Corp. 

Dolge Co., C. B. Dolge Co., C. B. 

Hillyard Chemical Co. DuBois Chemicals, Inc. 

Huntington Laboratories, Inc. Economics Laboratories, Inc. 

Institutional Supply Co. Klenzade Products, Inc. 

LeFevre Chemical Co. Kohnstamm & Co., H. 

Midland Laboratories Meinecke & Co. 

Parachlor Chemical Co. Midland Laboratories 

Peck’s Products Co. Parke-Davis & Co. 

Schueler & Co. Peck’s Products Co. 

Vestal, Inc. Pharmaseal Laboratories 





8709 PIPING ROCK 
For longest wear, easiest care 


id 


has the touch! 


If you want your next bedspreads and linens to last, look at 
Bates first. You'll find the freshest new colors ... slow to soil, 
immune to fading. You'll get the richest new textures... Woven 
to throw off wrinkles, thrive on washing. 
Only Bates can take all the use and abuse you can give them... 
and bounce back looking good as new! 


BATES RIPPLETTE 

Permanently crinkled cotton with 
reinforced weave provides for easy washing 
and extended “wear” qualities. 

Sizes 72 x 90”, 72 x 99”, 

72 x 108”, 90 x 108”, all white. 


“COLONIAL” MATTRESS PAD—style 1302 
Non-lumping bed pad—preshrunk in 
width...gives longer service with continued 
comfort. Light-weight structure assures 
easy laundering and quick drying. 

Sizes 17 x 18", 26 x 34”, 38 x 72", 

38 x 76”, 52 x 76”. 


Call your Bates distributor or write: 


BATES FABRICS, INC., 112 W. 34TH ST., NEW YORK 1 - BOSTON - CHICAGO - ATLANTA - DALLAS - LOS ANGELES 
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Sexton & Co., John 
Vestal, Inc. 
Wyandotte Chemical Corp. 


DIABETIC CANNED FOODS 


Chicago Dietetic Supply House, Inc. 
Sexton & Co., John 


DIATHERMY EQUIPMENT 
Aloe Co., A. S. 
American Cystoscope Makers, Inc. 
Burdick Corp. 
Mueller & Co., V. 


DICTATING MACHINES 
McGraw-Edison Co., Voicewriter Div. 


DIPLOMAS 
Balfour Co., L. G. 
Gilbert Co., Inc., D. L. 
Pollack & Co., Inc., J. O. 


DISHWASHING MACHINES 


Don & Co., Edward 
Hobart Mfg. Co. 


DISHWASHING SUPPLIES 
Diversey Corp. 
Don & Co., Edward 
DuBois Chemicals, Inc. 
Economics Laboratory, Inc. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Klenzade Products, Inc. 
Midland Laboratories 
Peck’s Products Co. 
Sexton & Co., John 
West Chemical Products, Inc. 
Wyandotte Chemicals Corp. 


DISINFECTANTS 
Airkem, Inc. 
Bard-Parker Co., Inc. 
Diversey Corp. 
Dolge Co., C. B. 
DuBois Chemicals, Inc. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Klenzade Products, Inc. 
Kohnstamm & Co., H. 
Lilly & Co., Eli 
Merrell Co., Wm. S. 
Midland Laboratories 
Parke-Davis & Co. 
Peck’s Products Co. 
Sexton & Co., John 
Vestal, Inc. 
Wyeth Laboratories, Inc. 
Wyandotte Chemicals, Inc. 


DISINFECTORS: CLOTHING AND 
BEDDING 


American Sterilizer Co. 

American Laundry Machinery Industries 
Castle Co., Wilmot 

Troy Laundry Machinery Co. 


DISPOSABLE URINE TUBE CAPS 
Lab-Tek Plastics Co. 


DISPOSAL UNITS 


Hobart Mfg. Co. 
Salvajor Co. 


DOORS: ACCORDION FOLD 
New Castle Products Co. 


DRAPERY 
Bates Fabrics, Inc. 
Carolina Absorbent Cotton Co. 
Debs Hospital Supplies, Inc. 
Haag Brothers 
Hardy & Co., James G. 
Hill-Rom Co. 
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How much 
for 





depreciation v MALTEX and MAYPO 


Maltex is made from two grains, toasted wheat and 
Although costs of reproduction of hospitals vary widely, let us malted barley. 


assume the following data: Maypo, the only maple flavored cereal on the 


Present cost of hospital facilities, per bed............ $20,000 : 
: pap ; . market, offers a pleasant change from plain oat cereals. 
Weighted average life of buildings and equipment. ...40 years P 8 P 
Matis: OM OCCUPANCY 5: 6\0:6'«:6 cere: 515% <.0/e:6.ararerevasesdronccoreoverorg 90% Both Maltex and Maypo are flavorful, nutritious, 
Under these hypothetical conditions, the proper depreciation and very low in sodium. 


charge would be $1.50 per patient per day—not an insignificant 
element of hospital costs! 

Are you uncertain about your depreciation estimates? American 
Appraisal Service can establish and perpetuate the depreciation 
base and the normal useful lives, by items or by classifications of 
property, to determine and support this important element of costs. 


SINCE 1896...LEADER IN PROPERTY VALUATION 


The 
AMERICAN APPRAISAL A. 1. STEAK SAUCE 


A blending of rare spices and herbs 
Home Office: Milwaukee 1, Wisconsin to make one ideal condiment for 
Offices in 18 cities coast-to-coast ‘ 
table and cooking use. 


Company’ 











— Food Division 


HEUBLEIN, INC. 


HARTFORD 1, CONN. 




























ries | 
| 
TRAPPIST WINE JELLIES 
EBooks eee of All Naas oe ete 
a Trappist Wine Jellies are available in six popular flavors: 
Pu blishers. Since 1865 Port, Claret, Tokay, Burgundy, Sherry, and Muscatel. 
P ee a aa a Made and packed by the Monks of Saint Joseph's 
| for ~ FREE comprenensive CATALOG 4 Abbey, Spencer, Mass. 
! Cuicaco Mepicat Book ComPANY Hl Exclusive Sales Agents 
| JACKSON & HONORE STREETS, CHICAGO 22, iL. 4 
| ame : HEUBLEIN FOOD IMPORTING CO. 
| ADDRESS, ' 3E h York 22, N. Y 
i a ast 54th Street, New York 22, N. Y. 
rn ed 
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Kuttnauer Mfg. Co. 
Leo’s Fabrics 

Rundle & Son, Leon S. 
Sherman Mills 


DRUGS AND PHARMACEUTICALS 


Abbott Laboratories 
Armour Pharmaceutical Co. 
Baxter Laboratories, Inc. 
Bristol-Myers Co. 

Cutter Laboratories 

Geigy Pharmaceuticals 


Lederle Laboratories Div., American Cya- 


namid Co. 
Lilly & Co., Eli 
McKesson & Robbins 
Massengill Co., S. E. 
Merrell Co., Wm. S. 
Organon, Inc. 
Parke, Davis & Co. 


Pfizer Laboratories 

Roerig & Co., J. B. 

Squibb & Sons, E. R. 
Upjohn Co. 

Winthrop Laboratories, Inc. 
Wyeth Laboratories, Inc. 


DRYING EQUIPMENT: LAUNDRY 


American Laundry Machinery Industries 

Cook Machinery Co. 

Troy Laundry Machinery, Div. of Amer- 
ican Machine and Metals, Inc. 


ELECTROCARDIOGRAPHS 


Burdick Corp. 
Cambridge Instrument Co. 
Sanborn Co. 


ELEVATORS 
Otis Elevator Co. 





The refresher drink for breakfast, break time, anytime 


PAP | 


Rave 


makes a hit 


Full-flavored RAVE, the new zestful pick-up drink, contains more 
vitamin “C” than an equal serving of fresh orange juice. En- 
riched with vitamins “C” and “A”, RAVE supplies more than 
100% of the average minimum adult daily requirement of vitamin 


“C”. Serve refreshing RAVE — just add water. 


Cramores nationally known and accepted citrus 
crystals and flavor bases are used for quality 
cooking, baking, food flavoring and ade-type 
drinks. Dri-Syrups for ade-type drinks are avail- 
able in ten delicious flavors — just add water 
and serve. Order Cramores RAVE, crystals and 
Dri-Syrups from your dealer now. You and the 
people you serve will praise Cramores quality. 


| Cramore Products, Inc. 
C Point Pleasant Beach, N. J. 
























ENAMELW ARE 


(See Utensils: Kitchen; also Utensils: 
Clinical ) 


ENEMAS: SOLUTIONS, DISPOSABLE 
CONTAINERS 
Cutter Laboratories, Inc. 
Fleet Co., Inc., C. B. 
Pharmaseal Laboratories 


ETHER 


Mallinckrodt Chemical Works 
Ohio Chemical & Surgical Equipment 


Squibb & Sons, E. R. 


EXTRACTORS 


American Laundry Machinery Industries 

Braun, Inc., G. A. 

Cook Machinery Co. 

Hydraxtor Co. 

Troy Laundry Machinery Div., American 
Machine & Metals, Inc. 


FABRICS: DRAPERY 
(See Drapery ) 
FACE MASKS 


Bauer & Black, Div. of The Kendall Co, 
Busse & Co., Robert 

Carolina Absorbent Cotton Co. 

Johnson & Johnson 

Seamless Rubber Co. 

Sherman Mills, Inc. 


FILING DEVICES AND SYSTEMS 


Acme Visible Records, Inc. 

International Business Machines Corp. 

Physicians’ Record Co. 

Remington Rand, Div. of Sperry Rand 
Corp. 

Royal McBee Corp. 

Wassell Organization, Inc. 


FINANCING 


Dempsey-Tegeler & Co. 
Ziegler & Co., B. C. 


FIRE ALARM SYSTEMS 
(See Alarms and Alarm Systems) 


EXERCISE APPARATUS (MUSCLE 
TRAINING ) 


American Hospital Supply Corp. 
Austenal Co. 

Elgin Exercise Appliance Co. 
Orthopedic Equipment Co. 
Simmons Co., Contract Div. 


FLOORS: CONDUCTIVE 


Amtico Flooring Div., American Biltrite 
Rubber Co. 

American Olean Tile Co. 

Federal Flooring Corp. 

Vinyl Plastics, Inc. 


FLOOR FINISHES: WAXES, 
POLISHES, CLEANERS 


Diversey Corp. 

DuBois Chemicals, Inc. 
Federal Flooring Corp. 
Huntington Laboratories, Inc. 
Hillyard Chemical Co. 
Industrial Chemical Labs., Inc. 
Majestic Wax Co. 

Midland Laboratories 

Peck’s Products Co. 

Simoniz Co. 

Vestal, Inc. 

West Chemical Products, Inc. 
Wyandotte Chemical Corp. 


FLOOR MACHINES 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Kent Co., Inc. 
Midland Laboratories 
Posey Co., J. T. 
Pullman Vacuum Cleaner Corp. 
Vestal, Inc. 
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FOOD: CANNED AND PACKAGED 
Allen Foods, Inc. 
Chicago Dietetic Supply House, Inc. 
Diamond Crystal Salt Co. 
Fearn Foods, Inc. 
Fino Food Processing Co. 
Florida Citrus Commission 
Heinz Co., H. 
Heublein, Inc. 
M & R Dietetic Laboratories 
Milani Foods, Inc. 
Railton Co., B. A. 
Ralston Purina Co. 
‘Sexton & Co., John 


FOOD SERVICE EQUIPMENT 


American Machine & Foundry Co., Low- 


erator Div. 
Blickman, Inc., S. 
Colson Corp. 
Don & Co., Edward 
Frick, Inc., W. H. 
Hobart Mfg. Co. 
Jarvis & Jarvis, Inc: 
Legion Equipment Co., Inc. 
Mealpack Corp. 
Meals-on-Wheels System 
Mercury Mfg. Co. 
Mobile Kitchens, Inc. 
Nutting Truck and Caster Co. 
Qualheim, Inc. 
Shampaine Industries 
Southern Equipment Co. 
Swartzbaugh Mfg. Co. 
Van Range Co., John 
Vollrath Co., The 


FOOTPRINT OUTFITS 
Hollister Incorporated 
Physicians’ Record Co. 

FRACTURE APPLIANCES 


Austenal Co. 

Chick Co., Gilbert Hyde 
DePuy Mfg. Co. 
Orthopedic Equipment Co. 


Posey Co., J. T. 
Zimmer Mfg. Co. 
FREEZERS 


Jewett Refrigerator Co. 
Mobile Kitchens, Inc. 
Victory Metal Mfg. Co. 


FUND RAISING COUNSEL 


American City Bureau 

Community Counselling Service, Inc. 
Cumerford, Inc. 

Haney Associates, Inc. 

Ward, Dreshman & Reinhart, Inc. 
Will, Folsom & Smith, Inc. 


FURNITURE: HOSPITAL AND 
GENERAL SERVICE 
Aloe Co., A. S. 
American Hospital Supply Co. 
American Metal Products Co. 
American Seating Co. 
Blickman, Inc., S. 
Brunswick Corp. 
Carrom Industries, Inc. 
Continental Hospital Service, Inc. 
Correy Distributors 
Debs Hospital Supplies, Inc. 
Field & Co., Marshall 
Hard Mfg. Co. 
Hill-Rom Co. 
Hospital Furniture, Inc. 
Huntington Furniture Co. 
Mueller & Co., V. 
National Store Fixture Co. 
Ross, Inc., Will 
Simmons Co., Contract Div. 
Wear-Ever Aluminum Co. 


GARBAGE DISPOSAL UNITS 


Gruendler Crusher & Pulverizer Co. 
Hobart Mfg. Co. 
Salvajor Co. 


DIRECTORY NUMBER 





GARMENT CLEANING AND 
PRESSING MACHINERY 
American Laundry Machinery Industries 
Troy Laundry Machine Div., American 
Machine & Metals, Inc. 


GARMENTS AND GOWNS 
Aloe Co., A. S. 
American Hospital Supply Corp. 
Angelica Uniform Co. 
Baker Linen Co., H. W. 
Bruck’s Nurses Outfitting Co. 
Kuttnauer Mfg. Co. 
Marvin-Neitzel Corp. 
Melrose Hospital Uniform Co. 
Mills Hospital Supply Co. 
Ross, Inc., Will 
Rubens & Marble, Inc. 
Sherman Mills 

(Index to Advertisers’ Addresses, page 420) 


talk 
about 


kettles 


A. SAFETY 


LEGION’s stainless steel kettles with seam- 
less drawn inner and outer jackets conform 
to the highest A.S.M.E. requirements. 


B. DURABILITY 


All component parts of LEGION kettles are 

made entirely of the heaviest practicable 

gauge stainless steel, and will outlast your 
itchen. 


C. SANITATION 


All LEGION kettles have sanitation features 
required by the most rigid Health De a 
ment standards, as well as the Arm ms avy, 
and Veterans Administration specifications, 
No other metal can equal the “food friend- 
liness” of stainless steel for cooking and stor- 
age of food. Drip-proof cover and faucet 
meet the highest dairy industry standards. 


D. FINISH 


For more than 50 years, LEGION has ex- 
celled in the finishing of stainless steel cook- 
ing and serving utensils, LEGION kettle 
interiors have an extra smooth finish which 


Snowhite Garment Mfg. Co. 
Whitehouse Mfg. Co. 
GARMENTS: INFANTS’ 
Burrows Co. 
Kuttnauer Mfg. Co. 
Rubens & Marble, Inc. 
GASES: MEDICAL 
Linde Co., Div. of Union Carbide Corp. 
National Cylinder Gas, Div. of Cheme- 
tron Corp. 
Ohio Chemical & Surgical Equipment 
Co., Div. of Air Reductjon Co., Inc. 
Puritan Compressed Gas Corp. 


GAUZE 
Bauer & Black, Div. of The Kendall Co. 
Carolina Absorbent Cotton Co. 
Johnson & Johnson 
(Continued on page 410) 








prevents the sticking of food, and permits 
easy cleaning. The exterior finish is of a satin 
quality which blends in with your other stain- 
less steel kitchen equipment . . . is easy to 
maintain, and does not show fingermarks. 


E. ECONOMY 


In this inflationary period with prices higher 
than ever before, costs are of major import- 
ance, LEGION’s mass production techniques 
make it possible for our kettle prices to be 
the lowest in the industry. 


A kettle’s primary function is to cook food 

.. it is an extremely simple piece of equip- 
ment. You do not have to pay a premium 
price for extra accessories, gimmicks and a 
jeweler’s finish on your kettles, which add 
nothing to their efficiency. 


CHECK THESE IMPORTANT KETTLE 


FACTS with your consultant and 
franchised LEGION kettle dealer. 


LEGION’s steam jacketed ket- 
tles are available for electric, gas 
or steam, in a wide range of 
capacities. 


Write for literature and details to: 


y AG 





g 76) LEGION EQUIPMENT CO., INC. 


a 21-07 40th Avenue, Long Island City 1, New York 
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Bigra the CHA symbol special attention has been directed 
by our staff to secure and publish outstanding guides 
and workbooks for the highly technical aspects of hospital 
work. The authoritative books listed below are worthy of 
your close scrutiny. Check the list and send your instructions | 
for copies now. ‘ 


LABORATORY MATHEMATICS, a manual of problems for medical | 
technologists — Revised Edition 1960 .........................; $ 1.25 


BIOCHEMISTRY, A Workshop for Medical Technologists, published 
NE ee eset iu ci), uote eG ea eegaiaces Ceili ante tae ool acura Opp neal 1.75 
NEWER CONCEPTS & TECHNIQUES IN CLINICAL DIAGNOSTIC 


MICROBIOLOGY, a workshop for bacteriologists and Medical 
Tecmmohowiets, wublieed WOOO i cece venne: 5.00 


WORKSHOP FOR THE IMPROVEMENT OF CATHOLIC SCHOOLS 
OF MEDICAL TECHNOLOGY — Intermediate Manual, published 


— | EE 


decd ON Fa ai ra OR OCC ie ara Re aN eE-ODIPMe” wr ema ese Re aD 5.00 
BASIC TECHNIQUES AND NEWER CONCEPTS IN CLINICAL 
DIAGNOSTIC MEDICAL MYCOLOGY, published 1960 ......... 6.00 
TERMINOLOGY-TAXONOMY AND CONTAMINATING FUNGI, pub- 
ee Ee ieee aay ee etre Da ie a ney oy eee Seren 1.50 
X-RAY TECHNOLOGY STUDENT MANUAL AND WORKBOOK, 
I 8 0 2 9 ig Ves ee at eR Papas eck Mead a enna es 3.00 


(Question & Answer Test Booklet free with orders of 5 or more) 





Other CHA Manuals, Texts and Professional books listed else- 
where in this Directory number. Complete catalog on request. 











Order today!—Room 261 Publication Dept. 


THE CATHOLIC HOSPITAL ASSOCIATION 


1438 S. Grand St. Louis 4, Mo. 
Also available through your favorite medical bookdealer 
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Fast... Economical... 


ER w ICA "Medium Production" METHODS 


sau. mute oe ae LABORATORIES, RESEARCH, DEVELOPMENT, 
PHARMACIES AND PILOT PLANTS 


- Precision, powered equipment produces laboratory quanti- 
a ties of liquids, powders, ointments, tablets and molded prod- 
ucts. Eliminates slow, time-consuming manual procedures. 
tenons Quickly returns investment in time saved and improved 


quality. 
; Fourteen different laboratory units can be interchangeably 
eee: sp lag fitted to the variable speed motor drive in a quick and simple 
one step. Used by leading laboratories in industry, hospitals, and 
DRIVE universities. 


‘ WRITE TODAY Complete catalog describing operation 
‘. of each unit with specifications and capacities sent free on 
ft, “s. request. 

: es CHEMICAL AND PHARMACEUTICAL INDUSTRY CO., INC. 
J : \ 90-C = re NEW bh 7, N.Y. 








GRINDER Re 4 
[AGITATOR _ ,_ EXTRACTOR HOMOGENIZER | SHAKER __ , VIBRATOR Sun | TABLET PRESS mower _| 





Finney & O’Brien 


MORAL PROBLEMS IN 
HOSPITAL PRACTICE 


A Practical Handbook 


CELLU 


Dickli 
C Vie MAU: 
Father O’Brien’s revision of this work is intended | 


for sisters in charge of hospitals and for Catholic | i Ol @) BI— 


doctors and nurses ... and will serve as a text in 
a course on medical ethics. $4.75 i» 














A HANDBOOK FOR | Low sodium: 
HOSPITAL CHAPLAINS | Low calorie> 
by Patrick O’Brien, C.M. | Sugar & starch 
| 


restricted and 
Allergy diets 


The author has incorporated the experiences of 
many hospital chaplains into this handbook that 
covers the essential areas of a chaplain’s work. 


Very thorough for the old and new chaplain. $4.75 
Write for literature to 


| 
HERDER of St. Louis Chicago Dietetic Supply House, Inc. 
| 


17 South Broadway St. Louis 2, Mo. CHICAGO 12, ILLINOIS 
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BUYER’S GUIDE 
(Continued from page 407) 
Parke-Davis & Co. (Bay Div.) 
Seamless Rubber Co. 


GENERATORS: STANDBY POWER 
Katolight Corp. 
Kohler Company 
Waukesha Motor Co. 
GERMICIDES 
(See Antiseptics; also Disinfectants ) 


GLASSWARE 
Advance Hospital Supply Co. 
American Sterilizer Co. 
Clay-Adams, Inc. 
Don & Co., Edward 
Mercer Glass Works, Inc. 


















































One Of The Most Complete Lines Of General Medical And 
Surgical Equipment Available To The Medical Field 


Every Product A Direct Result Of 


“LUMEX QUALITY ENGINEERING” 


GLOVES: SURGICAL 
Massillon Rubber Co. 
Perry Rubber Co. 
Pioneer Rubber Co. 
Seamless Rubber Co. 
Wilson Rubber Co., Div. of Becton, 
Dickinson & Co. 
GLOVE PROCESSING EQUIPMENT 
Rotary Hospital Equipment Co. 


HARDBOARD 
Marlite Div. of Masonite Corp. 


HARDWARE 
Grant Pulley & Hardware Corp. 
Norton Door Closer Co., Div. of Yale 
& Towne Mfg. Co. 
Russell & Erwin Div., American Hard- 
ware Corp. 
Stanley Works, Magic Door Div. 


For MODERN 
and EFFICIENT 


OFFICE 
HOSPITAL or 
CONVALESCENT 
HOME 


Peal 
panne ak 
sours 


conven nos 














Complete Catalog Now Available 


Featuring 


© Footstools * Adjustable Stools * Dri-Claves * Infusion Standards 
* Mayo Tables * Invalid Walkers * Hampers * Commodes 
* Utility Carts * Utility Tables * Pumps * Physio-Therapy 
and Treatment Tables * Cylinder Handling Equipment 
¢ Furniture * Bed Rails * and Other Specialties 


WRITE FOR YOUR COPY TODAY! 
GENERAL MEDICAL EQUIPMENT CORPORATION Division of (TN BELLMORE, N.Y. 
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HEATING EQUIPMENT 


Crane Co. 
Dunham-Bush, Inc. 


HEAT THERAPY APPARATUS 
Continental Hospital Service, Inc. 
Ille Electric Corp. 
Landers, Frary & Clark, Stanley Thermal 
Div. 


HELIUM 
National Cylinder Gas, Div. of Cheme. 
tron Corp. 
Ohio Chemical & Surgical Equipment 


Puritan Compressed Gas Corp. 


HORMONES 
Abbott Laboratories 
Armour Pharmaceutical Co. 
Ayerst Laboratories 
Lilly & Co., Eli 
Organon, Inc. 
Parke-Davis & Co. 
Pfizer Laboratories 
Squibb & Sons, E. R. 
Upjohn Co. 
Winthrop Laboratories, Inc. 
Wyeth Laboratories, Inc. 


HOSPITAL EQUIPMENT AND 
SUPPLY DISTRIBUTORS 
(NATIONAL) 

Advance Hospital Supply Co. 

Aloe Co., A. S. 

American Cyanamid Co., Surgical Prod- 
ucts Div. 

American Hospital Supply Corp. 

Blickman, Inc., S 

Burrows Co. 

Clark Linen & Equipment Co. 

Clay-Adams, Inc. 

Continental Hospital Service, Inc. 

Debs Hosjital Supplies, Inc. 

IPCO Hospital Supply Corp. 

Lumex, Inc. 

McKesson & Robbins, Inc. 

Meinecke & Co. 

Mills Hospital Supply Co. 

Physicians & Hospitals Supply Co. 

Ross, Inc., Will 

Weck & Co., Inc., Edward 


HOSIERY 
Bauer & Black, Div. of The Kendall Co. 
Becton-Dickinson & Co. 
Carolina Absorbent Cotton Co. 
Connecticut Bandage Mills, Inc. 
Convent Hosiery, Cora Geis 
Johnson & Johnson 
Seamless Rubber Co. 
Scholl Mfg. Co. 


HYDRO-THERAPEUTIC EQUIPMENT 


Aloe Co., A. S. 

Blickman, Inc., S. 

Crane Co. 

Ille Electric Corp. 

Van Range Co., John 
HYPODERMIC NEEDLES AND 

SYRINGES 

(See Needles: Hypodermic) 


ICE BAGS 
(See Rubber Supplies & Sundries) 


ICE MAKING MACHINES 


Carrier Corp. 
Scotsman-Queen Products Co. 
Yates-American Machine Co. 


IDENTIFICATION BRACELETS & 
NECKLACES 


American Hospital Supply Corp. 
Deknatel & Son, J. A. 

Hollister Incorporated 

Presco Co., Inc. 


(Index to Advertisers’ Addresses, page 420) 
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Look at me!... 
Just a day old 
and they’re 
taking my picture. 







Perfect Program for 
Photographing Newborns 


% Additional Identification 

% Better Public Relations 

% Additional Income To Hospital 

% Free Camera For Clinical Purposes 
*% No Cost To Hospital 

% A Good Auxiliary Project 

% U.L. Approved 


Nursery Identi-Foto Co. 


2308 Lincoln, Chicago 14, III. 
Serving Hospitals Coast to Coast 


SEND FOR OUR BROCHURE 














CHASE 
HOSPITAL 
DOLLS 


For demonstrating and practicing the 
newest nursing techniques - lavage and 
gavage - tracheotomy and colostomy, 
and their post-operation care ° nasal 
and otic irrigations * catheterization and 
all abdominal irrigations - subcutane- 
ous, intramuscular and intradermal in- 
jections - and all standard nursing 
procedures. Let us tell you about the 
new features we have added to this 
world-famous teaching aid. Write to 

M. J. CHASE Co. Inc. — 156 Broadway 
Pawtucket oon Rhode Island 

















RESCOR CAN AND 
BOTTLE CRUSHER 
MODEL #1500 





With These Exclusive Features: 
1. SAVES AS MUCH AS 80% OF HAUL AWAY 
COSTS. 


2. CRUSHES ANYTHING FROM A TINY AMPUL 
TO A GALLON JUG, AND CANS INCLUDING 
GALLONS. 

CRUSHES SEVERAL CANS AT A TIME, IN- 
STEAD OF SINGLE CANS, THUS SAVING 
TIME. 

4. ALL MOVING PARTS ENCLOSED, AVOIDING 

POSSIBLE INJURIES. 


5. TO CLEAN, JUST FLUSH WITH HOSE DAILY. 


WRITE FOR BROCHURE: 


Cc. Q@. Sherman Associates, Inc. 


Rescor Industries Division 


9 W. Prospect Ave. 
Mt. Vernon, N. Y. 


TELEPHONE: MOunt Vernon 4-6200 


3 








DIRECTORY NUMBER 





411 











INCUBATORS 
Air-Shields Co. 
Aloe Co., A. S. 
American Sterilizer Co. 
Armstrong Co., Gordon 
Bunn Corp., John 
Continental Hospital Service, Inc. 
Emerson Co., J. H 


INHALATORS: ARTIFICIAL 
RESPIRATION 
Air-Shields, Inc. 
Emerson Co., J. H. 


INK: INDELIBLE MARKING 


Applegate Chemical Co. 
Kohnstamm & Co., H. 


INSECTICIDES 
Airkem, Inc. 
Colgate-Palmolive Co. 
Diversey Corp. 
Dolge Co., C. B. 
Huntington Laboratories 
West Chemical Products Co. 


INSTRUMENTS: DIAGNOSTIC 
AND SURGICAL 


Aloe Co., A. S. 

American Cystoscope Makers, Inc. 
American Hospital Supply Corp. 
Bard-Parker Co., Inc. 

Becton-Dickinson & Co. 

Clay-Adams, Inc. 

DePuy Mfg. Co. 

Lawton Co. 

Meinecke & Co. 

Ohio Chemical & Surgical Equipment 


Co. 
Sklar Mfg. Co., J. 
Weck & Co., Edward 
Zimmer Mfg. Co. 


INSULIN THERAPY 
Lilly & Co., Eli 
Squibb & Sons, E. R. 


INSURANCE: PENSION PLAN 
Aetna Life Insurance Co. 


INTENSIFYING SCREENS: X-RAY 
Bar-Ray Products Co. 
General Electric Co., X-Ray Dept. 
Picker X-Ray Corp. 
United States Radium Corp. 
Westinghouse Electric Corp., X-Ray Div. 


INTERCOMMUNICATION SYSTEMS 


Auth Electric Co. 
Executone, Inc. 
Motorola/Dahlberg 
Wells Television, Inc. 


INTRAVENOUS SETS AND SUPPLIES 


American Cyanamid Co., Surgical Prod- 
ucts Div. 

American Hospital Supply Corp. 

American Sterilizer Co. 

Bard, Inc., C. R. 

Cutter Laboratories 

Mueller & Co., V. 


INTRAVENOUS SOLUTIONS 


Abbott Laboratories 

Baxter Laboratories, Inc. 
Cutter Laboratories 

Lilly & Co., Eli 

Parke-Davis & Co. 

Upjohn Co. 

Winthrop Laboratories, Inc. 


IRON LUNGS 


American Hospital Supply Corp. 
Emerson Co., J. H. 


IRONER COVERS AND PADDING 
Raybestos-Manhattan Inc., Revolite Div. 
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IRONERS 
American Laundry Machinery Industries 
Troy Laundry Machinery Div., American 
Machine & Metals, Inc. 


ISOTOPE HOODS AND ACCESSO- 
RIES 


Bar-Ray Products, Inc. 


JACKETS: BED 
Bruck’s Nurses Outfitting Co. 
Kuttnauer Mfg. Co. 
Marvin-Neitzel Corp. 


JEWELRY 
Balfour Co., L. G. 
Gilbert Co., Inc., D. L. 
Pollack & Co., Inc., J. O. 


LABELS 


Cash, Inc., J. & J. 
Professional Tape Co., Inc. 


LABORATORY APPARATUS 


Becton-Dickinson & Co. 
Clay-Adams Co. 
Denoyer-Geppert Co. 
Scientific Industries 


LABORATORY CHEMICALS 
Mallinckrodt Chemical Works 


LAMPS: GERMICIDAL, RADIANT 
HEAT, ETC. 
Burdick Corp. 
Engelhard Hanovia, Inc., Hanovia Lamp 
Div. 
General Electric Co., X-Ray Dept. 


LAUNDRY CHUTES 
Wilkinson Chutes, Inc. 


LAUNDRY EQUIPMENT 


American Laundry Machinery Industries 

Cook Machinery Co. 

Hydraxtor Co., The 

Pantex Mfg. Co. 

Troy Laundry Machinery Div., American 
Machine & Metals, Inc. 

Wilkinson Chutes, Inc. 


LAUNDRY SUPPLIES 


Kohnstamm & Co., H. 
Tingue, Brown & Co. 
Wyandotte Chemicals Corp. 


LIGATURES 
(See Sutures and Ligatures) 


LINENS 


Baker Linen Co., H. W. 

Bates Fabrics, Inc. 

Carolina Absorbent Cotton Co. 
Don & Co., Edward 

Hardy & Co., James G. 
Marvin-Neitzel Corp. 


LINEN MARKERS 


Applegate Chemical Co. 
Cash, Inc., J. & J. 


LITTERS 


Colson Corp. 
Orthopedic Equipment Co. 
Simmons Co., Hausted Div. 


LOTIONS: HAND AND SKIN 


Aloe Co., A. S. 

American Hospital Supply Corp. 
Colgate-Palmolive Co. 

Desitin Chemical Co. 

Edison Chemical Co., S. M. 

Johnson & Johnson 

Mennen Co. 

Physicians & Hospitals Supply Co., Inc. 
Vestal, Inc. 


LUBRICATING JELLIES 
Abbott Laboratories 
Chesebrough-Pond’s 
Johnson & Johnson 
Lilly & Co., Eli 
Parke-Davis & Co. 
Squibb & Sons, E. R. 


MARKING EQUIPMENT AND 
SUPPLIES 


Applegate Chemical Co. 
Cash, Inc., J. & J. 


MATTRESSES 
Aloe Co., A. S. 
Debs Hospital Supplies, Inc. 
Hill-Rom Co. 
Kuttnauer Mfg. Co. 
Ross, Inc., Will 
Simmons Co., Contract Div. 
Superior Sleeprite Co. 
United States Rubber Co. 


MATS AND RUNNERS 
Amtico Flooring Div., American Biltrite 
Rubber Co. 
United States Rubber Co. 
Wear-Proof Mat Co. 


MICROFILMING EQUIPMENT AND 
SUPPLIES 
Burroughs Corp. 
Eastman Kodak Co. 
Minnesota Mining & Mfg. Co. 
Remington Rand, Div. of Sperry Rand 
Corp. 


MIXERS: FOOD 
Don & Co., Edward 
Hobart Mfg. Co. 
Landers, Frary & Clark, Stanley Thermal 
Div. 


MOPPING TANKS OR TRUCKS 
Colson Corp. 
Geerpres Wringer, Inc. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Markham Mfg. Co. 
Nutting Truck & Caster Co. 


MOPS 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Midland Laboratories 


NAPKINS: PAPER AND TABLE 


. Aatell & Jones, Inc. 
Don & Co., Edward 


NAPKINS: SANITARY 
Bauer & Black, Div. of The Kendall Co. 
Bay Div., Parke-Davis & Co. 
Johnson & Johnson 


NEBULIZERS AND AEROSOL 
EQUIPMENT 
Air-Shields, Inc. 
Bunn Corp., John 
Ohio Chemical & Surgical Equipment 
Co. 


NEEDLES: HYPODERMIC 
American Cyanamid Co., Surgical Prod- 
ucts Div. 
Becton-Dickinson & Co. 
Eisele & Co. 
Hypo Surgical Equipment Co. 
Randall-Faichney Corp. 


NEEDLES: SURGICAL 
American Cyanamid Co., Surgical Prod- 
ucts Div. 
Berbecker & Sons, Inc., Julius 
Eisele & Co. 
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93 YEARS sisi sccwitit 
APPAREL j& 


USED X-RAY | Lif ih ol seca 
FILM _r MISTY GREEN 


iginato 
Origin Room Linens 


Over 
50 YEARS 


IN HOSPITAL 


















0) Tc 


@ We purchase all makes and sizes from any 
point in the nation, and pay the freight cost. 


© Patients Gowns . 
| @ Surgeons Gowns | As a leader in the production of 
@ We remit in advance if desired, or promptly | © Nurses Serub hospital apparel . . . our zealous 
after receipt and tally of the value. ea pnw workmanship, produces a quality, 
rite ‘ pl style, comfort and durability un- 
@ Write for prices today. We will send ship- © Towels equaled in our field. Samples 
ping labels, and direct your film to our Nga and Quotations on Request. 





ND nearest plant. 


\ 
© SENT 
Donald McElroy, Inc. Vg ee ve vn at 


oe 53 W. Jackson Blvd. Chicago 4, III. 


- Dixie Used Film Receiving Cente 
BRANCH OFFICE: 1238. a St, New ‘les “8, e 


nal 





Books Schools 


for quick, de- 



































f Nursi | ut 

— on to nursing 

O : ul sing oo . bottles... use 

: ‘ the original 

@ ALL OF YOUR BOOKS FROM hos. “thy pi ent mr 

ONE SOURCE 3 : ed tab construc- 

@A DEPOSITORY FOR Smeosae _ tion fastens 

ALL PUBLISHERS 4 cover securely 

@ SAVE TIME, EFFORT, , J to bottle @ For 

HANDLING, MONEY | ( igh ome 

Our specialty is supplying schools of nursing with books. | \ utoclaving) . . . 

We pride ourselves on our facilities to serve them with | ee (Hlesing Steen 

. our large stocks. We carry at all times a complete assort- bo | | | | , 
ment of all medical and nurses’ books of all publishers. *PATENTED 


When you buy your text and supplementary books 
from one source, your bookkeeping is simplified—only 
one account need be carried. Regular publishers’ school 
of nursing discounts are allowed on these orders. We'd 
like to serve you in every possible way. | TRADEMARK 


WE PAY delwery charges on all hospital orders. | . DI SPOSABLE 
ILLINOIS MEDICAL BOOK CO. | NIPPLE COVERS... 


Dept. HP—215 W. Chicago Ave., Chicago 10, Ill.: | provide space for identification and for- 
Edward T. Speakman, President se | mula data. . . instantly applied to nipple; 
Seas ennai ae book published! | save nurses time...cover both nipple and 


bottleneck. Do not jar off. No breakage. 
| IFREE CATALOG 00k cn 















Use No. 2 NipGard for narrow neck bottle © 
. .. use No. H-50 NipGard for wide mouth 














ILLINOIS MEDICAL BOOK COMPANY 
215 W. Chicago Ave., Chicago 10, Ill. 1 a dk Nie bottle. Be sure to specify 
Please mail me, without any obligation on my part, | ss 
your 1960-61 Catalog of Nurses’ Books, postage paid. { THE QUICAP COMPANY. | 
NAME. , Inc. 
ADDRESS ! UM MEEen = Dept. HP | 


Greenville, South Carolina i oor 
CITY. ZONE STATE.. Oe 
a Indicate here woether Director of Nursing or otherwise. = - roel 

es ee Om ee 
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NURSES CALL SYSTEMS 
Auth Electric Co., Inc. 


Ethicon, Inc. 
Meinecke & Co. 


Ohio Chemical & Surgical Equipment Dukane Corp. 
Co. rena a 
Motorola/Dahlberg 
NIPPLES . : Sperti-Faraday 
(See Rubber Supplies and Sundries) 
NITROUS OXIDE NURSING BOTTLES 
National Cylinder Gas, Div. of Cheme- Seamless Rubber Co. 
mon Carp. OBSTETRICAL GLOVES 


Ohio Chemical & Surgical Equi t 
io emica urgical Equipmen' Siesta: teaahails 


0. 
Puri d ' 
eee ene es Gok OILED SILK AND MUSLIN 


NURSERY EQUIPMENT AND Bauer & Black, Div. of The Kendall Co. 
SUPPLIES Debs Hospital Supplies, Inc. 
(See Bassinets, Incubators; Identification Johnson & Johnson 
Systems ) Marvin-Neitzel Corp. 


INSULATED! UNBREAKABLE! HYGIENIC! | 


ollrath 


7 STAINLESS STEEL 


Improved Individual 
Server 















Keeps beverages HOT or COLD for hours 


Holds temperature constant—keeps 
beverages fresh at bedside. Improved 
thumb-lift cover and roomy handle make it 
easy for patient to serve himself. Fits in 
514” shelf spaces of hospital carts. Wide 
mouth and wide-opening firmly hinged 

cover permit easy sterilization in dishwash 
machines. Heavy gauge stainless steel body, 
lining, and cover. Nothing to break. Pays for 
itself. 10-0z. capacity. No. 8210 


Fits shelf spaces 
of hospital carts 


wh 


Thumb-lift hinge for 
one-hand pouring— 
opens lid flat and 
braces it firmly for 
efficient machine washing 








Permanently insulated, E 


id \ 
solid construction = \ all \ 
e 3 \ _— 


NEW LOW-PRICE TRAY CARD HOLDER 
Holds card just right to identify tray at a glance. Stain- 
less steel, easy to keep clean and shining. Adds to 
service, costs very /ittle. No. 9208. 


Flat, stable base 
prevents tipping 
o 


Wide-mouthed for 
easy aseptic cleaning 
e 


Dripless pouring lip 


First in stainless steel utensils for the medical profession 


THE VOLLRATH COMPANY 


SHEBOYGAN, WISCONSIN 





Sales offices and show rooms: New York, Chicago, Los Angeles 
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OINTMENTS: BURN 
Bauer & Black, Div. of The Kendall Co, 
Chesebrough-Pond’s, Inc. 
Desitin Chemical Co. 
Doho Chemical Co. 
Winthrop Laboratories, Inc. 


OPERATING TABLES 
Aloe Co., A. S. 
American Hospital Supply Corp. 
American Sterilizer Co. 
Blickman, Inc., S. 
Castle Co., Wilmot 
Debs Hospital Supply Co. 
Mueller & Co., V. 
Ross, Inc., Will 
Shampaine Industries 
Weck & Co., Edward 


ORTHOPEDIC EQUIPMENT AND 
SUPPLIES 
American Sterilizer Co. 
Austenal Co. 
Berbecker & Sons, Julius 
Chick Co., Gilbert Hyde 
DePuy Mfg. Co. 
Elgin Exercise Appliance Co. 
Hill-Rom Co. 
Orthopedic Equipment Co. 
Orthopedic Frame Co. 
Posey Co., J. T. 
Simmons Co., Contract Div. 
Zimmer Mfg. Co. 


OVENS: BAKING 
Middleby-Marshall Oven Co. 


OXYGEN (U.S.P.) 
Linde Co., Div. of Union Carbide Corp. 
National Cylinder Gas, Div. of Cheme- 
tron Corp. 
Ohio Chemical & Surgical Equipment 
Co., Div. of Air Reduction Co., Inc. 
Puritan Compressed Gas Corp. 


OXYGEN ADMINISTRATION 
APPARATUS 


Aloe Co., A. S. 

American Hospital Supply Corp. 

Continental Hospital Service, Inc. 

Debs Hospital Supplies, Inc. 

Emerson Co., J. H. 

National Cylinder Gas, Div. of Cheme- 
tron Corp. 

bey Chemical & Surgical Equipment 

0. 
Puritan Compressed Gas Corp. 
Ross, Inc., Will 


PACKETS: SALT, PEPPER, SUGAR, 
ETC. 


Diamond Crystal Salt Co. 
PADS: MATTRESS, STRETCHER, 
ETC. 


Baker Linen Co., H. W. 

Bates Fabrics, Inc. 

Carolina Absorbent Cotton Co. 
Kuttnauer Mfg. Co. 


PADS: ELECTRIC HEATING 
(See Heat Therapy Apparatus ) 


PALM PRINT OUTFITS 
(See Foot Print Outfits) 


PAPER: FOOD SERVICE 


Aatell & Jones, Inc. 
Paper Cup & Container Institute, Inc. 


PARENTERAL SOLUTIONS 


(See Solutions: Intravenous and Paren- 
teral) 


PARKING GATES 
Western Industries, Inc. 
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PATCHING MACHINE 
Parapatch Div., Anglo Chemical & Rub- 
ber Corp. 
Thermopatch Corp. 


PEELERS 
Don & Co., Edward 
Hobart Mfg. Co. 
Qualheim, Inc. 


PERSONNEL BUREAUS 
Zinser Personnel Service 


PHARMACEUTICALS 
(See Drugs and Pharmaceuticals) 


PHARMACY EQUIPMENT 
American Sterilizer Co. 
Excel Metal Cabinet Co. 
Grand Rapids Sectional Equipment Co. 
Wassell Organization, Inc. 


PHOTOGRAPHIC EQUIPMENT 
AND SUPPLIES 
Ansco Div., General Aniline & Film 
Corp. 
Bar-Ray Products Co. 
Eastman Kodak Co. 
General Electric Co., X-Ray Dept. 
Ilford, Inc. 
Picker X-Ray Corp. 
Westinghouse Electric Co., X-Ray Div. 


PHOTOGRAPHIC SERVICE 
(NURSERY ) 


Nursery Identi-Foto Co., Inc. 


PHYSICAL THERAPY EQUIPMENT 


Burdick Corp. 

Cyclotherapy, Inc. 

Elgin Exercise Appliance Co. 
Franklin Hospital Equipment Co. 
Ille Electric Corp. 

Lumex, Inc. 

Ritter Co., Inc. 

Simmons Co., Hausted Div. 


PILLOWS 


Baker Linen Co., H. W. 
Kuttnauer Mfg. Co. 
Sherman Mills, Inc. 
United States Rubber Co. 


PINS: FRACTURE, ORTHOPEDIC 


Austenal Co. 

DePuy Mfg. Co. 

Mueller & Co., V. 
Orthopedic Equipment Co. 
Posey Co., J. T. 

Zimmer Mfg. Co. 


PLUMBING SUPPLIES AND EQUIP- 
MENT 


Crane Co. 
Kohler Company 
Sloan Valve Co. 


PNEUMATIC TUBE SYSTEMS 
Airmatic Systems Corp. 


POWDERS: CLEANING, SCOURING 
(See Cleaners: General Purpose) 


POWDERS: DUSTING, GLOVE 


Desitin Chemical Co. 
Duxe Products 
Ethicon, Inc. 
Seamless Rubber Co. 


POWER PLANTS 
(See Generators: Standby Power) 


PUBLISHERS: HOSPITAL, MEDICAL, 
NURSING, SPIRITUAL 


(See Books: Hospital, Medical, Nursing, 
Spiritual ) 


DIRECTORY NUMBER 


PUMPS: BREAST 


Burrows Co. 
Gomco Surgical Mfg. Co. 


PUMPS: GENERAL AND SURGICAL 


Air-Shields, Inc. 

American Cystoscope Makers, Inc. 
Gomco Surgical Mfg. Co. 

Kadan Co., Inc., D.,A. 

Sklar Mfg. Co., J. 


PUMPS: HEAVY DUTY VACUUM 
Dunham-Bush, Inc. 


RADIATION EQUIPMENT 


Burdick Corp. 
Englehard Hanovia, Inc., Hanovia Lamp 


Div. 
General Electric Co., X-Ray Dept. 
Picker X-Ray Corp. 
Westinghouse Electric Corp., X-Ray Div. 


RADIOISOTOPES 


Abbott Laboratories 
Bar-Ray Products, Inc. 
Mueller & Co., V. 


RADIO DISTRIBUTION SYSTEMS 


Executone, Inc. 
Motorola/Dahlberg 
Wells Television, Inc. 


RAZOR BLADES 
(See Blades: Surgical) 


RECORD FORMS AND SYSTEMS 


Acme Visible Records, Inc. 
Medical Case History Bureau 
Physicians’ Record Co. 


REFRIGERATION EQUIPMENT 


Dunham-Bush, Inc. 
Jewett Refrigerator Co. 
Victory Metal Mfg. Co. 


REGISTER SYSTEMS: IN AND OUT 


Auth Electric Co., Inc. 
Edwards Co., Inc. 
Sperti Faraday, Inc. 


RELIGIOUS GOODS 


Herder Book Co., B. 
Liturgical Imports, Ltd. 


RESPIRATORS 
Air-Shields, Inc. 
American Hospital Supply Corp. 
Mueller & Co., V. 
Ohio Chemical & Surgical Equipment 
€ 


0. 
Puritan Compressed Gas Co. 


RESTRAINT APPARATUS 
(See Belts: Restraint) 


RESUSCITATING EQUIPMENT 
Air-Shields, Inc. 
Aloe Co., A. S. 
American Hospital Supply Corp. 
Continental Hospital Service, Inc. 
Debs Hospital Supplies, Inc. 
Emerson Co., J. H. 
National Cylinder Gas, Div. of Cheme- 
tron Corp. 
- Chemical & Surgical Equipment 


0. 
Puritan Compressed Gas Corp. 
RUBBER GLOVES 
(See Gloves: Surgical ) 


RUBBER SUNDRIES AND SUPPLIES 
American Cystoscope Makers, Inc. 
Bard Co., C. R. 
Becton, Dickinson & Co. 
Massillon Rubber Co. 


(Index to Advertisers’ Addresses, page 420) 


Metro Medical Distributors, Inc. 

Perry Rubber Co. 

Pioneer Rubber Co. 

Plymouth Rubber Co., Inc. 

Rubber-Latex Products 

Seamless Rubber Co. 

United States Rubber Co. 

Wilson Rubber Co., Div. of Becton, 
Dickinson & Co. 


RUBBER TIRED WHEELS 
Bassick Co. 
Colson Corp. 
Darnell Corp., Ltd. 
Faultless Caster Corp. 
Jarvis & Jarvis, Inc. 
Nutting Truck & Caster Co. 


RUST INHIBITOR 
Lorvic Corp. 


SALT 
Diamond Crystal Salt Co. 


SANITIZING AGENTS 
DuBois Chemicals, Inc. 
Hillyard Chemical Co. 
Klenzade Products, Inc. 
Monsanto Chemical Co. 
Peck’s Products Co. 

Vestal, Inc. 
Winthrop Laboratories, Inc. 


SAUCES 
(See Condiments) 


SCAFFOLDS 
Baker-Roos, Inc. 


SCALES 
Continental Scale Co. 


SCREENS: BED 


Beam Metal Specialties Co. 
Carrom Industries 

Grant Pulley & Hardware Corp. 
Hard Mfg. Co. 

Hill-Rom Co. 

Presco Co. 

Simmons Co., Contract Div. 
Superior Sleeprite Co. 


SCREENS: SAFETY-DETENTION 
Barnhart Co., A. W. 


SCREENS: WINDOW 


Barnhart Co., A. W. 
Williams Pivot Sash Co. 


SCREENS: X-RAY 
Bar-Ray Products Co. 
General Electric Co., X-Ray Div. 
Picker X-Ray Corp. 
U. S. Radium Corp., Radelin Div. 


SCRUBBING MACHINES 
(See Floor Machines) 


SEALERS: FLOOR 
Federal Flooring Corp. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Midland Laboratories 
Vestal, Inc. 
West Chemical Products, Inc. 


SHEETING: PLASTIC AND RUBBER 


Bauer & Black, Div. of The Kendall Co. 
Busse & Co., Inc., Robert 

Central States Paper & Bag Co. 
Continental Hospital Service, Inc. 
Debs Hospital Supplies, Inc. 
Federal Flooring Corp. 

Kuttnauer Mfg. Co. 

Meinecke & Co. 

Ross, Inc., Will 

Saniglastic, Inc. 

United States Rubber Co. 


415 








_INSTANT THOROUGH WIKING! 


WEW! 


VERSATILE 


VORTEX JR. 
MIXER 


Convenient 

Efficient Mixing 

Just hold the tube or other 
vessel in your hond... press 
it against the revolving neo- 
prene cup. A vortex forms 
at once for immediate mix- 
ing action! 


No Stoppers ...No Rods 
No Finger Capping 


Saves time and energy. For use whenever 
@ quick mix is called for . . . works well 
with any shape vessel, 


« Test tubes... micro to 40 mm, 

oe Centrifuge tubes ... all sizes 

e Florence or Erlenmeyer flasks... 
small size 

@ Square or suociotlysotienetl tubes 


Ask your laboratory supply 
goaler for dena oF erie 


ty, directly to: 


SCIENTIFIC INDUSTRIES, INC. 


| Dept. P-261, 15 Park Street 


REPEATS PRESET VOLUME 

© A Li + 7 +, tly 

@ Setting locks in place 

@ Available to fit 7 Sizes 
Of Standard Syringes 
From 50 Microliters to 
10 cc. 


—, EASY TO HANDLE 


Fine-thread adjusting screw 
permits accurate setting to 
any volume... comes apart 
or reassembles with a slight 
twist without changing the 
setting. 

























Any syringe 
becomes an 
AUTOMATIC 
PIPETTE 
with this simple 
new attachment. 








Ask your laboratory supply 
dealer, or write directly to: 

















Scientifie 
Industries, Ine. 
Dept. H-261, 15 PARK STREET 
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SPRINGFIELD 3, MASSACHUSETTS 


SHOES: CONDUCTIVE 





SHEETS 
Baker Linen Co., H. W. 
Bates Fabrics, Inc. 
Hardy & Co., Inc. 
Kuttnauer Mfg. Co. 
Sherman Mills, Inc. 
Standard Textile Co., Inc. 


Conductive Hospital Accessories 
Federal Flooring Corp. 
Vinyl Plastics, Inc. 


SHOES: NURSES 
Bruck’s Nurses Outfitting Co. 


SHOES: ORTHOPEDIC 
Scholl Mfg. Co. 


SIGNAL CALL AND PAGING 
SYSTEMS 
Dukane Corp. | 
Edwards Co., Inc. 
Executone, Inc. 
Motorola/Dahlberg 
Sperti Faraday, Inc. | 
| 
| 
| 





SKELETONS, SKULLS, AND PARTS 


Clay-Adams, Inc. 
Denoyer-Geppert Co. 


SLIDES: MICROSCOPE 


Erie Scientific Co. 
Mercer Glass Works, Inc. 


SLIPPERS: PATIENTS (PAPER AND 
OTHER) 
Busse & Co., Inc., Robert 
Debs Hospital Supplies, Inc. 
Melrose Hospital Uniform Co., Inc. 
Ross, Inc., Will 
Weck & Co., Inc., Edward 


SNAKE BITE KITS 
Becton, Dickinson & Co. 


SOAPS: FLOOR AND GENERAL 
CLEANING 
DuBois Chemicals, Inc. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Midland Laboratories 
Peck’s Products Co. 
Vestal, Inc. 
West Chemical Products, Inc. 


SOAPS: LAUNDRY 
Colgate-Palmolive Co. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. ‘ 
Kohnstamm & Co., Inc., H. 
Peck’s Products Co. 
Wyandotte Chemical Co. 


SOAPS: LIQUID 
Colgate-Palmolive Co. 
Dolge Co., C. B. 
Johnson & Johnson 
Lilly & Co., Eli 
Peck’s Products Co. 
Vestal, Inc. 
West Chemical Products, Inc. 


SOAPS: SURGICAL AND ANTI- 
SEPTIC 
A.S.R. Products Corp. 
Ethicon, Inc. 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
IPCO Hospital Supply Corp. 
Parke, Davis & Co. 
Peck’s Products Co. 
Vestal, Inc. 
West Chemical Products, Inc. 


SODA LIME (U.S.P.) 
Mallinckrodt Chemical Works 
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George P. Oberst, Vice-President 
Director, Educational Services 
SOMEONE TO TALK WITH .. 
SOMEONE TO WRITE TO. . 


Our experienced consultation is 
available to you in evaluating 
your Educational and Library 
needs. 
Regular discount. 
Transportation paid by us. 
Write for 1960-61 catalogue. 





Since 1897 





Books of all publishers 
3140 Park Avenue Saint Louis 




















#123 SHEETING NOW 
SANITIZED TO COMBAT 
STAPH AND BACTERIA 
FOR PROTECTION— 
Autoclave or Launder 


INDIVIDUAL NURSERY PADS 
FOR EACH BABY 


Saniglastte, Tue. 
1417 E. Potter Ave. 
Milwaukee 7, Wis. 
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SOLUTIONS: ENEMA, DISPOSABLE 
CONTAINER 
Cutter Laboratories, Inc. 
Fleet Co., Inc., C. B. 
Pharmaseal Laboratories 


SOLUTIONS: INTRAVENOUS AND 
PARENTERAL 
Abbott Laboratories 
Baxter Laboratories, Inc. 
Cutter Laboratories, Inc. 
Lilly & Co., Eli 
Parke, Davis & Co. 
‘Upjohn Co. 
Winthrop Laboratories, Inc. 


SOLVENT: DENATURED ALCOHOL 
U. S. Industrial Chemical Co. 


SOURS: LAUNDRY 


Kohnstamm & Co., Inc., H. 
Wyandotte Chemicals Corp. 


SPHYGMOMANOMETERS 
Aloe Co., A. S. 
Baum Co., W. A. 
Becton, Dickinson & Co. 
Cambridge Instrument Co. 
Weck & Co., Inc., Edward 


SPLINTS 
Aloe Co., A. S. 
Austenal Co. 
Connecticut Bandage Mills, Inc. 
DePuy Mfg. Co. 
Mueller & Co., V. 
Orthopedic Equipment Co. 
Zimmer Mfg. Co. 


SPONGES: SURGICAL 
Delmond Pharmaceutical Corp. 


SPRAYS: AEROSOL 


Doho Chemical Co. 
Schueler & Co. (Schuco Industries ) 


STAINLESS STEEL UTENSILS 


American Sterilizer Co. 
Blickman, Inc., S. 
Legion Utensils Co. 
Vollrath Co. 


STERILIZATION INDICATORS 


Aseptic-Thermo Indicator Co. 
Diack Controls (Smith & Underwood) 


STERILIZERS 


American Sterilizer Co. 
Barnstead Still & Sterilizer Co. 
Bard-Parker Co., Inc. 

Castle Co., Wilmot 

Kadan Co., D. A. 

Shampaine Industries 


STETHOSCOPES 
Becton-Dickinson & Co. 
Cambridge Instrument Co., Inc. 
Clay-Adams, Inc. 

Mueller & Co., V. 
Sanborn Co. 

Sklar Mfg. Co., J. 

Weck & Co., Inc., Edward 


STILLS: WATER 


American Sterilizer Co. 
Barnstead Still & Sterilizer Co. 
Castle Co., Wilmot 

Shampaine Industries 


STRAWS: DISPOSABLE DRINKING 
Flex-Straw Co. International 


STRETCHERS 
Aloe Co., A. S. 
American Hospital Supply Corp. 
Blickman, Inc., 
Jarvis & Jarvis, Inc. 
Koenigkramer Co., F. & F. 
me Chemical & Surgical Equipment 


DIRECTORY NUMBER 


Ross, Inc., Will 
Simmons Co., Hausted Div. 
Weck & Co., Inc., Edward 


SUCTION APPARATUS 
Air-Shields, Inc. 
American Cystoscope Makers, Inc. 
Gomco Surgical Mfg. Co. 
Pratt Hospital Equipment Mfg. Co. 
Sorensen Co., Inc., C. M. 
SURGICAL DRESSINGS 
(See Bandages and Dressings) 


SURGICAL INSTRUMENTS 
(See Instruments: Diagnostic and Sur- 
gical ) 


SURGICAL KNIVES 
(See Instruments: Diagnostic and Sur- 
gical) 


SUTURES AND LIGATURES 


American Cyanamid Co., Surgical Prod- 


ucts Div. 
Bauer & Black, Div. of The Kendall Co. 
Deknatel & Son, Inc. 
Ethicon, Inc. 
Gudebrod Bros. Silk Co. 
Ohio Chemical & Surgical Equipment 
Co 


Weck & Co., Inc., Edward 


SYRINGES: HYPODERMIC 


Aloe Co., A. S. 

American Hospital Supply Corp. 

American Cyanamid Co., Surgical Prod- 
ucts Div. 

Continental Hospital Service, Inc. 

Debs Hospital Supplies, Inc. 

Eisele & Co. 

Hypo Surgical Supply Corp. 

McKesson & Robbins, Inc. 

Meinecke & Co. 

Mercer Glass Works, Inc. 

Mills Hospital Supply Co. 

Mueller & Co., V. 

Pfizer Laboratories Div., Chas. Pfizer & 
Co., Inc. 

Randall Faichney Corp. 

Ross, Inc., Will 

Weck & Co., Inc., Edward 


SYRINGES: HYPODERMIC, 
DISPOSABLE 
American Cyanamid Co., Surgical Prod- 
ucts Div. 
Becton, Dickinson & Co. 
Hypo Surgical Supply Corp. 
Ross, Inc., Will 


TABLES: BEDSIDE AND OVERBED 


American Seating Co. 
Colson Corp. 

Hard Mfg. Co. 

Hill-Rom Co. 

Simmons Co., Contract Div. 


TABLES: EXAMINING AND 
TREATMENT 


Aloe Co., A. S. 

Ritter Co., Inc. 

Shampaine Industries 
Simmons Co., Hausted Div. 


TABLES: OPERATING 
American Sterilizer Co. 

Castle Co., Wilmot 
Ritter Co., Inc. 

TAPE: AUTOCLAVING 
Johnson & Johnson 
Minnesota Mining & Mfg. Co. 
Professional Tape Co. 
Seamless Rubber Co. 

TEST TUBE IDENTIFICATION CAPS 
Lab-Tek Plastics Co. 
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FREE 


DARNELL ame 
MANUAL Be 
gives : ] 
valuable 
details 
on 





— 4) 
CASTERS « WHEELS 


HOSPITALS 





Describes over 4000 types of 
casters and wheels--making your 
selection for hospital application 
an easy job. Look in the Yellow 
Pages for your Darnell Distributor 
under "Casters". 


Thousands of Darnell Cdsters and 
Wheels in use in the World's leading 
hospitals prove their dependability. 
Ready availability in a complete line 
of sizes and models with various 
treads (including Neoprene, Non- 
Conductive Rubber and Phenolic 
Wheels) and a variety of stems, top- 
plates and other fittings for ease 
of application to hospital equipment 
make them first choice for economy- 
minded buyers. 






DARNELL CORPORATION, Lr. 


DOWNEY (Los Angeles County) CALIF 


37-28 SIXTY-FIRST, WOODSIDE 77, L.I.,N.Y 
36 NORTH CLINTON ST., CHICAGO 4, ILL. 
1000 PEACHTREE N. E., ATLANTA, GA. 
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The HAYNES SUCTION METHOD 


the best way to get 
DUST out of a mop 


Dust mops are, as you well know, the enemy of all your 
pains to keep airborne bacteria under control. The Haynes 
Suction Method keeps dust collected—doesn’t redistribute 
it from the dirty mop. In a small, mobile cabinet, taking 
power from any electrical outlet, the Haynes Method pulls 
dust from the mop and deposits it through a filter into a 
bin—for easy, safe disposal. The Haynes unit is sturdily 


—— 
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ee 


re 


| 
HHT 
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constructed for a lifetime of use. 


Quick — Sanitary — Fast — Economical 
Simple — Better 


MARKHAM MANUFACTURING COMPANY 
P. O. BOX 4774 . CLEVELAND 26, OHIO 














DRAPERY-FABRICS 


* An understanding of Catholic * 
hospital needs and requirements, 
gained through years of experi- 
ence in supplying these require- 
ments, enables our organization 
to offer a specialized service in 

* supplying the following: sheets, ok 
blankets, bed spreads, pillow 
cases, curtain goods, drapery fab- 
rics, upholstery fabric, slip cover 
fabrics, tray cloths, table dam- 
asks, distinctive textiles. 


* DRAPERY SPECIALISTS * 
ELDNUR-BRAND 


FABRICS 


Exclusive distributors of the Red- 
* Wing — Colored Hospital bed- * 
spread. 
The privilege of quoting on 
your requirements is solicited. 
OUR 21st YEAR 
* OF SUCCESSFUL MERCHANDISING ra 


LEON S. RUNDLE and SON 


2252-54-56-E-73rd St. CHICAGO 49, ILLINOIS 
PHONE BUfterfield 8-4311 














ETHICAL and RELIGIOUS 
DIRECTIVES for CATHOLIC 
HOSPITALS 


A new revised second edition of Ethical and Re- 
ligious Directives for Catholic Hospitals has been 
published by The Catholic Hospital Association. 
There are sixty Directives numbered consecutively, 
with abundant references in the Appendix as well 
as a detailed Index. The present edition contains 
new matter concerning professional secrecy, experi- 
mentation, ghost surgery, psychotherapy, shock- 
therapy, unnecessary procedures, and the spiritual 
care of non-Catholics. References to statements of 
the Holy See are also included. The booklet con- 
tains clear answers to most of the ethical problems 
likely to arise in hospital practice. Write for your 
copies today. Supply your. staff with this important 
publication. 


25c a copy; 12, $2.75; 50—$10.00; 100—$17.50 
The Directives booklet is invaluable for use with 
the new one-volume Medico-Moral Problems by 


Gerald Kelly, S.J., now in two bindings. Paper 
Cover $3.00; Cloth Cover $5.00. 


THE CATHOLIC HOSPITAL ASSOCIATION 


1438 S. Grand Blvd. St. Louis 4, Mo. 
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TELEVISION SYSTEMS: CLOSED 
CIRCUIT 
Castle Co., Wilmot 
Motorola/Dahlberg 
Philco Corp., Government & Industrial 
Group 
Wells Television, Inc. 


THERMOMETERS 
Becton, Dickinson & Co. 
Clay-Adams, Inc. 

Eisele & Co. 
Meinecke & Co. 
Randall Faichney Corp. 


THERMOSTATS 


Johnson Service Co. 
Minneapolis-Honeywell Regulator Co. 


TOWELS 
Baker Linen Co., H. W. 
Hardy & Co., Inc., James G. 
Kuttnauer Mfg. Co. 
Marvin-Neitzel Corp. 
Standard Textile Co., Inc. 


TRACTION APPARATUS 


Austenal Co. 

DePuy Mfg. Co. 

Nelson Co., Inc., A. R. 
Orthopedic Equipment Co. 
Posey Co., J. T. 

Zimmer Mfg. Co. 


TRADE ASSOCIATIONS 
American Surgical Trade Association 
Health Insurance Council 


TRAINING AIDS 


Chase Co., J. M. 
Clay-Adams, Inc. 
Denoyer-Geppert Co. 


TRAYS 


American Hospital Supply Corp. 
Beam Metal Specialties 

Bunn Corp., John 

Correy Distributors 

Debs Hospital Supplies, Inc. 
Don & Co., Edward 

Legion Equipment Co. 

United States Rubber Co. 
Vollrath Co. 

Wear-Ever Aluminum, Inc. 


TRUCKS: DISH AND TRAY 
Blickman, Inc., S. 
Caddy Corp. of America 
Colson Corp. 
Correy Distributors 
Frick, Inc., W. H. 
Jarvis & Jarvis, Inc. 
Lakeside Mfg., Inc. 
Mealpack Corp. 
Meals-on-Wheels System 
Nutting Truck & Caster Co. 
Southern Equipment Co. 
Shampaine Industries 
Swartzbaugh Mfg. Co. 
Van Range Co., John 


TRUCKS: LAUNDRY 


American Laundry Machinery Industries 

Jarvis & Jarvis, Inc. 

Kohnstamm & Co., Inc., H. 

Nutting Truck and Caster Co. 

Tingue, Brown & Co. 

Troy Laundry Machinery Div., Ameri- 
can Machine & Metals, Inc. 


TRUCKS: UTILITY 
Blickman, Inc., S. 
Burroughs Mfg. Co. 

Colson Corp. 

Frick, Inc., W. H. 

Jarvis & Jarvis, Inc. 

Lumex, Inc. 

Nutting Truck & Caster Co. 


DIRECTORY NUMBER 


TUMBLERS: DRYING (LAUNDRY ) 
American Laundry Machinery Industries 
Cook Machinery Co. 

Hydraxtor Co. 
Troy Laundry Machinery Div., Ameri- 
can Machine & Metals, Inc. 


TYPEWRITERS 
International Business Machine Corp. 
Remington Rand, Div. of Sperry Rand 
Corp. 
Royal McBee Corp. 


ULTRASONIC THERAPY EQUIP- 
MENT 
Aloe Co., A. S. 
American Cystoscope Makers, Inc. 
American Hospital Supply Corp. 
Burdick Corp. 


ULTRAVIOLET LAMPS 
(See Radiation Equipment) 


UNIFORMS 
Angelica Uniform Co. 
Bruck’s Nurses Outfitting Co. 
Melrose Hospital Uniform Co. 
Snowhite Garment Mfg. Co. 
Whitehouse Mfg. Co. 


UTENSILS: KITCHEN 
Don & Co., Edward 
Legion Utensils Co. 
Vollrath Co. 

Wear-Ever Aluminum, Inc. 


UTENSILS: CLINICAL 
Aloe Co., A. S. 
American Hospital Supply Corp. 
Anchor Brush Co. 
Meinecke & Co., Inc. 
Ross, Inc., Will 
Vollrath Co. 
Wear-Ever Aluminum, Inc. 
Weck & Co., Inc., Edward 


VACCINES AND SERUMS 
Abbott Laboratories 
Cutter Laboratories 
Lilly & Co., Eli 
Parke, Davis & Co. 
Squibb & Sons, E. R. 
Upjohn Co. 


VACUUM CLEANERS 
Hillyard Chemical Co. 
Huntington Laboratories, Inc. 
Kent Co., Inc. 
Pullman Vacuum Cleaner Corp. 


VALVES: BLOOD PRESSURE 


Baum Co., Inc., W. A. 
Becton, Dickinson & Co. 


VALVES: FLUSH 
Crane Co. 
Kohler Company 
Sloan Valve Co. 


VALVES: MIXING (THERMO- 
STATIC) 
Bar-Ray Products, Inc. 
Crane Co. 
Johnson Service Co. 
Minneapolis-Honeywell Regulator Co. 


VAPORIZERS 
Air-Shields, Inc. 
American Hospital Supply Corp. 
Landers, Frary & Clark, Stanley Thermal 

Div. 

WALL COVERINGS 
Blank & Co., Inc., Frederic 
Carpenter & Co., L. E. 
Marlite Div. of Masonite Corp. 
New Castle Products, Inc. 
United States Rubber Co. 
Vinyl Plastics, Inc. 
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WARMERS: BED 
Posey Co., J. T. 


WARMERS: BLANKET, SOLUTION 


American Sterilizer Co. 

Excel Metal Cabinet Co. 
Jamestown Metal Products, Inc. 
St. Charles Mfg. Co. 


WASHER-STEAMERS: BED PAN 
American Sterilizer Co. 
Castle Co., Wilmot 
Ross, Inc., Will 
Shampaine Industries 
WASHERS: LAUNDRY 


American Laundry Machinery Industries 

Braun, Inc., G. A. 

Cook Machinery Co. 

Hydraxtor Co. 

Troy Laundry Machinery Div., Ameri- 
can Machine & Metals, Inc. 


WASHERS: SURGICAL GLOVE 
Rotary Hospital Equipment Co. 


WASHERS: WINDOW 
Tucker Mfg. Co. 


WASTE RECEPTACLES 


Beam Metal Specialties, Inc. 
Master Metal Products Co. 


WAX: FLOOR 
(See Floor Finishes: Wax) 


WAX: PARAFFIN 
Kohnstamm & Co., Inc., H. 


WAXING MACHINES 
(See Floor Machines) 


WHEELS: BED, FURNITURE, 
STRETCHER, ETC. 


(See Rubber Tired Wheels) 


WHEEL CHAIRS 
(See Chairs: Wheel) 


WINDOW EQUIPMENT 


Barnhart Co., A. W. 
Williams Pivot Sash Co. 


WINDOWS: DETENTION 
Barnhart Co., A. W. 


WINDOWS: REVERSIBLE 
Williams Pivot Sash Co. 


WRINGERS: MOP 
Geerpres Wringer, Inc. 
Huntington Laboratories, Inc. 
Markham Mfg. Co. 


X-RAY EQUIPMENT AND ACCES- 
SORIES 


Aloe Co., A. S. 

Bar-Ray Products Co. 

General Electric Co., X-Ray Dept. 

Picker X-Ray Corp. 

United States Radium Corp. 

Westinghouse Electric Corp., X-Ray 
Div. 


X-RAY FILM 

Ansco Div., General Aniline & Film 
Corp. 

Bar-Ray Products Co. 

Eastman Kodak Co. 

General Electric Co., X-Ray Dept. 

Ilford, Inc. 

Picker X-Ray Corp. 

Westinghouse Electric 
Div. 


X-RAY FILM (USED) PURCHASERS 


McElroy, Inc., Donald 
Precious Metals * 


Corp., X-Ray 
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Buyers Guide Index 
to Advertisers Addresses 


Buyers Guide Begins on Page 388 


Aatell & Jones, Inc., 3360 Frankford Ave., Philadelphia 34, Pa. 
Abbott Laboratories, North Chicago, III. 
Acme Cotton Products Co., Inc., 245 Fifth Ave., New York 16, 


N.Y. 

Acme Visible Records, Inc., Crozet, Va. 

Advance Hospital Supply Co., 1416 S. Michigan Ave., Chicago, 
Ill 


Aetna Life Insurance Co., Group Div., Hartford 15, Conn. 

Airkem, Inc., 241 East 44th St., New York 17, N.Y. 

Airmatic Systems Corp., an I. T. & T. Associate, 441 Market St., 
Saddle Brook, N.J. 

Air-Shields, Inc., Jacksonville Rd., Hatboro, Pa. 

Allen Foods, Inc., 4555 Gustine, St. Louis 16, Mo. 

Aloe Co., A. S., 1831 Olive St., St. Louis 3, Mo. 

American Appraisal Co., 525 E. Michigan St., Milwaukee, Wis. 

American Biltrite Rubber Co., Amtico Flooring Div., Trenton 2, 
N.]. 

American City Bureau, 3520 Prudential Plaza, Chicago 1, III. 

American Cyanamid Co., Surgical Products Div., #1 Casper St., 
Danbury, Conn. 

American Cystoscope Makers, Inc., 8 Pelham Pkwy., Pelham 
Manor, N.Y. 

on Hospital Supply Corp., 2020 Ridge Ave., Evanston, 


American Laundry Machinery Industries, Cincinnati 12, Ohio 

American Machine & Foundry Co., Lowerator Div., 261 Madison 
Ave., New York 16, N.Y. 

American Machine & Metals, Inc., (See Troy Laundry Machinery 
Division ) 

—— Metal Products Co., 5959 Linsdale Ave., Detroit 4, 
Mich. 

American-Olean Tile Co., 1555 Cannon Ave., Lansdale, Pa? 

American Seating Co., Grand Rapids 2, Mich. 

American Sterilizer Co., Erie, Pa. 

American Surgical Trade Association, 176 West Adams St., Chi- 
cago 3, Ill. 

Anchor Brush Co., Aurora, Ill. 

Angelica Uniform Co., 1427 Olive St., St. Louis 3, Mo. 

Anglo Chemical & Rubber Co., Parapatch Div., 36 Walker St., 
New York 13, N.Y. 

Ansco Div., General Aniline & Film Corp., Binghamton, N.Y. 

Applegate Chemical Co., 7351 Hamlin Ave., Skokie, IIl. 

Arista Surgical Co., 67 Lexington Ave., New York 10, N.Y. 

Armour Pharmaceutical Co., Kankakee, IIl. 

someone Co., Inc., Gordon, 514 Bulkley Bldg., Cleveland 15, 

io 

Aseptic-Thermo Indicator Co., 11471 Vanowen St., North Holly- 
wood, Calif. 

A.S.R. Products Corp., 380 Madison Ave., New York 17, N.Y. 

Auburn Specialties Co., Auburn, N.Y. 

Austin Supply Co., 210 S. Clinton St., Chicago 6, IIl. 

Austenal Co., 224 East 39th St., New York 16, N.Y. 

Auth Electric Co., Inc., 34-20 45th St., Long Island City, N.Y. 

Ayerst Laboratories, 22 East 40th St., New York 16, N.Y. 

a Co., H. W., 315-317 Church St., New York 13, 

Baker-Roos, Inc., 602 West McCarty St., Indianapolis 6, Ind. 

Balfour Co., L. G., Attleboro, Mass. 

Bard, Inc., C. R., 490 Morris Ave., Summit, N.J. 

Bard-Parker, Co., Inc., Lee Mac Ave., Danbury Conn. 

Barnhart Co., A. W., 140 Highland St., Port Chester, N.Y. 

ee Still & Sterilizer Co., 79 Lanesville Terrace, Boston 

, Mass. 
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Bar-Ray Products Co., 209 25th St., Brooklyn 32, N.Y. 

Bassick Co., 3045 Fairfield Ave., Bridgeport, Conn. 

Bates Fabrics, Inc., 112 West 34th St., New York 1, N.Y. 

Bauer & Black, Div. of The Kendall Co., 309 W. Jackson Rd., 
Chicago 6, III. 

Baum Co., Inc., 620 Oak St., Copiague, Long Island, N.Y. 

Baxter Laboratories, Inc., 6301 Lincoln Ave., Morton Grove, Ill. 

Beam Metal Specialties, 25-11 49th St., Long Island City 3, N.Y. 

Becton, Dickinson & Co., Rutherford, N.J. 

Berbecker & Sons, Julius, 15 East 26th St., New York 10, N.Y. 

Blank & Co., Inc., Frederic, 295 Fifth Ave., New York 16, N.Y. 

Blickman, Inc., S., 536 Gregory Ave., Weehawken, N.J. 

Braun, Inc., G. A. 461 East Brighton Ave., Syracuse 5, N.Y. 

— Outfitting Co., 387 Fourth Ave., New York 16, 


Brunswick Corp., 623 South Wabash Ave., Chicago 5, III. 

Bunn Capitol Co., 927 East Adams St., Springfield, III. 

Bunn Corp., John, 163 Ashland Ave., Buffalo 22, N.Y. 

Burdick Corp., Milton, Wis. 

Burroughs Corp., Second & Burroughs Ave., Detroit 32, Mich. 

Burrows Co., 6633 North Lincoln Ave., Chicago 45, Ill. 

Busse & Co., Robert, 64 East 8th St., New York 3, N.Y. 

C. Q. Sherman Associates, Rescor Industries Div., 9 W. Prospect 
Ave., Mt. Vernon, N.Y. 

Caddy Corp. of America, P.O. Box 85, Secaucus, N.J. 

Cadillac Motor Car Div., General Motors Corp., 2860 Clark Ave., 
Detroit 32, Mich. 

Cambridge Instrument Co., Inc., 3732 Grand Central Terminal, 
New York 17, N.Y. 

Capital Cubicle Co., 213 25th St., Brooklyn 32, N.Y. 

Carolina Absorbent Cotton Co., Box 2176, Charlotte, N.C. 

Carpenter & Co., L. E., Empire State Bldg., New York 1, N.Y. 

Carrier Corp., 300 South Geddes, Syracuse 1, N.Y. 

Carrom Industries, Inc., Ludington, Mich. 

Cash, Inc., J & J, 174 Chestnut St., South Norwalk 14, Conn. 

Castle Co., Wilmot, 1777 East Henrietta Rd., Rochester 18, N.Y. 

a Association, 1438 South Grand Blvd., St. Louis 

, Mo. 

Central States Paper & Bag Co., 5221 Natural Bridge Rd., St. 
Louis 15, Mo. 

Chase Co., M. J., 156 Broadway St., Pawtucket, R.I. 

Chatham Mfg. Co., 111 West 40th St., New York 36, N.Y. 

es Inc., 485 Lexington Ave., New York 17, 


Chicago Dietetic Supply House, Inc., 1750 W. Van Buren St., 
Chicago 12, III. 

one Medical Book Co., Jackson & Honore Sts., Chicago 12, 
I 


Chick Co., Gilbert Hyde, 821 75th Ave., Oakland 21, Calif. 
— & Equipment Co., 303 West Adams St., Chicago 6, 


Clay-Adams Co., Inc., 141 East 25th St., New York 10, N.Y. 
Colgate-Palmolive Co., 300 Park Ave., New York 22, N.Y. 
Colson Corp., 7 South Dearborn, Room 1000, Chicago 1, IIl. 
Co Counselling Service, Inc., 350 Fifth Ave., New York 


Conductive Hospital Accessories Corp., 82 West Dedham St., Bos- 
ton 18, Mass. 

Connecticut Bandage Mills, Inc., Bridgeport, Conn. 

ear Hospital Service, Inc., 18624 Detroit Ave., Cleveland 
ve io 

Goan Scale Corp., 5701 South Claremont Ave., Chicago 36, 
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Convent Hosiery, Cora Geis, P.O. Box 806, Milwaukee, Wis. 

Cook Machinery Co., Inc., 4301 South Fitzhugh Ave., Dallas 10, 
Tex. 

Correy Distributors, Inc., 1030 Commonwealth Ave., Boston 15, 
Mass. 

Cramore Fruit Products, Inc., P.O. Box 385, Point Pleasant, N.J. 

Crane Co., P.O. Box 780, Johnstown, Pa. 

Crimsco, Inc., (See Meals-On-Wheels System ) 

Cumerford Corp., 912 Baltimore Ave., Kansas City 5, Mo. 

Cutter Laboratories, Fourth & Parker Sts., Berkeley 10, Calif. 

Darnell Corp., Ltd., 12000 Woodruff Ave., Downey, Calif. 

Davis Co., F. A., 1914-16 Cherry St., Philadelphia 3, Pa. 

Debs Hospital Supplies, Inc., 5990 N. Northwest Hwy., Chicago 

: 1, Ill. 
Deknatel & Son, Inc., J. A., 96-20 22nd St., Queens Village, Long 


Island, N.Y. 
Delmond Pharmaceutical Corp., 225 Lafayette St., New York 12, 
N.Y. 


Dempsey-Tegeler & Co., 1000 Locust St., St. Louis 1, Mo. 

Denoyer-Geppert Co., 5255 Ravenswood Ave., Chicago 40, III. 

DePuy Mfg. Co., 407-411 West Market St., Warsaw, Ind. 

Desitin Chemical Co., 812 Branch St., Providence 4, R.I. 

Detroit Textbook Stores, Inc., 135 East Elizabeth St., Detroit, 
Mich. 

Diack Controls (Smith & Underwood), 1847 North Main St., 
Royal Oak, Mich. 

Diamond Crystal Salt Co., 916 South Riverside, St. Clair, Mich. 

Diversey Corp., 1820 Roscoe St., Chicago 13, Ill. 

Doho Chemical Corp., Mallon Div., 100 Varick St., New York 
13, NG¥. 

Dolge Co., C. B., Westport, Conn. 

Don & Co., Edward, 2201 South LaSalle St., Chicago 16, III. 

DuBois Chemicals, Inc., Broadway at Seventh, Cincinnati 2, Ohio 

Dukane Corp., St. Charles, IIl. 

Dunham-Bush, Inc., 179 South St., West Hartford 10, Conn. 

Duxe Products Inc., P.O. Box 1192, Cincinnati 1, Ohio 

Eastman Kodak Co., Medical Div., Rochester 4, N.Y. 

Economics Laboratory, Inc., 250 Park Ave., New York 17, N.Y. 

Edison Chemical Co., §. M., Div. of Colgate-Palmolive Co., 2710 
South Parkway, Chicago 16, Ill. 

Edwards Co., Inc., Connecticut Ave., Norwalk, Conn. 

Eisele & Co., 109 Spring St., Nashville 3, Tenn. 

Elgin Exercise Appliance Co., Box 132, Elgin, III. 

Emerson Co., J. H., Cambridge 40, Mass. 

Engelhard Industries, Inc., Hanovia Lamp Div., 113 Astor Pl., 
Newark 5, N.J. 

Erie Scientific Corp., 693 Seneca St., Buffalo 10, N.Y. 

Ethicon, Inc., (Johnson & Johnson), Somerville, N.J. 

Everest & Jennings, 1803 Pontius Ave., Los Angeles 25, Calif. 

Excel Metal Cabinet Co., 122 East 42nd St., New York 17, N.Y. 

Executone, Inc., 415 Lexington Ave., New York 17, N.Y. 

Field & Co., Marshall, 222 North Bank Dr., Chicago 54, III. 

Fino Food Processing Co., P.O. Box 103, Burbank, Calif. 

Fleet Co., Inc., C. B., 921-927 Commerce St., Lynchburg, Va. 

Flex-Straw Co. International, P.O. Box 431, Santa Monica, Calif. 

Florida Citrus Commission, Lakeland, Fla. 

mre Hospital Equipment Co., 116 Academy St., Newark, 


Frick Co., Inc., W. H., 704 Citizens Bldg., Cleveland 14, Ohio 

Geerpres Wringer, Inc., P.O. Box 658, 1780 Harvey St., Mus- 
kegon, Mich. 

Geigy Pharmaceuticals, P.O. Box 430, Yonkers, N.Y. 

General Electric Co., X-Ray Dept., Room 1009, 4855 West Elec- 

_ tric Ave., Milwaukee 1, Wis. 

Gilbert Co., D. L., Box 1952, Columbus 16, Ohio 

Gomco Surgical Mfg. Co., 822-H East Ferry St., Buffalo 11, N.Y. 

Grand Rapids Sectional Equipment Co., 11 Fuller Ave., S.E., 
Grand Rapids 6, Mich. 

Grant Pulley & Hardware Co., 75 High St., West Nyack, N.Y. 

Gudebrod Bros. Silk Co., 225 West 34th St., New York 16, N.Y. 

Haag Bros., 9110 Terminal Ave., Skokie, Ill. 

er Associates, Inc., 797 Washington St., Newtonville 60, 

ass. 
Hard Mfg. Co., 117 Tonawanda St., Buffalo 7, N.Y. 
‘im . Co., Inc., James G., 15 East 26th St., New York 10, 


Hausted Div., Simmons Co., Medina, Ohio 

Health Insurance Council, c/o Health Insurance Institute, 488 
_ Madison Ave., New York 22, N. Y. 

Heinz Co., H. J., 1062 Progress, Pittsburgh 12, Pa. 

Herder Book Co., B., 15-17 South Broadway, St. Louis 2, Mo. 

Hill-Rom Co., Inc., Batesville, Ind. 

Hillyard Chemical Co., P.O. Box 707, St. Joseph, Mo. 

Hobart Mfg. Co., Troy, Ohio 

Hollister Incorporated, 833 North Orleans St., Chicago 10, III. 

eel Furniture, Inc., 936 North Michigan Ave., Chicago 11, 


Huntington Furniture Co., P.O. Box 108, Lincolnton, N.C. 


DIRECTORY NUMBER 


Huntington Laboratories, Inc., Huntington, Ind. 

Hydraxtor Co., 7415 North St. Louis Ave., Skokie, Ill. 

Hypo Surgical Supply Corp., 11 Mercer St., New York 13, N.Y. 
Ilford, Inc., 37 West 65th St., New York 23, N.Y. 

Ille Electric Corp., Reach Rd., Williamsport, Pa. 

aaa Medical Book Co., 215 West Chicago Ave., Chicago 10, 


Industrial Chemical Laboratories, Inc., 1015 North 14th St. 
Omaha 2, Neb. 

Ingersoll Products Div., Borg-Warner Corp., 1000 W. 120th 
St., Chicago 43, Ill. 

Institutional Supply Co., 71-73 Murray St., New York, N.Y. 

International Business Machines, Data Processing Div., Hospital 
Dept., 112 East Post Rd., White Plains, N.Y. 

Ipco Hospital Supply Co., 161 Sixth Ave., New York 13, N.Y. 

Jamestown Metal Products, Inc., Jamestown, N.Y. 

Jarvis & Jarvis, Inc., Palmer, Mass. 

Jewett Refrigerator Co., Inc., 2 Letchworth St., Buffalo, N.Y. 

Johnson & Johnson, New Brunswick, N.J. 

Johnson Service Co., 507 East Michigan St., Milwaukee 1, Wis. 

Kadan Co., Inc., D. A., 29 Clinton St., Yonkers, N.Y. 

Katolight Corp., First Ave. at Chestnut, Mankato, Minn. 

Kent Co., Inc., 113 Canal St., Rome, N.Y. 

Klenzade Products, Inc., Beloit, Wis. 

Koenigkramer Co., F. & F., 96 Caldwell Dr., Cincinnati 16, Ohio 

Kohler Company, Kohler, Wis. 

ee ne & Co., H., 161 Ave. of the Americas, New York 13, 

Kuttnauer Mfg. Co., 2189 Beaufait Ave., Detroit 7, Mich. 

Lab-Tek Plastics Co., 35 East Burlington, Westmont, III. 

Lakeside Mfg. Co., 1972 South Allis, Milwaukee 7, Wis. 

Landers, Frary & Clark, Universal Products, New Britain, Conn. 

Lawton Co., The, 425 Fourth Ave., New York 16, N.Y. 

LeFevre Chemical Co., 1708 West Main, Oklahoma City, Okla. 

Legion Equipment Co., Inc., 40th Ave. & 21st St., Long Island 
City, N.Y. 

Leo’s Fabrics, 1960 West Norwood, Chicago 26, III. 

Lilly & Co., Eli, Box 618, Indianapolis 6, Ind. 

Linde Co., Div. of Union Carbide Corp., 270 Park Ave., New 
York 17, N.Y. 

Lippincott Co., J. B., East Washington Sq., Philadelphia 5, Pa. 

Liturgical Imports, Ltd., 17 Murray St., New York 7, N.Y. 

Lorvic Corp., 5553 Easton Ave., St. Louis 12, Mo. 

Lowerator Div., American Machine & Foundry Co., 261 Madison 
Ave., New York 16, N.Y. 

Lumex, Inc., 1325 Newbridge Rd., Mellmore, Long Island, N.Y. 

M & R Dietetic Laboratories, Inc., 625 Cleveland Ave., Columbus 
16, Ohio 

Macmillan Co., 60 Fifth Ave., New York 11, N.Y. 

Maiestic Wax Co., 1600 Wynkoop, Denver 2, Colo. 

Mallinckrodt Chemical Works, Second & Mallinckrodt Sts., St. 
Louis 7. Mo. 

Markham Mfg. Co., 9610 Madison Ave., Cleveland 10, Ohio 

Marsh Wall Products, Marlite Div. of Masonite Corp., Dover, 
Ohio 

Marsales Co., Inc., 62 Worth St., New York 13, N.Y. 

Marshall & Stevens, Inc., 53 West Jackson Blvd., Chicago 4, III. 

Marvin-Neitzel Corp., 5th Ave. & Federal St., Troy, N.Y. 

Massengill Co., S. E., Bristol. Tenn. 

Massillon Rubber Co., Massillon, Ohio 

Master Metal Products, Inc., 291 Chicago St., Buffalo 5, N.Y. 

Matthews Medical Books, 3140 Park Ave., St. Louis 4, Mo. 

Maysteel Products, Inc., 744 North Plankinton Ave., Milwaukee 
3, Wis. 

McElroy, Inc., Donald, 53 West Jackson Blvd., Chicago 4, III. 

McGraw-Edison Co., Voicewriter Div., West Orange, N.J. 

McGraw-Hill Co., Inc., Blakiston Div., 330 West 42nd St., New 
York 36, N.Y. 

McKesson-Robbins, Inc., 155 East 44th St., New York 17, N.Y. 

Mealpack Corp., 2020 Ridge Ave., Evanston, III. 

Meals-On-Wheels System, 5001 East 59th St., Kansas City 30, 
Mo. 

a History Bureau, 17 West 60th St., New York 23, 


Meinecke & Co., 225 Varick St., New York 14, N.Y. 

Melrose Hospital Uniform Co., Inc., 95 Commercial St., Brook- 
lyn 22, N.Y. 

Mennen Co., Morristown, N.J. 

Mercer Glass Works, Inc., 725 Broadway, New York 3, N.Y. 

Mercury Mfg. Co., Div. of Steele-Harrison Mfg. Co., 1832 S.W. 
Adams St., Peoria, III. 

Merrell Co., Wm. S., Lockland Station, Cincinnati 15, Ohio 

Metro Medical Distributors, Inc., 17 West 17th St., New York 
tieNeY 


Middleby-Marshall Oven Co., 763 W. Adams St., Chicago 6, III. 

Midland Laboratories, Dubuque, Iowa 

Milani Foods, Inc., Louis, 12312 West Olympic Blvd., Los An- 
geles 64, Calif. 
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elk ta Supply Co., 6626 North Western Ave., Chicago 
45, Ill. 


Minneapolis-Honeywell Regulator Co., 2753 Fourth Ave., South, 
Minneapolis 8, Minn. 

aaa Mining & Mfg. Co., 900 Fauquier Ave., St. Paul 6, 

inn. 

Mobile Kitchens, Inc., 850 Euclid Ave., Cleveland 14, Ohio 

Monsanto Chemical Co., Organic Chemicals Div., Dept. 2797P, 
St. Louis 66, Mo. 

Mosby Co., C. V., 3207 Washington Blvd., St. Louis 3, Mo. 

Motorola/Dahlberg, Golden Valley, Minneapolis 27, Minn. 

Mueller & Co., V., 330 South Honore St., Chicago 12, III. 

National Cash Register Co., Dayton 9, Ohio 

National Cylinder Gas, Div. of Chemetron Corp., 840 North 
Michigan Ave., Chicago 11, Ill. 

National Store Fixture Co., Odenton, Md. 

Nelson Co., Inc., A. R., 38-35 Crescent St., Long Island City 1, 
N.Y 


New Castle Products, Inc., New Castle, Ind. 

Newman Press, The, Westminster, Md. 

Norton Door Closer Co., Div. of Yale & Towne Mfg. Co., 100 
Tudor, Berrien Springs, Mich. 

nee Identi-Foto, Inc., 2308 North Lincoln Ave., Chicago 14, 
I 


Nutting Truck & Caster Co., 1036 Division St., Faribault, Minn. 

Ohio Chemical & Surgical Equipment Co., Div. of Air Reduction 
Co., 1400 East Washington Ave., Madison 10, Wis. 

Organon, Inc., 375 Mt. Pleasant Ave., West Orange, N.J. 

Orthopedic Equipment Co., Bourbon, Ind. 

Orthopedic Frame Co., 420 Alcott St., Kalamazoo, Mich. 

Otis Elevator Co., 260 Eleventh Ave., New York 1, N.Y. 

Pantex Mfg. Co., P.O. Box 660, Pawtucket, R.I. 

Paper Cup & Container Institute, Inc., 250 Park Ave., New York 
17,3u-% 

Parachlor Chemical Corp., 32-16 35th Ave., Long Island City, 
N.Y 


Parke, Davis & Co., Detroit 32, Mich. 

Peck’s Products Co., 610 East Clarence Ave., St. Louis 15, Mo. 

Perry Rubber Co., Massillon, Ohio 

Pfizer Laboratories, Div. of Charles Pfizer & Co., Inc., 630 Flush- 
ing Ave., Brooklyn 6, N.Y. 

Pharmaseal Laboratories, Inc., 1015 Grandview Ave., Glendale 
1, Calif. 

Philco Corp., Government & Industrial Group, 4700 Wissahickon 
St., Philadelphia 44, Pa. ; 
Physicians and Hospitals Supply Co., 1400 Harmon Pl., Minne- 

apolis 3, Minn. 
Physicians’ Record Co., 3000 South Ridgeland Ave., Berwyn, III. 
Picker X-Ray Corp., 25 South Broadway, White Plains, N.Y. 
Pioneer Rubber Co., 1939 Tiffin Rd., Willard. Ohio 
Plymouth Rubber Co., Inc., Revere St., Canton, Mass. 
Pollack & Co., J. O., 17 North State St., Chicago, III. 
Posey Co., J. T., 727 East Foothill Blvd., Dept. HP, Pasadena, 
Calif 


Pratt Hospital Equipment Mfg. Co., 3007 Southwest Dr., Los An- 
geles 43, Calif. 

Precious Metals, 3424 Market St. (Rear), St. Louis 3, Mo. 

Presco Co., 305 North Church St., Hendersonville, N.C. 

Professional Tape Co., 355 Burlington Rd., Riverside, Ill. ¢ 

Pullman Vacuum Cleaner Corp., 25 Buick St., Boston 15, Mass. 

Puritan Compressed Gas Corp., 2012 Grand Ave., Kansas City 


, Mo. 

Putnam’s Sons, G. P. (Nursing Dept.), 210 Madison Ave., New 
York 16, N.Y. 

Qualheim, Inc., P.O. Box 239, Racine, Wis. 

Quicap Co., Inc., 110 North Markley St., Greenville, S.C. 

Railton Co., B. A., 3425 South Kedzie Ave., Chicago 23, IIl. 

Ralston Purina Co., Checkerboard Sq., St. Louis 2, Mo. 

Randall Faichney Corp., 299 Marginal St., Boston 28, Mass. 

Raybestos-Manhattan, Inc., Revolite Div., 500 Fifth Ave., New 
York 36, N.Y. 

Remington Rand, Div. of Sperry Rand Corp., 122 East 42nd St., 
New York 17, N.Y. 

Revlon, Inc., (Pharmacal Div.) , 666 Fifth Ave., New York 19, 
N.Y. 


Ritter Co., Inc., 5711 Ritter Park, Rochester 3, N.Y. 

Roerig & Co., J. B., 800 Second Ave., New York 17, N.Y. 

Ross, Inc., Will, 4285 N. Port Washington Rd., Milwaukee 12, 
Wi 


is. 
Rotary Hospital Equipment Co., 1746 Dale Rd., Buffalo 25, 
i a 


Royal McBee Corp., Westchester Ave., Port Chester, N.Y. 

Rubber Latex Products Co., 2508 East Bailey Rd., Cuyahoga 
Falls, Ohio 

Rubens & Marble, Inc., 2330 Racine Ave., Chicago 14, III. 

Rundle & Son, Leon S., 2252-56 East 73rd St., Chicago 49, III. 








Russell & Erwin Div., American Hardware Corp., Franklin Sq 
New Britain, Conn. " 

St. Charles Mfg. Co., St. Charles, Ill. 

Salvajor Co., The, 7235 Central Ave., Kansas City, Mo. 

Sanborn Co., 175 Wyman St., Waltham 54, Mass. 

Saniglastic, Inc., 1417 East Potter Ave., Milwaukee 19, Wis, 

Scholl Mfg. Co., 211-213 West Schiller St., Chicago 10, Il. 

sae i & Co., (Schuco Industries), 75 Cliff St., New York 38, 

Scientific Industries, 15 Park St., Springfield 3, Mass. 

Scotsman-Queen Products Div., King-Seeley Corp., 505 Front 
St., Albert Lea, Minn. 

Seamless Rubber Co., 253 Hallock Ave., New Haven 3, Conn. 

Sexton & Co., John, 4501 West 47th St., Chicago 32, Ill. 

Shampaine Co., 1920 South Jefferson Ave., St. Louis 4, Mo. 

Sheed & Ward, 840 Broadway, New York 3, N.Y. 

Sherman Mills, Inc., 1030 Commonwealth Ave., Boston 15, Mass, 

Simmons Co., Contract Div., Merchandise Mart, Chicago 54, Ill, 

Simmons Co.—Hausted Div., Medina, Ohio 

Simoniz Co., 2100 Indiana Ave., Chicago 16, III. 

a Co., J., 38-04 Woodside Ave., Long Island City 4, 


Sloan Valve Co., 4300 West Lake St., Chicago 24, Ill. 

Smith & Underwood, Diack Controls, 1847 North Main St. 
Royal Oak, Mich. : 

Snowhite Garment Mfg, Co., 224 West Washington St., Milwau- 
kee, Wis. 

Sorensen Co., Inc., C. M., 50-19 47th Ave., Woodside 77, Long 
Island, N.Y. 

Southern Equipment Co,, 4550 Gustine Ave., St. Louis 16, Mo. 

Sparling Co., C. D., 1736 Howard St., Detroit 16, Mich. 

Sperti Faraday, Inc., 2011 West Beecher St., Adrian, Mich. 

Squibb & Sons, E. R., Div. of Olin Mathieson Chemical Corp., 
745 Fifth Ave., New York 22, N.Y. 

Standard Apparel Co., 3925 Kelley Ave., Cleveland 14, Ohio 

Standard Textile Co., In¢., 628 Sycamore St., Cincinnati 2, Ohio 

ne Works, Magic Door Div., 195 Lake St., New Britain, 

onn. j 

Sunbeam Lighting Co., 777 East 14th Pl., Los Angeles 21, Calif. 

nee | ara Corp}, 759 South Washtenaw Ave., Chicago 

Swartzbaugh Mfg. Co., Murfreesboro, Tenn. 

Tetra Co., 350 North Clark St., Chicago 10, Ill. 

Thermopatch Corp., 2432 Grand Concourse, New York 58, N.Y. 

Tingue, Brown & Co., 1223 South Wabash, Chicago 5, Ill. 

Travenol Div. of Baxter Laboratorie:, Morton Grove, II. 

Troy Laundry Machinety Div., American Machine & Metals, 
Inc., East Moline, IIl. 

Tucker Mfg. Co., Cedar Rapids, Iowa. 

U. ee oe Chemicals Co., 99 Park Ave., New York 16, 


United States Radium Corp., Hanover Ave., Morristown, N.J. 

United States Rubber Co., 1230 Sixth Ave., New York 20, N.Y. 

Upjohn Co., The, Box 271, Kalamazoo, Mich. 

Van Range Co., John, 401 Eggleston Ave., Cincinnati 2, Ohio 

Vestal, Inc., 4963 Manchester Ave., St. Louis 10, Mo. 

Vinyl Plastics, Inc., 1825 Erie Ave., Sheboygan, Wis. 

Vollrath Co., The, 1236 North 18th St., Sheboygan, Wis. 

Ward, Dreshman & Reinhardt, 30 Rockefeller Plaza, RCA Bldg., 
Room 3020, New York 20, N.Y. 

Wassell Organization, Inc., Westport, Conn. 

Waukesha Motor Co.,*Waukesha, Wis. 

—— Aluminum Co., Wear-Ever Bldg., New Kensington, 

a. 

Wear-Proof Mat Co., 2156 West Fulton St., Chicago 12, Ill. 

Weck & Co., Edward, 135 Johnson St., Brooklyn 1, N.Y. 

Wells Television, Inc., 666 Fifth Ave., New York 19, N.Y. 

West Chemical Products, Inc., 42-16 West St., Long Island City, 


N.Y. 
Western Industries, Inc., 2740 West 36th St., Chicago 32, Ill. 
Westinghouse Electric Corp., Electronics & X-Ray Div., 2519 
Wilkens Ave., Baltimore 3, Md. 
Whitehouse Mfg. Co., 361 West Chestnut St., Chicago 10, Ill. 
— Chutes, Inc., 619 East Tallmadge Ave., Akron 10, 
io 
Will, Folsom & Smith, Inc., 500 Fifth Ave., New York 36, N.Y. 
Williams Pivot Sash Co., 22481 Aurora Rd., Bedford, Ohio 
Wilson Rubber Co., Div. of Becton, Dickinson & Co., 1200 Gar- 
_ field Ave., Canton 6, Ohio 
“aay Laboratories, Inc., 1450 Broadway, New York 18, 


Wyandotte Chemicals Corp., J. B. Ford Div., Wyandotte, Mich. 
Wyeth, Inc., P.O. Box 8299, Philadelphia 1, Pa. 
Yates-American Machine Co., 845 Fourth St., Beloit, Wis. 
Ziegler & Co., B. C., West Bend, Wis. 

Zimmer Mfg. Co., Warsaw, Ind. 

Zinser Personnel Service, 79 West Monroe St., Chicago 12, Ill. 
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